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PART   IIL 


MAGNETISM. 


CHAPTER   I. 


ELEMENTARY  THEORY  OP  MAGNETISM. 

371.]  Certain  bodies,  as,  for  instance,  the  iron  ore  called  load- 
stone, the  earth  itself^  and  pieces  of  steel  which  have  been  sub- 
jected to  certain  treatment,  are  found  to  possess  the  following 
properties,  and  are  called  Magnets. 

If^  near  any  part  of  the  earth's  surface  except  the  Magnetic 
Poles,  a  magnet  be  suspended  so  as  to  turn  freely  about  a  vertical 
axis,  it  will  in  general  tend  to  set  itself  in  a  certain  azimuth,  and 
if  disturbed  from  this  position  it  will  oscillate  about  it.  An  un« 
magnetized  body  has  no  such  tendency^  but  is  in  equilibrium  in 
all  azimuths  alike. 

372.]  It  is  found  that  the  force  which  acts  on  the  body  tends 
to  cause  a  certain  line  in  the  body,  called  the  Axis  of  the  Magnet, 
to  become  parallel  to  a  certain  line  in  space,  called  the  Direction 
of  the  Magnetic  Force. 

Let  us  suppose  the  magnet  suspended  so  as  to  be  free  to  turn 
in  all  directions  about  a  fixed  point.  To  eliminate  the  action  of 
its  weight  we  may  suppose  this  point  to  be  its  centre  of  g^ravity. 
Let  it  come  to  a  position  of  equilibrium.  Mark  two  points  on 
the  magnet,  and  note  their  positions  in  space.  Then  let  the 
magnet  be  placed  in  a  new  position  of  equilibrium^  and  note  the 
positions  in  space  of  the  two  marked  points  on  the  magnet. 

Since  the  axis  of  the  magnet  coincides  with  the  direction  of 
magnetic  force  in  both  positions^  we  have  to  find  that  line  in 
the  magnet  which  occupies  the  same  position  in  space  before  and 
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after  the  motion.  It  appears^  from  the  theory  of  the  motion  of 
bodies  of  invariable  form,  that  such  a  line  always  exists,  and  that 
a  motion  equivalent  to  the  actual  motion  might  have  taken  place 
by  simple  rotation  round  this  line. 

To  find  the  line,  join  the  first  and  last  positions  of  each  of  the 
marked  points^  and  draw  planes  bisecting  these  lines  at  right 
angles.  The  intersection  of  these  planes  will  be  the  line  required, 
which  indicates  the  direction  of  the  axis  of  the  magnet  and  the 
direction  of  the  magnetic  force  in  space. 

The  method  just  described  is  not  convenient  for  the  practical 
determination  of  these  directions.  We  shall  return  to  this  subject 
when  we  treat  of  Magnetic  Measurements. 

The  direction  of  the  magnetic  force  is  found  to  be  different  at 
different  parts  of  the  earth's  surface.  If  the  end  of  the  axis  of 
the  magnet  which  points  in  a  northerly  direction  be  marked,  it 
has  been  found  that  the  direction  in  which  it  sets  itself  in  general 
deviates  from  the  true  meridian  to  a  considerable  extent,  and  that 
the  marked  end  points  on  the  whole  downwards  in  the  northern 
hemisphere  and  upwards  in  the  southern. 

The  azimuth  of  the  direction  of  the  magnetic  force,  measured 
from  the  true  north  in  a  westerly  direction,  is  called  the  Variation, 
or  the  Magnetic  Declination.  The  angle  between  the  direction  of 
the  magnetic  force  and  the  horizontal  plane  is  called  the  Magnetic 
Dip.  These  two  angles  determine  the  direction  of  the  magnetic 
force,  and,  when  the  magnetic  intensity  is  also  known,  the  magnetic 
force  is  completely  determined.  The  determination  of  the  values 
of  these  three  elements  at  different  parts  of  the  earth's  surface, 
the  discussion  of  the  manner  in  which  they  vary  according  to  the 
place  and  time  of  observation,  and  the  investigation  of  the  causes 
of  the  magnetic  force  and  its  variations,  constitute  the  science  of 
Terrestrial  Magnetism. 

873.]  Let  us  now  suppose  that  the  axes  of  several  magnets  have 
been  determined,  and  the  end  of  each  which  points  north  marked. 
Then,  if  one  of  these  be  freely  suspended  and  another  brought 
near  it,  it  is  found  that  two  marked  ends  repel  each  other,  that 
a  marked  and  an  unmarked  end  attract  each  other,  and  that  two 
unmarked  ends  repel  each  other. 

If  the  magnets  are  in  the  form  of  long  rods  or  wires,  uniformly 
and  longitudinally  magnetized,  see  below.  Art.  384,  it  is  found 
that  the  greatest  manifestation  of  force  occurs  when  the  end  of 
one  magnet  is   held  near  the  end   of  the  other,  and   that  the 
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phenomena  can  be  accounted  for  by  supposing  that  like  ends  of 
the  magnets  repel  each  other,  that  unlike  ends  attract  each  other, 
and  that  the  intermediate  parts  of  the  magnets  have  no  sensible 
mutual  action. 

The  ends  of  a  long  thin  magnet  are  commonly  called  its  Poles. 
In  the  case  of  an  indefinitely  thin  magnet,  uniformly  magnetized 
throughout  its  lengthy  the  extremities  act  as  centres  of  force,  and 
the  rest  of  the  magnet  appears  devoid  of  magnetic  action.  In 
all  actual  magnets  the  magnetization  deviates  from  uniformity^  so 
that  no  single  points  can  be  taken  as  the  poles.  Coulomb^  how- 
ever, by  using  long  thin  rods  magnetized  with  care,  succeeded  in 
establishing  the  law  of  force  between  two  magnetic  poles  ^. 

The  repuhion  between  two  magnetic  poles  u  in  the  straight  line  joining 
ihem^  and  is  numerically  eqiial  to  the  product  of  the  strengths  of 
the  poles  divided  hy  the  square  of  the  distance  between  them. 

374.]  This  law,  of  course,  assumes  that  the  strength  of  each 
pole  is  measured  in  terms  of  a  certain  unit,  the  magnitude  of  which 
may  be  deduced  from  the  terms  of  the  law. 

The  unit-pole  is  a  pole  which  points  north,  and  is  such  that, 
when  placed  at  unit  distance  from  another  unit-pole,  it  repels  it 
with  unit  offeree,  the  unit  of  force  being  defined  as  in  Art.  6.  A 
pole  which  points  south  is  reckoned  negative. 

If  m^  and  m^  are  the  strengths  of  two  magnetic  poles,  /  the 
distance  between  them,  and  f  the  force  of  repulsion,  all  expressed 
numerically,  then  ^      m^m^ 

But  if  \m\y  \Ij\  and  \F\  be  the  concrete  units  of  magnetic  pole, 
length  and  force,  then 

nn  =  [f]  „  ■ 

whence  it  follows  that 

or         \m\  =  \p^T-^M% 
The  dimensions  of  the  unit  pole  are  therefore  f  as  regards  lengthy 
(— 1)  as  regards  time^  and  \  as  regards  mass.     These  dimensions 
are  the  same  as  those  of  the  electrostatic  unit  of  electricity^  which 
is  specified  in  exactly  the  same  way  in  Arts.  41,  42. 

*  His  experimeots  on  magnetism  with  the  Torsion  Balance  are  contained  in 
theifemotrs  of  the  Academy  of  Paris,  1780-9,  and  in  Blot's  TraiU  de  Phytique, 
torn.  iii. 

B  2 
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375.]  The  accuracy  of  this  law  may  be  considered  to  have 
been  established  by  the  experiments  of  Coulomb  with  the  Torsion 
Balance^  and  confirmed  by  the  experiments  of  Gauss  and  Weber, 
and  of  all  observers  in  magnetic  observatories,  who  are  every  day 
making  measurements  of  magnetic  quantities,  and  who  obtain  results 
which  would  be  inconsistent  with  each  other  if  the  law  of  force 
had  been  erroneously  assumed.  It  derives  additional  support  from 
its  consistency  with  the  laws  of  electromagnetic  phenomena. 

376.]  The  quantity  which  we  have  hitherto  called  the  strength 
of  a  pole  may  also  be  called  a  quantity  of  *  Magnetism,'  provided 
we  attribute  no  properties  to  'Magnetism'  except  those  observed 
in  the  poles  of  magnets. 

Since  the  expression  of  the  law  of  force  between  given  quantities 
of  *  Magnetism '  has  exactly  the  same  mathematical  form  as  the 
law  of  force  between  quantities  of  *  Electricity'  of  equal  numerical 
value^  much  of  the  mathematical  treatment  of  magnetism  must  be 
similar  to  that  of  electricity.  There  are,  however,  other  properties 
of  magnets  which  must  be  borne  m  mind,  and  which  may  throw 
some  light  on  the  electrical  properties  of  bodies. 

Relation  between  the  Poles  of  a  Magnet, 

377.]  The  quantity  of  magnetism  at  one  pole  of  a  magnet  is 
always  equal  and  opposite  to  that  at  the  other,  or  more  generally 
thus : — 

In  every  Magnet  the  total  quantity  of  Magnetism  (reckoned  alge- 
braically) is  zero. 

Hence  in  a  field  of  force  which  is  uniform  and  parallel  throughout 
the  space  occupied  by  the  magnet,  the  force  acting  on  the  marked 
end  of  the  magnet  is  exactly  equal,  opposite  and  parallel  to  that  on 
the  unmarked  end,  so  that  the  resultant  of  the  forces  is  a  statical 
couple,  tending  to  place  the  axis  of  the  magnet  in  a  determinate 
direction,  but  not  to  move  the  magnet  as  a  whole  in  any  direction. 

This  may  be  easily  proved  by  putting  the  magnet  into  a  small 
vessel  and  floating  it  in  water.  The  vessel  will  turn  in  a  certain 
direction,  so  as  to  bring  the  axis  of  the  magnet  as  near  as  possible 
to  the  direction  of  the  earth's  magnetic  force,  but  there  will  be  no 
motion  of  the  vessel  as  a  whole  in  any  direction  ;  so  that  there  can 
be  no  excess  of  the  force  towards  the  north  over  that  towards  the 
south,  or  the  reverse.  It  may  also  be  shewn  from  the  fact  that 
magnetizing  a  piece  of  steel  does  not  alter  its  weight.  It  does  alter 
the  apparent  position  of  its  centre  of  gravity,  causing  it  in  these 
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latitudes  to  ehifb  along  the  axis  towards  the  north.  The  centre 
of  inertia,  as  determined  by  the  phenomena  of  rotation^  remains 
unaltered. 

S78.]  If  the  middle  of  a  long  thin  magnet  be  examined,  it  is 
found  to  possess  no  magnetic  properties,  but  if  the  magnet  be 
broken  at  that  pointy  each  of  the  pieces  is  found  to  have  a  magnetic 
pole  at  the  place  of  fracture^  and  this  new  pole  is  exactly  equal 
and  opposite  to  the  other  pole  belonging  to  that  piece.  It  is 
impossible,  either  by  magnetization,  or  by  breaking  magnets^  or 
by  any  other  means^  to  procure  a  magnet  whose  poles  are  un- 
equal. 

If  we  break  the  long  thin  magnet  into  a  number  of  short  pieces 
we  shall  obtain  a  series  of  short  magnets,  each  of  which  has  poles 
of  nearly  the  same  strength  as  those  of  the  original  long  magnet. 
This  multiplication  of  poles  is  not  necessarily  a  creation  of  energy, 
for  we  must  remember  that  after  breaking  the  magnet  we  have  to 
do  work  to  separate  the  parts,  in  consequence  of  their  attraction 
for  one  another. 

879.]  Let  us  now  put  all  the  pieces  of  the  magnet  together 
as  at  first.  At  each  point  of  junction  there  will  be  two  poles 
exactly  equal  and  of  opposite  kinds^  placed  in  contact,  so  that  their 
united  action  on  any  other  pole  will  be  null.  The  magnet,  thus 
rebuilt,  has  therefore  the  same  properties  as  at  first,  namely  two 
poles,  one  at  each  end,  equal  and  opposite  to  each  other,  and  the 
part  between  these  poles  exhibits  no  magnetic  action. 

Since,  in  this  case,  we  know  the  long  magnet  to  be  made  up 
of  little  short  magnets,  and  since  the  phenomena  are  the  same 
as  in  the  case  of  the  unbroken  magnet,  we  may  regard  the  magnet, 
even  before  being  broken,  as  made  up  of  small  particles,  each  of 
which  has  two  equal  and  opposite  poles.  If  we  suppose  all  magnets 
to  be  made  up  of  such  particles,  it  is  evident  that  since  the 
algebraical  quantity  of  magnetism  in  each  particle  is  zero,  the 
quantity  in  the  whole  magnet  will  also  be  zero,  or  in  other  words, 
its  poles  will  be  of  equal  strength  but  of  opposite  kind. 

Theory  of  Magnetic  *  Matter.^ 

880.]  Since  the  form  of  the  law  of  magnetic  action  is  identical 
with  that  of  electric  action,  the  same  reasons  which  can  be  given 
for  attributing  electric  phenomena  to  the  action  of  one  ^  fluid' 
or  two  'fluids'  can  also  be  used  in  favour  of  the  existence  of  a 
magnetic  matter,  or  of  two  kinds  of  magnetic  matter,  fluid  or 
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otherwise.  In  fact,  a  theory  of  magnetic  matter,  if  used  in  a 
purely  mathematical  sense,  cannot  fail  to  explain  the  phenomena, 
provided  new  laws  are  freely  introduced  to  account  for  the  actual 
fiacts. 

One  of  these  new  laws  must  be  that  the  magnetic  fluids  cannot 
pass  from  one  molecule  or  particle  of  the  magnet  to  another,  bat 
that  the  process  of  magnetization  consists  in  separating  to  a  certain 
extent  the  two  fluids  within  each  particle,  and  causing  the  one  fluid 
to  be  more  concentrated  at  one  end,  and  the  other  fluid  to  be  more 
concentrated  at  the  other  end  of  the  particle.  This  is  the  theory  of 
Poisson. 

A  particle  of  a  magnetizable  body  is,  on  this  theory,  analogous 
to  a  small  insulated  conductor  without  charge,  which  on  the  two- 
fluid  theory  contains  indefinitely  larg^  but  exactly  equal  quantities 
of  the  two  electricities.  When  an  electromotive  force  acts  on  the 
conductor,  it  separates  the  electricities,  causing  them  to  become 
manifest  at  opposite  sides  of  the  conductor.  In  a  similar  manner, 
according  to  this  theory,  the  magnetizing  force  causes  the  two 
kinds  of  magnetism,  which  were  originally  in  a  neutralized  state, 
to  be  separated,  and  to  appear  at  opposite  sides  of  the  magnetized 
particle. 

In  certain  substances,  such  as  sofb  iron  and  those  magnetic 
substances  which  cannot  be  permanently  magnetized,  this  magnetic 
condition,  like  the  electrification  of  the  conductor,  disappears  when 
the  inducing  force  is  removed.  In  other  substances,  such  as  hard 
steel,  the  magnetic  condition  is  produced  with  difficulty,  and,  when 
produced,  remains  after  the  removal  of  the  inducing  force. 

This  is  expressed  by  saying  that  in  the  latter  case  there  is  a 
Coercive  Force,  tending  to  prevent  alteration  in  the  magnetization, 
which  must  be  overcome  before  the  power  of  a  magnet  can  be 
either  increased  or  diminished.  In  the  case  of  the  electrified  body 
this  would  correspond  to  a  kind  of  electric  resistance,  which,  unlike 
the  resistance  observed  in  metals,  would  be  equivalent  to  complete 
insulation  for  electromotive  forces  below  a  certain  value. 

This  theory  of  magnetism,  like  the  corresponding  theory  of 
electricity,  is  evidently  too  large  for  the  facts,  and  requires  to  be 
restricted  by  artificial  conditions.  For  it  not  only  gives  no  reason 
why  one  body  may  not  diffijr  from  another  on  account  of  having 
more  of  both  fluids,  but  it  enables  us  to  say  what  would  be  the 
properties  of  a  body  containing  an  excess  of  one  magnetic  fluid. 
It  is  true  that  a  reason  is  given  why  such  a  body  cannot  exist. 
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but  this  reason  is  only  introduced  as  an  after-thought  to  explain 
this  particular  fact.     It  does  not  grow  out  of  the  theory. 

381.]  We  must  therefore  seek  for  a  mode  of  expression  which 
shall  not  be  capable  of  expressing  too  much^  and  which  shall  leave 
room  for  the  introduction  of  new  ideas  as  these  are  developed  from 
new  facts.  This,  I  thinks  we  shall  obtain  if  we  begin  by  saying 
that  the  particles  of  a  magnet  are  Polarized. 

Meaning  of  the  term  ^Polarization.^ 

When  a  particle  of  a  body  possesses  properties  related  to  a 
certain  line  or  direction  in  the  body,  and  when  the  body,  retaining 
these  properties,  is  turned  so  that  this  direction  is  reversed,  then 
if  as  regards  other  bodies  these  properties  of  the  particle  are 
reversed,  the  particle^  in  reference  to  these  properties,  is  said  to  be 
polarized,  and  the  properties  are  said  to  constitute  a  particular 
kind  of  polarization. 

Thus  we  may  say  that  the  rotation  of  a  body  about  an  axis 
constitutes  a  kind  of  polarization,  because  if,  while  the  rotation 
continues,  the  direction  of  the  axis  is  turned  end  for  end,  the  body 
will  be  rotating  in  the  opposite  direction  as  regards  space. 

A  conducting  particle  through  which  there  is  a  current  of  elec- 
tricity may  be  said  to  be  polarized,  because  if  it  were  turned  round, 
and  if  the  current  continued  to  flow  in  the  same  direction  as  regards 
the  particle,  its  direction  in  space  would  be  reversed. 

In  short,  if  any  mathematical  or  physical  quantity  is  of  the 
nature  of  a  vector,  as  defined  in  Art.  11,  then  any  body  or  particle 
to  which  this  directed  quantity  or  vector  belongs  may  be  said  to 
be  Polarized*,  because  it  has  opposite  properties  in  the  two  opposite 
directions  or  poles  of  the  directed  quantity. 

The  poles  of  the  earth,  for  example,  have  reference  to  its  rotation, 
and  have  accordingly  different  names. 

*  The  word  Polarization  has  been  used  in  a  sense  not  consistent  with  this  in 
Optics,  where  a  ray  of  light  is  said  to  be  polarized  when  it  has  properties  relating 
to  its  sides,  which  are  identical  on  opposite  sides  of  the  ray.  This  kind  of  polarization 
refers  to  another  kind  of  Directed  Quantity,  which  may  be  called  a  Dipolar  Quantity, 
in  opposition  to  the  former  kind,  which  may  be  called  Unipolar. 

When  a  dipolar  quantity  is  turned  end  for  end  it  remains  the  same  as  before. 
Tensions  and  Pressures  in  solid  bodies,  Extensions,  Compressions  and  Distortions 
and  most  of  the  optical,  electrical,  and  magnetic  properties  of  crystallized  bodies 
are  dipolar  quantities. 

The  property  produced  by  magnetism  in  transparent  bodies  of  twisting  the  plane 
of  polarization  of  the  incident  light,  is,  like  magnetism  itself,  a  unipolar  property. 
The  rotatory  property  referred  to  in  Art.  303  is  also  unipolar. 
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Meajung  of  the  term  '  Magnetic  Polarization.^ 

m 

S82.]  In  speaking  of  the  state  of  the  particles  of  a  magnet  as 
magnetic  polarization^  we  imply  that  each  of  the  smallest  parts 
into  which  a  magnet  may  be  divided  has  certain  properties  related 
to  a  definite  direction  through  the  particle^  called  its  Axis  of 
Magnetization^  and  that  the  properties  related  to  one  end  of  this 
axis  are  opposite  to  the  properties  related  to  the  other  end. 

The  properties  which  we  attribute  to  the  particle  are  of  the  same 
kind  as  those  which  we  observe  in  the  complete  magnet,  and  in 
assuming  that  the  particles  possess  these  properties^  we  only  assert 
what  we  can  prove  by  breaking  the  magnet  up  into  small  pieces, 
for  each  of  these  is  found  to  be  a  magnet. 

Properties  of  a  Magnetized  Particle. 

888.]  Let  the  element  dxdydz  be  a  particle  of  a  magnet,  and 
let  us  assume  that  its  magnetic  properties  are  those  of  a  magnet 
the  strength  of  whose  positive  pole  is  m^  and  whose  length  is  ds. 
Then  if  P  is  any  point  in  space  distant  r  from  the  positive  pole  and 
/  from  the  negative  pole,  the  magnetic  potential  at  P  will  be 

—  due  to  the  positive  pole,  and  —  --^  due  to  the  negative  pole,  or 

'^=^  (''-'•)•  (1) 

If  dsy  the  distance  between  the  poles,  is  very  small,  we  may  put 

/— r  =  rf^cosc,  (2) 

where  c  is  the  angle  between  the  vector  drawn  from  the  magnet 
jx>  P  and  the  axis  of  the  magnet,  or 

r=— 5-C0S€.  (3) 

Magnetic  Moment, 

884.]  The  product  of  the  length  of  a  uniformly  and  longitud- 
inally magnetized  bar  magnet  into  the  strength  of  its  positive  pole 
is  called  its  Magnetic  Moment. 

Intensity  of  Magnetization, 

The  intensity  of  magnetization  of  a  magnetic  particle  is  the  ratio 
of  its  magnetic  moment  to  its  volume.     We  shall  denote  it  by  /. 

The  magnetization  at  any  point  of  a  magnet  may  be  defined 
by  its  intensity  and  its  direction.  Its  direction  may  be  defined  by 
its  direction-cosines  A,  /m,  r. 
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Components  of  Magnetization. 

The  magnetization  at  a  point  of  a  magnet  (being  a  vector  or 
directed  quantity)  may  be  expressed  in  terms  of  its  three  com- 
ponents referred  to  the  axes  of  coordinates.     Calling  these  A,  B,  C, 

A-I\,        B  =  Iiiy         C=Iv, 

and  the  numerical  value  of  /  is  given  by  the  equation  (4) 

72  =^2+52_,.C«.  (5) 

885.]  If  the  portion  of  the  magnet  which  we  consider  is  the 
differential  element  of  volume  dxdydz,  and  if  I  denotes  the  intensity 
of  magnetization  of  this  element,  its  magnetic  moment  is  Idxdydz. 
Substituting  this  for  mdsisi.  equation  (3)^  and  remembering  that 

r  cos  e  =  A  (f-a?)  +ft  {r\—y)  +  v (C-^r),  (6) 

where  f,  17,  f  are  the  coordinates  of  the  extremity  of  the  vector  r 
drawn  from  the  point  (a?,  y,  z)y  we  find  for  the  potential  at  the  point 
(6  ^)  0  ^^^  ^  ^^^  magnetized  element  at  (a;,  yy  z\ 

«r=  {A{i^x)^B{y^-y)^C{i:^z)\^dxdydz.  (7) 

To  obtain  the  potential  at  the  point  (f .  ly,  f)  due  to  a  magnet  of 
finite  dimensions,  we  must  find  the  integral  of  this  expression  for 
every  element  of  volume  included  within  the  space  occupied  by 
the  magnet,  or 

r=.JJJ{A{(-x)  +  3(r,-y)  +  C{C-z)}j^dxdydz.         (8) 
Integrating  by  parte,  this  becomes 

y=jfA  i  dy  dz  +f!B  i  dzdx  +  ffc  i  dxdy 

where  the  double  integration  in  the  first  three  terms  refers  to  the 
sur&ce  of  the  magnet,  and  the  triple  integration  in  the  fourth  to 
the  space  within  it. 

If  /,  nij  n  denote  the  direction-cosines  of  the  normal  drawn 
outwards  from  the  element  of  surface  dS,  we  may  write,  as  in 
Art.  21^  the  sum  of  the  first  three  terms. 


// 


{lA  +  mB+nC)^dS, 


where  the  integration  is  to  be  extended  over  the  whole  surface  of 
the  magnet. 
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If  we  now  introduce  two  new  symbols  o-  and  p,  defined  by  the 
equations  a  =z  lA-\-mB+nC, 

fdA      dB     dCy. 

the  expression  for  the  potential  may  be  written 

886.]  This  expression  is  identical  with  that  for  the  electric 
potential  due  to  a  body  on  the  surfiu^  of  which  there  is  an  elec- 
trification whose  sur&ce-density  is  <r,  while  throughout  its  substance 
there  is  a  bodily  electrification  whose  volume-density  is  p.  Hence^ 
if  we  assume  o-  and  p  to  be  the  surfSu^-  and  volume-densities  of  the 
distribution  of  an  imaginary  substance,  which  we  have  called 
'  magnetic  matter/  the  potential  due  to  this  imaginary  distribution 
will  be  identical  with  that  due  to  the  actual  magnetization  of  every 
element  of  the  magnet. 

The  surface-density  <t  is  the  resolved  part  of  the  intensity  of 
magnetization  I  in  the  direction  of  the  normal  to  the  surface  drawn 
outwards,  and  the  volume-density  p  is  the  *  convergence'  (see 
Art.  25)  of  the  magnetization  at  a  given  point  in  the  magnet. 

This  method  of  representing  the  action  of  a  magnet  as  due 
to  a  distribution  of  'magnetic  matter'  is  very  convenient,  but  we 
must  always  remember  that  it  is  only  an  artificial  method  of 
representing  the  action  of  a  system  of  polarized  particles. 

On  the  Action  of  one  Magnetic  Molecule  on  another. 

387.]  If,  as  in  the  chapter  on  Spherical  Harmonics,  Art.  129, 

we  make  A-/^         A         fL  (i) 

dh"    dx  dy         dz^ 

where  /,  m,  n  are  the  direction-cosines  of  the  axis  A,  then  the 
potential  due  to  a  magnetic  molecule  at  the  origin,  whose  axis  is 
parallel  to  ^^  and  whose  magnetic  moment  is  m^^  is 

d    vii       Ml 
dhi    r  "~  r^ 

where  Aj  is  the  cosine  of  the  angle  between  A^  and  r. 

Again,  if  a  second  magnetic  molecule  whose  moment  is  99^2,  and 
whose  axis  is  parallel  to  A2,  is  placed  at  the  extremity  of  the  radius 
vector  r,  the  potential  energy  due  to  the  action  of  the  one  magnet 
on  the  other  is 


r^^-^^  =  '^^.  (2) 
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=  ^(Mi2-3A,A^,  (4) 


r3 


where  \k^  is  the  cosine  of  the  angle  which  the  axes  make  with  each 
other,  and  A^,  A2  are  the  cosines  of  the  angles  which  they  make 
with  r. 

Let  us  next  determine  the  moment  of  the  couple  with  which  the 
first  magnet  tends  to  turn  the  second  round  its  centre. 

Let  us  suppose  the  second  magnet  turned  through  an  angle 

d^  in  a  plane  perpendicular  to  a  third  axis  h^^  then  the  work  done 

dW 
against  the  magnetic  forces  will  be  ~j-r  d<Pj  and  the  moment  of  the 

forces  on  the  magnet  in  this  plane  will  be 

The  actual  moment  acting  on  the  second  magnet  may  therefore 
be  coDsidered  as  the  resultant  of  two  couples,  of  which  the  first 
acts  in  a  plane  parallel  to  the  axes  of  both  magnets^  and  tends  to 
increase  the  angle  between  them  with  a  force  whose  moment  is 

^^  sin  (A,  A,),  (6) 


r» 


while  the  second  couple  acts  in  the  plane  passing  through  r  and 
the  axis  of  the  second  magnet,  and  tends  to  diminish  the  angle 
between  these  directions  with  a  force 

3M  cos  (r^O  sin  {rh^,  (7) 

T 

where  [rh^^  (^^2)^  (^^2)  denote  the  angles  between  the  lines  r. 

To  determine  the  force  acting  on  the  second  magnet  in  a  direction 

parallel  to  a  line  ^3,  we  have  to  calculate 

dW  d^        A.  ,.. 

_  =  ^^^^____^_^,  (8) 

=  3^^  {AifX23+^8M3i  +  A3|Xi2-5AiAaA3},  (9) 

=  3A3^(^^^5A,A,)  +  3mx3^^a,  +  3^^^A,.       (10) 

If  we  suppose  the  actual  force  compounded  of  three  forces,  J2, 
H-^  and  H^,  in  the  directions  of  r,  h^  and  h^  respectively,  then  the 
force  in  the  direction  of  h^  is 

X^B+ix^^ffi+H^H^.  (11) 
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Since  the  direction  of  A^  is  arbitrary,  we  must  have 


(12) 


The  force  J?  is  a  repulsion,  tending  to  increase  r;  JSTi  and  H^ 
act  on  the  second  magnet  in  the  directions  of  the  axes  of  the  first 
and  second  magnet  respectively. 

This  analysis  of  the  forces  acting  between  two  small  magnets 
was  first  given  in  terms  of  the  Quaternion  Analysis  by  Professor 
Tait  in  the  Quarterly  Math.  Jaum.  for  Jan.  1860.  See  also  his 
work  on  Quaternions,  Art.  414. 

Particular  Positions, 

888.]  (1)  K  Xj  and  Ag  are  each  equal  to  1^  that  is,  if  the  axes 
of  the  magnets  are  in  one  straight  line  and  in  the  same  direction, 
/m^  =  1^  and  the  force  between  the  magnets  is  a  repulsion 


6  7^  tn, 


S+ff,+ff,  —  :iM.  (13) 

The  negative  sign  indicates  that  the  force  is  an  attraction. 

(2)  If  A^  and  X^  ^^^  zero^  and  fi^  unity,  the  axes  of  the  magnets 
are  parallel  to  each  other  and  perpendicular  to  r,  and  the  force 
is  a  repulsion  3m^m^ 


r* 


In  neither  of  these  cases  is  there  any  couple. 

(3)  If  Aj  =  1  and  Ag  =  0,  then  /i^  =  0.  (15) 

The  force  on  the  second  magnet  will  be  — i— ^  in  the  direction 

2r 

ot  Its  axis,  ana  tne  couple  will  be  —  3  -  ^  ,  tending  to  turn  it  parallel 

to  the  first  magnet.     This  is  equivalent  to  a  single  force  ^— ^ 

acting  parallel  to  the  direction  of  the  axis  of  the  second  magnet, 
and  cutting  r  at  a  point  two-thirds  of  its  length  from  m^^ 


Fig.  1. 

Thus  in  the  figure  (1)  two  magnets  are  made  to  float  on  water,  m^ 


388.] 
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being  in  the  direction  of  the  axis  of  Wj ,  but  having  its  own  axis 
at  right  angles  to  that  of  % .  K  two  points,  A^  -B,  rigidly  connected 
with  i»i  and  m^  respectively,  are  connected  by  means  of  a  string  T, 
the  system  will  be  in  equilibrium^  provided  T  cuts  the  line  %«*2 
at  right  angles  at  a  point  one-third  of  the  distance  from  niiio  m^. 

(4)  If  we  allow  the  second  magnet  to  turn  freely  about  its  centre 
till  it  comes  to  a  position  of  stable  equilibrium,  W  will  then  be  a 
minimum  as  regards  h^^  and  therefore  the  resolved  part  of  the  force 
due  to  m^f  taken  in  the  direction  of  h^^  will  be  a  maximum.  Hence, 
if  we  wish  to  produce  the  greatest  possible  magnetic  force  at  a 
given  point  in  a  given  direction  by  means  of  magnets,  the  positions 
of  whose  centres  are  given,  then,  in  order  to  determine  the  proper 
directions  of  the  axes  of  these  magnets  to  produce  this  effect,  we 
have  only  to  place  a  magnet  in  the  given  direction  at  the  given 
point,  and  to  observe  the  direction  of  stable  equilibrium  of  the 
axis  of  a  second  magnet  when  its  centre  is  placed  at  each  of  the 
other  given  points.  The  magnets  must  then  be  placed  with  their 
axes  in  the  directions  indicated  by  that  of  the  second  magnet. 

Of  course,  in  performing  this  experi- 
ment we  must  take  account  of  terrestrial 
magnetism,  if  it  exists. 

Let  the  second  magnet  be  in  a  posi- 
tion of  stable  equilibrium  as  regards  its 
direction,  then  since  the  couple  acting 
on  it  vanishes,  the  axis  of  the  second 
magnet  must  be  in  the  same  plane  with 
that  of  the  first.     Hence 


SEXIN 


and  the  couple  being 


(16) 


Fig.  2. 


-i-^  (sin  (i,  ^j)  —  3  cos  (A^  r)  sin  (r  A^)), 


(17) 


we  find  when  this  is  zero 

tan  (^1  r)  =  2  tan  (r  A^),  (1 8) 

or  tan H^m^R  =  2  tan Rm^H^.  (19) 

When  this  position  has  been  taken  up  by  the  second  magnet  the 


value  of  W  becomes 


dV 


where  A^  is  in  the  direction  of  the  line  of  force  due  to  m^B,t  m^. 
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Hence 


r  =  -^3  /\/- 


|2 


dF'  .  dF 


dF 
dz 


(20) 


dw  I        dy 

Hence  the  second  magnet  will  tend  to  move  towards  places  of 
'g^reater  resultant  force. 

The  force  on  the  second  magnet  may  be  decomposed  into  a  force 
JZ,  which  in  this  case  is  always  attractive  towards  the  first  magnet, 
and  a  force  H^  parallel  to  the  axis  of  the  first  magnetj  where 


i2  =  .3^J^.+  L,  g,  =  3M^     ,^ .      (21) 

In  Fig.  XYII,  at  the  end  of  this  volume^  the  lines  of  force  and 
equipotential  surfaces  in  two  dimensions  are  drawn.  The  magnets 
which  produce  them  are  supposed  to  be  two  long  cylindrical  rods 
the  sections  of  which  are  represented  by  the  circular  blank  spaces^ 
and  these  rods  are  magnetized  transversely  in  the  direction  of  the 
arrows. 

K  we  remember  that  there  is  a  tension  along  the  lines  of  force,  it 
is  easy  to  see  that  each  magnet  will  tend  to  turn  in  the  direction 
of  the  motion  of  the  hands  of  a  watch. 

That  on  the  right  hand  will  also^  as  a  whole,  tend  to  move 
towards  the  top,  and  that  on  the  left  hand  towards  the  bottom 
of  the  page. 

On  the  Potential  Energy  of  a  Magnet  placed  in  a  Magnetic  FiM, 

889.]  Let  F  be  the  magnetic  potential  due  to  any  system  of 
magnets  acting  on  the  magnet  under  consideration.  We  shall  call 
F  the  potential  of  the  external  magnetic  force. 

If  a  small  magnet  whose  strength  is  9»,  and  whose  length  is  ds^ 
be  placed  so  that  its  positive  pole  is  at  a  point  where  the  potential 
is  F,  and  its  negative  pole  at  a  point  where  the  potential  is  F\  the 
potential  energy  of  this  magnet  will  be  m^F—F^),  or,  if  J«  is 
measured  from  the  negative  pole  to  the  positive, 

^-^ds.  (1) 

If  /  is  the  intensity  of  the  magnetization,  and  A,  fx,  v  its  direc- 
tion-cosines, we  may  write, 

mdi  =  Idxdydzy 

dF_^dF        dF      ^dF 
ds  ^     dx         dy  dz 

and,  finally,  i£  A,  B,C  are  the  components  of  magnetization. 


-=///(• 
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SO  that  the  expression  (1)  for  the  potential  energy  of  the  element 
of  the  magnet  becomes 

i^di^^-dj^''d.)'^'y'''  ('^ 

To  obtain  the  potential  energy  of  a  magnet  of  finite  size,  we 
must  integrate  this  expression  for  every  element  of  the  magnet. 
We  thns  obtain 

as  the  value  of  the  potential  energy  of  the  magnet  with  respect 
to  the  magnetic  field  in  which  it  is  placed. 

The  potential  energy  is  here  expressed  in  terms  of  the  components 
of  magnetization  and  of  those  of  the  magnetic  force  arising  from 
external  causes. 

By  integration  by  parts  we  may  express  it  in  terms  of  the 
distribution  of  magnetic  matter  and  of  magnetic  potential 

r=//(^;+5-+c«)rrf5-///r(g  +  ^^  (4) 

where  /,  m,  n  are  the  direction-cosines  of  the  normal  at  the  element 
of  surface  dS.  K  we  substitute  in  this  equation  the  expressions  for 
the  surfiuse-  and  volume-density  of  magnetic  matter  as  given  in 
Art.  386,  the  expression  becomes 

r=  ffVa  d8  -hfffj^P  dS.  (5) 

We  may  write  equation  (3)  in  the  form 

W=^  ^fjJ{Aa  +  Bfi-^  Cy)dxdydzy  (6) 

where  a,  )9  and  y  are  the  components  of  the  external  magnetic  force. 

On  the  Magnetic  Moment  and  Axis  of  a  Magnet. 

890.]  K  throughout  the  whole  space  occupied  by  the  magnet 
the  external  magnetic  force  is  uniform  in  direction  and  magnitude, 
the  components  a,  )3,  y  will  be  constant  quantities,  and  if  we  write 

jjjAdxdydz^ IK,  jjjBdxdydz^mK,    fjfcdwdydz  =  nK,    (7) 

the  integrations  being  extended  over  the  whole  substance  of  the 
magnet^  the  value  of  JTmsky  be  written 

JT  =  -  Jr(/a  +  mfi+ny).  (8) 
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In  this  expression  I,  m^  n  are  the  direction-cosines  of  the  axis  of 
the  magnet,  and  K  is  the  magnetic  moment  of  the  magnet.  If 
e  is  the  angle  which  the  axis  of  the  magnet  makes  with  the 
direction  of  the  magnetic  force  ^,  the  value  of  W  may  be  written 

»r=:-jr^cos€.  (9) 

If  the  magnet  is  suspended  so  as  to  be  free  to  turn  about  a 
vertical  axis^  as  in  the  case  of  an  ordinary  compass  needle,  let 
the  azimuth  of  the  axis  of  the  magnet  be  4>y  and  let  it  be  inclined 
0  to  the  horizontal  plane.  Let  the  force  of  terrestrial  magnetism 
be  in  a  direction  whose  azimuth  is  h  and  dip  f,  then 

a  =  «^  cos  f cos  6,     /3  =  «^  cos  fsin  6,     y  =  «&  sin  f ;        (10) 

I  =  cos  6  cos  <^,        «»  =  cos  ^  sin  <^,        «  =  sin  ^  ;  (1 1) 

whence         W=z  ^K^  (cos  f  cos  0  cos  ((^— 5)  -f  sin  f  sin  0).  (12) 

The  moment  of  the  force  tending  to  increase  4>  ^7  turning  the 
magnet  round  a  vertical  axis  is 

-  ^  =  -A:^  cos  Ccos^  sin(<^~8).  (13) 

dip 

On  the  Expansion  of  the  Potential  of  a  Magnet  in  Solid  Harmonics. 

391.]  Let  V  be  the  potential  due  to  a  unit  pole  placed  at  the 
point  (f,  t;,  Q,     The  value  of  V  at  the  point  a?,  y,  z  is 

r=  {(f-a;)«  +  {,-y)*  +  (C-^)'}-*.  (1) 

This  expression  may  be  expanded  in  terms  of  spherical  harmonics^ 
with  their  centre  at  the  origin.     We  have  then 

r=ro+r,+  r,+&c.,  (2) 

when     Fq  =  - ,  r  being  the  distance  of  (f,  t;,  ()  from  the  origin,  (3) 

T 

r,  =  tof±^,  (4) 

jr  _  3(£^  +  7yy-f-C^)^-(^^-f/  +  ^^)(^^-h^^-hn  r.^ 

&c. 

To  determine  the  value  of  the  potential  energy  when  the  magnet 
is  placed  in  the  field  of  force  expressed  by  this  potential,  we  have 
to  integrate  the  expression  for  W  in  equation  (3)  with  respect  to 
J?,  y  and  z^  considering  f,  ry,  (  and  r  as  constants. 

If  we  consider  only  the  terms  introduced  by  FJ,,  F^  and  V^  the 
result  will  depend  on  the  following  volume-integrals, 
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lK=zJjJAdxdydz,  mK  =  jjjBdxdydz,  nK^jjjcdxdydz-,  (6) 
L  =  /  /  /  Axdxdydz,  ^="111  Bydxdydz,  N  =jjjCzdic^dz ;  (7) 
P  =:JJJ{Bz+Cy)dxdydz,       Q  =JJJ{Cx^Az)dxdydz, 

B=z  jjj{Ay-\'Bx)dxdydz.  (8) 

We  thus  find  for  the  value  of  the  potential  energy  of  the  magnet 
placed  in  presence  of  the  unit  pole  at  the  point  (;,  17,  ^, 

This  expression  may  also  be  regarded  as  the  potential  energy  of 
the  unit  pole  in  presence  of  the  magnet,  or  more  simply  as  the 
potential  at  the  point  ^,  r],  Cdue  to  the  magnet. 

On  the  Centre  of  a  Magnet  and  its  Primary  and  Secondary  Axes. 

892.]  This  expression  may  be  simplified  by  altering  the  directions 
of  the  coordinates  and  the  position  of  the  origin.  In  the  first 
place^  we  shall  make  the  direction  of  the  axis  of  x  parallel  to  the 
axis  of  the  magnet.     This  is  equivalent  to  making 

/=:  1,     «i=  0,     »  =  0.  (10) 

If  we  change  the  origin  of  coordinates  to  the  point  (a^,  y,  /),  the 
directions  of  the  axes  remaining  unchanged,  the  volume-integrals 
IKy  mK  and  nK  vdll  remain  unchanged^  but  the  others  will  be 
altered  as  follows : 
L'^L^lKaf,  M'^M^mKjf,  N'^N-nKs^;  (11) 

P'siP-JT («/+«/),  Q'=Q-Jr(na?'  +  ;/),  i2'=5-Jr(//+««aO.    (12) 

If  we  now  make  the  direction  of  the  axis  of  x  parallel  to  the, 
axis  of  the  magnet,  and  put 

^^5i-J^,     ^=f,      .=  «,  OS, 

then  for  the  new  axes  M  and  N  have  their  values  unchanged,  and 
the  value  of  V  becomes  \  {M+N).  P  remains  unchanged^  and  Q 
and  B  vanish.     We  may  therefore  write  the  potential  thus, 

j-f  ,  Uv'-CKM-N)+3PnC  (14) 


(9) 


r^  '  r 
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We  have  thus  found  a  point,  fixed  with  req>ect  to  the  magnet, 
such  that  the  second  term  of  the  potential  assumes  the  most  simple 
form  when  this  point  is  taken  as  origin  of  coordinates.  This  point 
we  therefore  define  as  the  centre  of  the  magnet,  and  the  axis 
drawn  through  it  in  the  direction  formerly  defined  as  the  direction 
of  the  magnetic  axis  may  be  defined  as  the  principal  axis  of  the 
magnet. 

We  may  simplify  the  result  still  more  by  turning  the  axes  of  y 

and  z  round  that  of  x  through  half  the  angle  whose  tangent  is 

P 
^^ — r^r .    This  will  cause  P  to  become  zero,  and  the  final  form 

Jtt— iv 

of  the  potential  may  be  written 

This  is  the  simplest  form  of  the  first  two  terms  of  the  potential 
of  a  magnet.  When  the  axes  of  y  and  z  are  thus  placed  they  may 
be  called  the  Secondary  axes  of  the  magnet. 

We  may  also  determine  the  centre  of  a  magnet  by  finding  the 
position  of  the  origin  of  coordinates,  for  which  the  surface-integ^ 
of  the  square  of  the  second  term  of  the  potential^  extended  over 
a  sphere  of  unit  radius,  is  a  minimum. 

The  quantity  which  is  to  be  made  a  minimum  is,  by  Art.  141, 

4(i2+Jf2+^^2_Jfjv^_JVi-i;jlf)^-3(p2-f  Q2^i2«).     (le) 

The  changes  in  the  values  of  this  quantity  due  to  a  change  of 
position  of  the  origin  may  be  deduced  from  equations  (11)  and  (12). 
Hence  the  conditions  of  a  minimum  are 

2;(2i— if-iV)-f  3«Q  +  3«»5=  0,% 
2^(2if-.iyr-Z)-h3/iZ  +  3«P=  0,(  (17) 

2w(2iV^-Z-Jtf)  +  3»*P-|-3;Q  =  0.) 
If  we  assume  /=1,««  =  0,  «=0,  these  conditions  become 

2i;-Jf-iyr=  0,     Q  =  0,     5=0,  (18) 

which  are  the  conditions  made  use  of  in  the  previous  invest- 
igation. 

This  investigation  may  be  compared  with  that  by  which  the 
potential  of  a  system  of  gravitating  matter  is  expanded.  In  the 
latter  case,  the  most  convenient  point  to  assume  as  the  origin 
is  the  centre  of  gravity  of  the  system,  and  the  most  convenient 
axes  are  the  principal  axes  of  inertia  through  that  point. 

In  the  case  of  the  magnet,  the  point  corresponding  to  the  centre 
of  gravity  is  at  an  infinite  distance  in  the  direction  of  the  axis, 
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and  the  point  which  we  call  the  centre  of  the  magnet  is  a  point 
having  different  properties  from  those  of  the  centre  of  gravity. 
The  quantities  Z,  M,  N  correspond  to  the  moments  of  inertia^ 
and  P^  Q,  J2  to  the  products  of  inertia  of  a  material  body,  except 
that  i/,  Jf  and  iVare  not  necessarily  positive  quantities. 

When  the  centre  of  the  magnet  is  taken  as  the  origin,  the 
spherical  harmonic  of  the  second  order  is  of  the  sectorial  form^ 
having  its  asds  coinciding  with  that  of  the  magnet,  and  this  is 
true  of  no  other  point. 

When  the  magnet  is  symmetrical  on  all  sides  of  this  axis,  as 
in  the  case  of  a  figure  of  revolution^  the  term  involving  the  harmonic 
of  the  second  order  disappears  entirely. 

393.]  At  all  parts  of  the  earth's  surface,  except  some  parts  of 
the  Polar  regions^  one  end  of  a  magnet  points  towards  the  norths 
or  at  least  in  a  northerly  direction,  and  the  other  in  a  southerly 
direction.  In  speaking  of  the  ends  of  a  magnet  we  shall  adopt  the 
popular  method  of  calling  the  end  which  points  to  the  north  the 
north  end  of  the  magnet.  When,  however,  we  speak  in  the 
language  of  the  theory  of  magnetic  fluids  we  shall  use  the  words 
Boreal  and  Austral.  Boreal  magnetism  is  an  imaginary  kind  of 
matter  supposed  to  be  most  abundant  in  the  northern  parts  of 
the  earth,  and  Austral  magnetism  is  the  imaginary  magnetic 
matter  which  prevails  in  the  southern  regions  of  the  earth.  The 
magnetism  of  the  north  end  of  a  magnet  is  Austral,  and  that  of 
the  south  end  is  Boreal.  When  therefore  we  speak  of  the  north 
and  south  ends  of  a  magnet  we  do  not  compare  the  magnet  with 
the  earth  as  the  great  magnet,  but  merely  express  the  position 
which  the  magnet  endeavours  to  take  up  when  free  to  move.  When, 
on  the  other  hand^  we  wish  to  compare  the  distribution  of  ima- 
ginaiy  magnetic  fluid  in  the  magnet  with  that  in  the  earth  we  shall 
use  the  more  grandiloquent  words  Boreal  and  Austral  magnetism. 

894.]  In  speaking  of  a  field  of  magnetic  force  we  shall  use  the 
phrase  Magnetic  North  to  indicate  the  direction  in  which  the 
north  end  of  a  compass  needle  would  point  if  placed  in  the  field 
of  force. 

In  speaking  of  a  line  of  magnetic  force  we  shall  always  suppose 
it  to  be  traced  from  magnetic  south  to  magnetic  norths  and  shall 
call  this  direction  positive.  In  the  same  way  the  direction  of 
magnetization  of  a  magnet  is  indicated  by  a  line  drawn  from  the 
south  end  of  the  magnet  towards  the  north  end^  and  the  end  of 
the  magnet  which  points  north  is  reckoned  the  positive  end. 

c  2. 


20        ELEMENTARY  THEOBY  OF  MAGNETISM.      [394- 

We  shall  consider  Austral  magnetism,  that  is,  the  magnetism  of 
that  end  of  a  magnet  which  points  norths  as  positive.  If  we  denote 
its  numerical  value  by  m,  then  the  magnetic  potential 

and  the  positive  direction  of  a  line  of  force  is  that  in  which  V 
diminish^. 


CHAPTER  II. 

MAGNETIC   FORCE   AND  MAGNETIC   INDUCTION. 

895.]  Wb  have  already  (Art.  386)  determined  the  magnetic 
potential  at  a  given  point  due  to  a  magnet,  the  magnetization  of 
which  is  given  at  every  point  of  its  substance,  and  we  have  shewn 
that  the  mathematical  result  may  be  expressed  either  in  terms 
of  the  actual  magnetization  of  every  element  of  the  magnet,  or 
in  terms  of  an  imaginary  distribution  of '  magnetic  matter,'  partly 
condensed  on  the  surface  of  the  magnet  and  partly  difiused  through- 
out its  substance. 

The  magnetic  potential^  as  thus  defined,  is  found  by  the  same 
mathematical  process,  whether  the  given  point  is  outside  the  magnet 
or  within  it.  The  force  exerted  on  a  unit  magnetic  pole  placed 
at  any  point  outside  the  magnet  is  deduced  from  the  potential  by 
the  same  process  of  differentiation  as  in  the  corresponding  electrical 
problem.     If  the  components  of  this  force  are  a,  /3,  y, 

"^      dx  ^      dy        ^  "      dz 

To  determine  by  experiment  the  magnetic  force  at  a  point  within 
the  magnet  we  must  begin  by  removing  part  of  the  magnetized 
substance,  so  as  to  form  a  cavity  within  which  we  are  to  place  the 
magnetic  pole.  The  force  acting  on  the  pole  will  depend,  in  general, 
in  the  form  of  this  cavity,  and  on  the  inclination  of  the  walls  of 
the  cavity  to  the  direction  of  magnetization.  Hence  it  is  necessary, 
in  order  to  avoid  ambiguity  in  speaking  of  the  magnetic  force 
within  a  magnet,  to  specify  the  form  and  position  of  the  cavity 
within  which  the  force  is  to  be  measured.  It  is  manifest  that 
when  the  form  and  position  of  the  cavity  is  specified,  the  point 
within  it  at  which  the  magnetic  pole  is  placed  must  be  regarded  as 
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no  longer  within  the  substance  of  the  magnet,  and  therefore  the 
ordinary  methods  of  determining  the  force  become  at  once  applicable. 

396.]  Let  us  now  consider  a  portion  of  a  magnet  in  which  the 
direction  and  intensity  of  the  magnetization  are  uniform.  Within 
this  portion  let  a  cavity  be  hollowed  out  in  the  form  of  a  cylioder, 
the  axis  of  which  is  parallel  to  the  direction  of  magnetization,  and 
let  a  magnetic  pole  of  unit  strength  be  placed  at  the  middle  point 
of  the  axis. 

Since  the  generating  lines  of  this  cylinder  are  in  the  direction 
of  magnetization,  there  will  be  no  superficial  distribution  of  mag- 
netism on  the  curved  surface,  and  since  the  circular  ends  of  the 
cylinder  are  perpendicular  to  the  direction  of  magnetization,  there 
will  be  a  uniform  superficial  distribution,  of  which  the  surfiEU^e- 
density  is  /for  the  negative  end,  and  —/for  the  positive  end. 

Let  the  length  of  the  axis  of  the  cylinder  be  2  b,  and  its  radius  a. 
Then  the  force  arising  from  this  superficial  distribution  on  a 
magnetic  pole  placed  at  the  middle  point  of  the  axis  is  that  due 
to  the  attraction  of  the  disk  on  the  positive  side,  and  the  repulsion 
of  the  disk  on  the  negative  side.  These  two  forces  are  equal  and 
in  the  same  direction,  and  their  sum  is 

i2=47r/(l-^=L^).  (2) 

From  this  expression  it  appears  that  the  force  depends,  not  on 
the  absolute  dimensions  of  the  cavity,  but  on  the  ratio  of  the  length 
to  the  diameter  of  the  cylinder.  Hence,  however  small  we  make  the 
cavity,  the  force  arising  from  the  surface  distribution  on  its  walls 
will  remain,  in  general,  finite. 

397.]  We  have  hitherto  supposed  the  magnetization  to  be  uniform 
and  in  the  same  direction  throughout  the  whole  of  the  portion  of 
the  magnet  from  which  the  cylinder  is  hollowed  out.  When  the 
magnetization  is  not  thus  restricted,  there  will  in  general  be  a 
distribution  of  imaginary  magnetic  matter  through  the  substance 
of  the  magnet.  The  cutting  out  of  the  cylinder  will  remove  part 
of  this  distribution,  but  since  in  similar  solid  figures  the  forces  at 
corresponding  points  are  proportional  to  the  linear  dimensions  of 
the  figures,  the  alteration  of  the  force  on  the  magnetic  pole  due 
to  the  volume-density  of  magnetic  matter  will  diminish  indefinitely 
as  the  size  of  the  cavity  is  diminished,  while  the  effect  due  to 
the  surface-density  on  the  walls  of  the  cavity  remains,  in  general, 
finite. 

If,  therefore,  we  assume  the  dimensions  of  the  cylinder  so  small 
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that  the  magnetization  of  the  part  reihoved  may  be  regarded  as 
everywhere  parallel  to  the  axis  of  the  cylinder,  and  of  constant 
magnitude  I,  the  force  on  a  magnetic  pole  placed  at  the  middle 
point  of  the  axis  of  the  cylindrical  hollow  will  be  compounded 
of  two  forces.  The  first  of  these  is  that  due  to  the  distribution 
of  magnetic  matter  on  the  outer  sor&oe  of  the  magnet,  and 
throughout  its  interior,  exclusive  of  the  portion  hollowed  out.  The 
components  of  this  force  are  a,  /3  and  y,  derived  from  the  potential 
by  equations  (1).  The  second  is  the  force  R^  acting  along  the  axis 
of  the  cylinder  in  the  direction  of  magnetization.  The  value  of 
this  force  depends  on  the  ratio  of  the  length  to  the  diameter  of  the 
cylindric  cavity. 

398.]  C€iie  L  Let  this  ratio  be  very  great,  or  let  the  diameter 
of  the  cylinder  be  small  compared  with  its  length.     Expanding  the 

expression  for  R  in  terms  of  t  >  it  becomes 

a  quantity  which  vanishes  when  the  ratio  of  &  to  a  is  made  infinite. 
Hence,  when  the  cavity  is  a  very  narrow  cylinder  with  its  axis  parallel 
to  the  direction  of  magnetization,  the  magnetic  force  within  the 
cavity  is  not  afiected  by  the  surface  distribution  9n  the  ends  of  the 
cylinder,  and  the  components  of  this  force  are  simply  a,  /3,  y,  where 

dV      ^  dV  dV  ... 

We  shall  define  the  force  within  a  cavity  of  this  form  as  the 
magnetic  force  within  the  magnet.  Sir  William  Thomson  has 
called  this  the  Polar  definition  of  magnetic  force.  When  we  have 
occasion  to  consider  this  force  as  a  vector  we  shall  denote  it 
by  ^. 

399.]  Case  II.  Let  the  length  of  the  cylinder  be  very  small 
compared  with  its  diameter,  so  that  the  cylinder  becomes  a  thin 

disk.    Expanding  the  expression  for  R  in  terms  of  - ,  it  becomes 

B=1nl\l--+l-^-kc.\,  (6) 

(         a       2  a^  3 

the  ultimate  value  of  which,  when  the  ratio  of  a  to  d  is  made 
infinite,  is  4  'n-  7. 

Hence,  when  the  cavity  is  in  the  form  of  a  thin  disk,  whose  plane 
is  normal  to  the  direction  of  magnetization,  a  unit  magnetic  pole 


24  MAGNETIC  FORCE   AND  MAGNETIC   INDUCTION.       [4OO. 

placed  at  the  middle  of  the  axis  experiences  a  force  4  ir  7  in  the 
direction  of  magnetization  arising  from  the  superficial  magnetism 
on  the  circular  surfaces  of  the  disk  ^. 

Since  the  components  of  /  are  A,  B  and  Cy  the  components  of 
this  force  are  ^tiA,  AttB  and  4irC.  This  must  be  compounded 
with  the  force  whose  components  are  a,  fi,  y. 

400.]  Let  the  actual  force  on  the  unit  pole  be  denoted  by  the 
vector  93,  and  its  components  by  a,  b  and  c,  then 

4=^+4  7r5,  j  (6) 

We  shall  define  the  force  within  a  hollow  disk^  whose  plane  sides 
are  normal  to  the  direction  of  magnetization^  as  the  Magnetic 
Induction  within  the  magnet.  Sir  William  Thomson  has  called 
this  the  Electromagnetic  definition  of  magnetic  force. 

The  three  vectors,  the  magnetization  3^  the  magnetic  force  <^, 
and  the  magnetic  induction  9  are  connected  by  the  vector  equation 

©  =  ^4-47r3.  (7) 

Line-Integral  of  Magnetic  Force. 

401.]  Since  the  magnetic  force^  as  defined  in  Art.  398,  is  that 
due  to  the  distribution  of  free  magnetism  on  the  surface  and  through 
the  interior  of  the  magnet^  and  is  not  affected  by  the  surface- 
magnetism  of  the  cavity,  it  may  be  derived  directly  from  the 
general  expression  for  the  potential  of  the  magnet,  and  the  line- 
integral  of  the  magnetic  force  taken  along  any  curve  from  the 
point  A  to  the  point  B  is 

where  F^  and  F^  denote  the  potentials  at  A  and  B  respectively. 

*  On  the  force  within  cavities  of  other  forms. 

1.  Any  narrow  crevasse.  The  force  arising  from  the  surface-magnetism  is 
4ir/oo6c  in  the  direction  of  the  normal  to  the  plane  of  the  orevasse,  where  c  is  the 
angle  between  this  normal  and  the  direction  of  magnetization.  When  the  crevasse 
is  parallel  to  the  direction  of  magnetization  the  force  is  the  magnetic  force  ^ ;  when 
the  crevasse  is  perpendicular  to  the  direction  of  magnetization  the  force  is  the 
magnetic  induction  ^. 

2.  In  an  elongated  cylinder,  the  axis  of  which  makes  an  angle  c  with  the 
direction  of  magnetization,  the  force  arising  from  the  surface-magnetism  is  2  ir  /  sin  c, 
perpendicular  to  the  aids  in  the  plane  containing  the  axis  and  the  direction  of 
magnetization. 

8.  In  a  sphere  the  force  arising  from  surface-magnetism  is  |  ir  /  in  the  direction  of 
jnagnetization. 
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Surface-Integral  of  Magnetic  Induction , 

402.]  The  magnetic  indaction  through  the  sarface  8  is  defined 
as  the  value  of  the  integral 

Q  =  JJ  ^  COB  €d8,  (9) 

where  S  denotes  the  magnitude  of  the  magnetic  induction  at  the 
element  of  surfiuie  dS,  and  c  the  angle  between  the  direction  of 
the  induction  and  the  normal  to  the  element  of  surface,  and  the 
integration  is  to  be  extended  over  the  whole  surface,  which  may 
be  either  closed  or  bounded  by  a  closed  curve. 

If  a,  d,  c  denote  the  components  of  the  magnetic  induction,  and 
/,  m,  n  the  direction-cosines  of  the  normal,  the  surface-integpral 
may  be  written 

Q  =  IJ{la-^mb-{-nc)dS.  (10) 

If  we  substitute  for  the  components  of  the  magnetic  induction 
their  values  in  terms  of  those  of  the  magnetic  force^  and  the 
magnetization  as  given  in  Art.  400^  we  find 

Q  z=:Jj{la-{-mp  +  fiy)dS  +  4TrJj{lA-\~mB  +  nC)dS.      (11) 

We  shall  now  suppose  that  the  surface  over  which  the  integration 
extends  is  a  closed  one,  and  we  shall  investigate  the  value  of  the 
two  terms  on  the  right-hand  side  of  this  equation. 

Since  the  mathematical  form  of  the  relation  between  magnetic 
force  and  free  magnetism  is  the  same  as  that  between  electric 
force  and  free  electricity,  we  may  apply  the  result  given  in  Art.  77 
to  the  first  term  in  the  value  of  Q  by  substituting  a,  /3,  y,  the 
components  of  magnetic  force,  for  X,  Y,  Z,  the  component4S  of 
electric  force  in  Art.  77,  and  M,  the  algebraic  sum  of  the  free 
magnetism  within  the  closed  surface,  for  e,  the  algebraic  sum  of 
the  free  electricity. 

We  thus  obtain  the  equation 


// 


{la+mp-{-ny)dS  =  iirM.  (12) 

Since  every  magnetic  particle  has  two  poles,  which  are  equal 
in  numerical  magnitude  but  of  opposite  signs,  the  algebraic  sum 
of  the  magnetism  of  the  particle  is  zero.  Hence,  those  particles 
which  are  entirely  within  the  closed  surface  S  can  contribute 
nothing  to  the  algebraic  sum  of  the  magnetism  within  S.     The 
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value  of  M  must  therefore  depend  only  on  those  magnetic  particles 
which  are  cut  by  the  sur&ce  8. 

Consider  a  small  element  of  the  magnet  of  length  9  and  trans- 
verse section  k^,  magnetized  in  the  direction  of  its  length,  so  that 
the  strength  of  its  poles  is  m.  The  moment  of  this  small  magnet 
will  be  m«,  and  the  intensity  of  its  magnetization,  being  the  ratio 
of  the  magnetic  moment  to  the  volume,  will  be 

/=5-  (13) 

Let  this  small  magnet  be  cut  by  the  surface  5,  so  that  the 
direction  of  magnetization  makes  an  angle  c'  with  the  normal 
drawn  outwards  from  the  surface,  then  if  d8  denotes  the  area  of 
the  section,  ^2  ^  ^5  cos  €'.  (14) 

The  negative  pole  —  m  of  this  magnet  lies  within  the  surface  8. 

Hence,  if  we  denote  by  dM  the  part  of  the  free  magnetism 
within  8  which  is  contributed  by  this  little  magnet, 

=  — /cos€'rfiS.  (15) 

To  find  My  the  algebraic  sum  of  the  free  magnetism  within  the 

closed  surface  8y  we  must  integrate  this  expression  over  the  closed 

surface,  so  that  rr 

M=^JJlcos€'d8, 

or  writing  A,  B,  C  for  the  components  of  magnetization,  and  I,  in,  n 
for  the  direction-cosines  of  the  normal  drawn  outwards, 

M  =  -ff{lA-\-mB  +  nC)d8.  (16) 

This  gives  us  the  value  of  the  integral  in  the  second  term  of 
equation  (11).  The  value  of  Q  in  that  equation  may  therefore 
be  found  in  terms  of  equations  (12)  and  (16), 

Q  =  47rir-4  7rJf  =  0,  (17) 

or,  lie  sufface-integral  of  the  magnetic  induction  through  any  closed 
mrface  is  zero. 

403.]  If  we  assume  as  the  closed  surface  that  of  the  differential 
element  of  volume  dxdydz^  we  obtain  the  equation 

da      db      dc       ^  „ .. 

^  +  ^  +  ^  =  «-  ^'«) 

This  is  the  solenoidal  condition  which  is  always  satisfied  by  the 
components  of  the  magnetic  induction. 


405-]  LINES  OP  MAGNETIC   INDUCTION.  27 

Since  the  distribution  of  magnetic  indaction  is  solenoidal,  the 
induction  through  any  surface  bounded  by  a  closed  curve  depends 
only  on  the  form  and  position  of  the  closed  curve^  and  not  on  that 
ct  the  surfiice  itself. 

404.]  Surfaces  at  every  point  of  which 

la-{-mb+nc=i  0  (19) 

are  called  Surfaces  of  no  induction^  and  the  intersection  of  two  such 
surfaces  is  called  a  Line  of  induction.  The  conditions  that  a  curve, 
s,  may  be  a  line  of  induction  are 

1^_1^_1^  ^20) 

a  ds      b  ds       c  ds 

A  system  of  lines  of  induction  drawn  through  every  point  of  a 
closed  curve  forms  a  tubular  sur&ce  called  a  Tube  of  induction. 

The  induction  across  any  section  of  such  a  tube  is  the  same. 
If  the  induction  is  unity  the  tube  is  called  a  Unit  tube  of  in- 
duction. 

All  that  Earaday*^  says  about  lines  of  magnetic  force  and  mag- 
netic sphondyloids  is  mathematically  true^  if  understood  of  the 
lines  and  tubes  of  magnetic  induction. 

The.  magnetic  force  and  the  magnetic  induction  are  identical 
outside  the  magnet,  but  within  the  substance  of  the  magnet  they 
must  be  carefully  distinguished.  In  a  straight  uniformly  mag- 
netized bar  the  magnetic  force  due  to  the  magnet  itself  is  from 
the  end  which  points  norths  which  we  call  the  positive  pole^  towards 
the  south  end  or  negative  pole^  both  within  the  magnet  and  in 
the  space  without. 

The  magnetic  induction,  on  the  other  hand,  is  from  the  positive 
pole  to  the  negative  outside  the  magnet,  and  from  the  negative 
pole  to  the  positive  within  the  magnet^  so  that  the  lines  and  tubes 
of  induction  are  re-entering  or  cyclic  figures. 

The  importance  of  the  magnetic  induction  as  a  physical  quantity 
will  be  more  clearly  seen  when  we  study  electromagnetic  phe- 
nomena. When  the  magnetic  field  is  explored  by  a  moving  wire, 
as  in  Faraday's  Essp.  Be8,  3076,  it  is  the  magnetic  induction  and 
not  the  magnetic  force  which  is  directly  measured. 

The  Vector-Potential  of  Magnetic  Indmtion, 

405.]  Since,  as  we  have  shewn  in  Art.  403,  the  magnetic  in- 
duction through  a  surface  bounded  by  a  closed  curve  depends  on 

*  Exp,  JUa.,  series  xxviii. 
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the  dosed  curve^  and  not  on  the  fonn  of  the  surface  which  is 
bounded  hj  it>  it  must  be  possible  to  determine  the  induction 
through  a  closed  curve  by  a  process  depending  only  on  the  nature 
of  that  curve,  and  not  involving  the  construction  of  a  eartace 
forming  a  diaphragm  of  the  curve. 

This  may  be  done  by  finding  a  vector  3(  related  to  9,  the  magnetic 
induction,  in  such  a  way  that  the  line-integral  of  3(,  extended  round 
the  closed  curve,  is  equal  to  the  surface-integral  of  S>  extended 
over  a  surface  bounded  by  the  closed  curve. 

If,  in  Art.  24,  we  write  F,  G,  H  for  the  components  of  81,  and 
A,  by  c  for  the  components  of  9,  we  find  for  the  relation  between 
these  components 

^  dy         dz  *        "   dz        dx  ^  dx        dy  ^     ' 

The  vector  81,  whose  components  are  -F,  G,  H^  is  called  the  vector- 
potential  of  magnetic  induction.  The  vector-potential  at  a  given 
point,  due  to  a  magnetized  particle  placed  at  the  origin,  is  nume- 
rically equal  to  the  magnetic  moment  of  the  particle  divided  by 
the  square  of  the  radius  vector  and  multiplied  by  the  sine  of  the 
angle  between  the  axis  of  magnetization  and  the  radius  vector, 
and  the  direction  of  the  vector-potential  is  perpendicular  to  the 
plane  of  the  axis  of  magnetization  and  the  radius  vector,  and  is 
such  that  to  an  eye  looking  in  the  positive  direction  along  the 
axis  of  magfnetization  the  vector-potential  is  drawn  in  the  direction 
of  rotation  of  the  hands  of  a  watch. 

Hence,  for  a  magnet  of  any  form  in  which  A^  B,  C  are  the 
components  of  magnetization  at  the  point  xyz,  the  components 
of  the  vector-potential  at  the  point  ^r^Cy  ar^ 

where  p  is  put,  for  conciseness,  for  the  reciprocal  of  the  distance 
between  the  points  (f,  ?;,  Q  and  (a?,  y,  z\  and  the  integrations  are 
extended  over  the  space  occupied  by  the  magnet. 

406.]  The  scalar,  or  ordinary,  potential  of  magnetic  force. 
Art.  386,  becomes  when  expressed  in  the  same  notation. 
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Bemembering  that  ^  =  —  -^,  and  that  the  integral 

has  the  value  ^4  it  (A)  when  the  point  (f,  rj,  0  is  included  within 
the  limits  of  integration,  and  is  zero  when  it  is  not  so  included, 
(J)  being  the  value  of  A  at  the  point  (f,  iy,  f ),  we  find  for  the  value 
of  the  a?-component  of  the  magnetic  induction. 


Iff 


_dH_dG 


-Hl\\ 


dt,       liC 

dydrf      dzdC*        dxdtf         dxd^i        ^ 

dV 
The  first  term  of  this  expression  is  evidently  —  ;t?  ,  or  a,  the 

component  of  the  magnetic  force. 

The  quantity  under  the  integral  sign  in  the  second  term  is  zero 
for  every  element  of  volume  except  that  in  which  the  point  (f,  t;,  f ) 
is  included.  If  the  value  of  A  at  the  point  {^,  ri^  Q  is  (A),  the 
value  of  the  second  term  is  4  7  (^),  where  (A)  is  evidently  zero 
at  all  points  outside  the  magnet. 

We  may  now  write  the  value  of  the  a?-component  of  the  magnetic 
induction  a  =  a4-4w(J),  (25) 

an  equation  which  is  identical  with  the  first  of  those  given  in 
Art.  400.  The  equations  for  b  and  c  will  also  agree  with  those 
of  Art.  400. 

We  have  already  seen  that  the  magnetic  force  ^  is  derived  from 
the  scalar  magnetic  potential  F  by  the  application  of  Hamilton's 
operator  v,  so  that  we  may  write,  as  in  Art.  1 7, 

^=-Vr,  (26) 

and  that  this  equation  is  true  both  without  and  within  the  magnet. 

It  appears  from  the  present  investigation  that  the  magnetic 
induction  S  is  derived  from  the  vector-potential  3(  by  the  appli- 
cation of  the  same  operator,  and  that  the  result  is  true  within  the 
magnet  as  well  as  without  it. 

The  application  of  this  operator  to  a  vector-function  produces, 
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in  general,  a  scalar  quantity  as  well  as  a  vector.    The  scalar  part, 

however^  which  we  have  called  the  convergence  of  the  vector- 

function,  vanishes  when  the  vector-fimction  satisfies  the  solenoidal 

condition 

dF     dO      dH      ^  f^^. 

By  difierentiatiug  the  expressions  for  JP,  &^  ^  in  equations  (22),  we 
find  that  this  equation  is  satisfied  by  these  quantities. 

We  may  therefore  write   the   relation  between  the  magnetic 
induction  and  its  vector-potential 

which  may  be  expressed  in  words  by  saying  that  the  magnetic 
induction  is  the  curl  of  its  vector-potential.     See  Art.  25. 


CHAPTER   III. 


MAGNETIC   SOLENOIDS   AND  SHELLS^. 

On  Particular  Forms  of  Magnets, 

407.]  If  a  long  narrow  filament  of  magnetic  matter  like  a  wire 
is  magnetized  everywhere  in  a  longitudinal  direction,  then  the 
product  of  any  transverse  section  of  the  filament  into  the  mean 
intensity  of  the  magnetization  across  it  is  called  the  strength  of 
the  magnet  at  that  section.  If  the  filament  were  cut  in  two  at 
the  section- without  altering  the  magnetization,  the  two  surfaces^ 
when  separated,  would  be  found  to  have  equal  and  opposite  quan- 
tities of  superficial  magnetization,  each  of  which  is  numerically 
equal  to  the  strength  of  the  magnet  at  the  section. 

A  filament  of  magnetic  matter,  so  magnetized  that  its  strength 
is  the  same  at  every  section,  at  whatever  part  of  its  length  the 
section  be  made,  is  called  a  Magnetic  Solenoid. 

If  m  is  the  strength  of  the  solenoid,  ds  an  element  of  its  length, 
r  the  distance  of  that  element  from  a  given  point,  and  c  the  angle 
which  f  makes  with  the  axis  of  magnetization  of  the  element,  the 
potential  at  the  given  point  due  to  the  element  is 

m  ds  cos  ^  ^  ^  ^^  -f 
r^         ""  r^  ds 
Integ^ting  this  expression  with  respect  to  «,  so  as  to  take  into 
account  all  the  elements  of  the  solenoid,  the  potential  is  found 

^^  r=:^(i--i-), 

r^  being  the  distance  of  the  positive  end  of  the  solenoid,  and  r, 
that  of  the  negative  end  from  the  point  where  V  exists. 

Hence  the  potential  due  to  a  solenoid,  and  consequently  all  its 
magnetic  effects,  depend  only  on  its  strength  and  the  position  of 

•  See  Sir  W.  ThomBon's  'Mathematical  Theory  of  Magnetism/  PhU.  Trans,,  1850, 
w  Reprimi, 
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its  ends^  and  not  at  all  on  its  form,  whether  straight  or  cunredy 
between  these  points. 

Hence  the  ends  of  a  solenoid  may  be  called  in  a  strict  sense 
its  poles. 

If  a  solenoid  forms  a  closed  curve  the  potential  due  to  it  is  zero 
at  every  point,  so  that  such  a  solenoid  can  exert  no  magnetic 
^  action,  nor  can  its  magnetization  be  discovered  without  breaking 

it  at  some  point  and  separating  the  ends. 

If  a  magnet  can  be  divided  into  solenoids,  all  of  which  either 
form  closed  curves  or  have  their  extremities  in  the  outer  surface 
of  the  magnet,  the  magnetization  is  said  to  be  solenoidal,  and, 
since  the  action  of  the  magnet  depends  entirely  upon  that  of  the 
ends  of  the  solenoids,  the  distribution  of  imaginary  magnetic  matter 
will  be  entirely  superficial. 

Hence  the  condition  of  the  magnetization  being  solenoidal  is 

where  A,  B,  C  are  the  components  of  the  magnetization  at  any 
point  of  the  magnet. 

408.]  A  longitudinally  magnetized  filament,  of  which  the  strength 
varies  at  different  parts  of  its  length,  may  be  conceived  to  be  made 
up  of  a  bundle  of  solenoids  of  different  lengths,  the  sum  of  the 
strengths  of  all  the  solenoids  which  pass  through  a  given  section 
being  the  magnetic  strength  of  the  filament  at  that  section.  Hence 
any  longitudinally  magnetized  filament  may  be  called  a  Complex 
Solenoid. 

If  the  strength  of  a  complex  solenoid  at  any  section  is  m,  then 
the  potential  due  to  its  action  is 

V  =.  /  "Y  ^  ^  where  m  is  variable, 
M,      Mo       /*!  dm  - 

This  shews  that  besides  the  action  of  the  two  ends,  which  may 
in  this  case  be  of  different  strengths,  there  is  an  action  due  to  the 
distribution  of  imaginary  magnetic  matter  along  the  filament  with 
a  linear  density  ^f^ 

""       da 

Magnetic  Shells. 
409.]    If  a  thin  shell  of  magnetic  matter  is  magnetized  in  a 
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direction  everywhere  normal  to  its  surface,  the  intensity  of  the 
magnetization  at  any  place  multiplied  by  the  thickness  of  the 
sheet  at  that  place  is  called  the  Strength  of  the  magnetic  shell 
at  that  place. 

If  the  strength  of  a  shell  is  everywhere  equals  it  is  called  a 
Simple  magnetic  shell ;  if  it  varies  from  point  to  point  it  may  be 
conceived  to  be  made  up  of  a  number  of  simple  shells  superposed 
and  overlapping  each  other.  It  is  therefore  called  a  Complex 
magnetic  shell. 

Let  dS  he  an  element  of  the  surface  of  the  shell  at  Q,  and  4> 
the  strength  of  the  shell,  then  the  potential  at  any  point,  P,  due 
to  the  element  of  the  shell,  is 

dF  z=i  <P-^-dScoB€, 

T 

where  e  is  the  angle  between  the  vector  QP,  or  r  and  the  normal 
drawn  from  the  positive  side  of  the  shell. 

But  if  (^o)  is  the  solid  angle  subtended  by  dS  at  the  point  P 

r^  d(o  =  dScoB  €, 
whence  dV ^  ^ rfco, 

and  therefore  in  the  case  of  a  simple  magnetic  shell 

or,  the  potential  due  to  a  magnetic  shell  at  any  point  is  the  product 
of  its  stfength  into  the  solid  angle  subtended  by  its  edge  at  the 
given  point*, 

410.]  The  same  result  may  be  obtained  in  a  different  way  by 
supposing  the  magnetic  shell  placed  in  any  field  of  magnetic  force, 
and  determining  the  potential  energy  due  to  the  position  of  the 
shell. 

If  F  is  the  potential  at  the  element  dS^  then  the  energy  due  to 
this  element  is  ^y        ^y        ^y 

or,  the  product  of  the  strength  of  the  shell  into  the  part  of  the 
surface-integral  of  V  due  to  the  element  dS  of  the  shell. 

Hence,  integrating  with  respect  to  all  such  elements,  the  energy 
due  to  the  position  of  the  shell  in  the  field  is  equal  to  the  product 
of  the  strength  of  the  shell  and  the  sur&ce-integral  of  the  magnetic 
induction  taken  over  the  surface  of  the  shell. 

Since  this  surface-integral  is  the  same  for  any  two  surfaces  which 

*  This  theorem  is  due  to  GauBS,  General  Theory  of  Terrestrial  MagneHem,  $  88L 
VOL,  II.  D 


34  MAGNETIC   SOLENOIDS   AND   SHELLS.  [41I« 

have  the  same  bounding  edge  and  do  not  include  between  them 
any  centre  of  force,  the  action  of  the  magnetic  shell  depends  only 
on  the  form  of  its  edge. 

Now  suppose  the  field  of  force  to  be  that  due  to  a  magnetic 
pole  of  strength  m.  We  have  seen  (Art.  76^  Car.)  that  the  sur&ce* 
integral  over  a  surface  bounded  by  a  given  edge  is  the  product 
of  the  strength  of  the  pole  and  the  solid  angle  subtended  by  the 
edge  at  the  pole.  Hence  the  energy  due  to  the  mutual  action 
of  the  pole  and  the  shell  is 

and  this  (by  Green's  theorem.  Art.  100)  is  equal  to  the  product 
of  the  strength  of  the  pole  into  the  potential  due.  to  the  shell  at 
the  pole.     The  potential  due  to  the  shell  is  therefore  <t>  <a. 

411.]  If  a  magnetic  pole  m  starts  from  a  point  on  the  negative 
surface  of  a  magnetic  shell,  and  travels  along  any  path  in  space  so  as 
to  come  round  the  edge  to  a  point  close  to  where  it  started  but  on 
the  positive  side  of  the  shell,  the  solid  angle  will  vary  continuously, 
and  will  increase  by  4  tt  during  the  process.  The  work  done  by 
the  pole  will  be  4ir<Pm,  and  the  potential  at  any  point  on  the 
positive  side  of  the  shell  will  exceed  that  at  the  neighbouring  point 
on  the  negative  side  by  4  tt  <l>. 

If  a  magnetic  shell  forms  a  closed  surface,  the  potential  outside 
the  shell  is  everywhere  zero,  and  that  in  the  space  within  is 
everywhere  4  tt  <l>,  being  positive  when  the  positive  side  of  the  shell 
is  inward.  Hence  such  a  shell  exerts  no  action  on  any  magnet 
placed  either  outside  or  inside  the  shell. 

412.]  If  a  magnet  can  be  divided  into  simple  magnetic  shells, 
either  closed  or  having  their  edges  on  the  surface  of  the  magnet, 
the  distribution  of  magnetism  is  called  Lamellar.  If  <[>  is  the 
sum  of  the  strengths  of  all  the  shells  traversed  by  a  point  in 
passing  from  a  given  point  to  a  point  xyzhya  line  drawn  within 
the  magnet,  then  the  conditions  of  lamellar  magnetization  are 

dx  *  dy^  dz 

The  quantity,  0,  which  thus  completely  determines  the  magnet- 
ization at  any  point  may  be  called  the  Potential  of  Magnetization. 
It  must  be  carefully  distinguished  from  the  Magnetic  Potential. 

413.]  A  magnet  which  can  be  divided  into  complex  magnetic 
shells  is  said  to  have  a  complex  lamellar  distribution  of  mag- 
netism.    The  condition  of  such  a  distribution  is  that  the  lines  of 
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magnetization  must  be  such  that  a  system  of  surfaces  can  be  drawn 
catting  them  at  right  angles.  This  condition  is  expressed  by  the 
well-known  equation 

^dy        dz^        ^dz       dx^        ^dof       dy^'^ 

Farms  of  the  Potentials  of  Solenoidal  and  Lamellar  Magnets, 
414.]  The  general  expression  for  the  scalar  potential  of  a  magnet 

where  jp  denotes  the  potential  at  (;r,  y^  z)  due  to  a  unit  magnetic 
pole  placed  at  ^,  ly,  ^  or  in  other  words,  the  reciprocal  of  the 
distance  between  (^,  17,  C),  the  point  at  which  the  potential  is 
measured,  and  (a?,  jf,  z\  the  position  of  the  element  of  the  magnet 
to  which  it  is  due. 

This  quantity  may  be  integrated  by  parts^  as  in  Arts.  96,  386. 

where  /,  m,  n  are  the  direction-cosines  of  the  normal  drawn  out- 
wards from  dS^  an  element  of  the  surface  of  the  magnet. 

When  the  magnet  is  solenoidal  the  expression  under  the  integral 
sign  in  the  second  term  is  zero  for  every  point  within  the  magdet, 
80  that  the  triple  integral  is  zero,  and  the  scalar  potential  at  any 
pointy  whether  outside  or  inside  the  magnet^  is  given  by  the  sur&ce- 
integral  in  the  first  term. 

The  scalar  potential  of  a  solenoidal  magnet  is  therefore  com- 
pletely determined  when  the  normal  component  of  the  magnet<r 
ization  at  every  point  of  the  surface  is  known^  and  it  is  independent 
of  the  form  of  the  solenoids  within  the  magnet. 

415.]  In  the  case  of  a  lamellar  magnet  the  magnetization  is 
determined  by  <^^  the  potential  of  magnetization,  so  that 

dx'  dy^  dz 


The  expression  for  V  may  therefore  be  written 
Integrating  this  expression  by  parts^  we  find 
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The  second  term  is  zero  unless  the  point  (f,  v^  Qis  indaded  in 
the  magnet^  in  which  case  it  becomes  4  ir  (0)  where  ((f>)  is  the  value 
of  0  at  the  point  (,  rj,  C  The  surface-integral  may  be  expressed  in 
terms  of  r,  the  line  drawn  from  (x,  y,  z)  to  (f,  r\,  C\  ^^^  ^  the  angle 
which  this  line  makes  with  the  normal  drawn  outwards  from  dS, 
so  that  the  potential  may  be  written 


r=^jj\  0  cos  d  rf5+ 4  w  (4>), 


where  the  second  term  is  of  course  zero  when  the  point  {(,  V^O  ^ 
not  included  in  the  substance  of  the  magnet. 

The  potential,  F,  expressed  by  this  equation^  is  continuous  even 
at  the  surface  of  the  magnet,  where  (p  becomes  suddenly  zero,  for 
if  we  write 

12  =  //-^4)Cosdrf5, 

and  if  12^  is  the  value  of  12  at  a  point  just  within  the  surface,  and 
XI2  t^t  ftt  a  point  close  to  the  first  but  outside  the  sur&ce, 

or  F^  =  r^. 

The  quantity  12  is  not  continuous  at  the  surface  of  the  magnet. 

The  components  of  magnetic  induction  are  related  to  12  by  the 
equations 

—      rfl2       z__^^         — _^ 
""""<&'        "~       dy  *        ~       dz 

416.]   In  the  case  of  a  lamellar  distribution  of  magnetism  we 
may  also  simplify  the  vector-potential  of  magnetic  induction. 
Its  a?-component  may  be  written 

By  integration  by  parts  we  may  put  this  in  the  form  of  the 
stirface-integral 


or 


dy 


dy 

The  other  components  of  the  vector-potential  may  be  written 
down  from  these  expressions  by  making  the  proper  substitutions. 

On  Solid  Angles. 
417.]  We  have  already  proved  that  at  any  point  P  the  potential 
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due  to  a  magnetic  shell  is  equal  to  the  solid  angle  subtended  by: 
the  edge  of  the  shell  mnltiplied  by  the  strength  of  the  shell.  As* 
we  shall  have  occasion  to  refer  to  solid  angles  in  the  theory  of 
electric  currents^  we  shall  now  explain  how  they  may  be  measured. 

Definition.  The  solid  angle  subtended  at  a  given  point  by  a 
closed  curve  is  measured  by  the  area  of  a  spherical  surface  whose> 
centre  is  the  given  point  and  whose  radius  is  unity^  the  outline 
of  which  is  traced  by  the  intersection  of  the  radius  vector  with  thei 
sphere  as  it  traces  the  closed  curve.  This  area  is  to  be  reckoned 
positive  or  negative  according  as  it  lies  on  the  left  or  the  right- 
hand  of  the  path  of  the  radius  vector  as  seen  from  the  given  point. 

I^t  (^,  rj,  Q  ^  the  given  point,  and  let  (a:,  y,  2)  be  a  point  oa* 
the  closed  curve.  The  coordinates  x,  y,  z  are  fiinctions  of  Sy  the 
length  of  the  curve  reckoned  from  a  given  point.  They  are  periodic 
functions  of  *,  recurring  whenever  9  is  increased  by  the  whole  length 
of  the  closed  curve. 

We  may  calculate  the  solid  angle  co  directly  from  the  definition' 
thus.  Using  spherical  coordinates  with  centre  at  (f,  17,  Q^  and 
patting 

a?— ^=  f  sin^cos<^,    y— »j  =  f  sin^sin^,     £?— f=fcoad, 

we  find  the  area  of  any  curve  on  the  sphere  by  integrating 

0)  =  I  {I  —  cos  0)d<f), 

or,  using  the  rectangular  coordinates, 

.=/.*-jf-irf  [(.-fig -(,-„§]*, 

the  integration  being  extended  round  the  curve  a. 

If  the  axis  of  z  passes  once  through  the  closed  curve  the  firsts 
term  is  2tt,  If  the  axis  of  z  does  not  pass  through  it  this  term 
is  zero. 

418.]  This  method  of  calculating  a  solid  angle  involves  a  choice 
of  axes  which  is  to  some  extent  arbitrary^  and  it  does  not  depend; 
solely  on  the  closed  curve.     Hence  the  following  method,  in  which , 
no  surface  is  supposed  to  be  constructed,  may  be  stated  for  the  8ake> 
of  geometrical  propriety. 

As  the  radius  vector  from  the  given  point  traces  out  the  closed 
curve,  let  a  plane  passing  through  the  given  point  roll  on  the 
closed  curve  so  as  to  be  a  tangent  plane  at  each  point  of  the  curve- 
in  succession.     Let  a  line  of  unit-length  be  drawn  from  the  given  ^ 
point  perpendicular  to  this  plane.     As  the  plane  rolls  round  th^. 
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closed  curve  the  extremity  of  the  perpendicular  will  trace  a  second 
closed  curve.  Let  the  length  of  the  second  closed  curve  be  o-,  then 
the  solid  angle  subtended  by  the  first  closed  curve  is 

c#  =£  27r— (T. 

This  follows  from  the  well-known  theorem  that  the  area  of  a 
closed  curve  on  a  sphere  of  unit  radius^  together  with  the  circum- 
ference of  the  polar  curve,  is  numerically  equal  to  the  circumference 
of  a  great  circle  of  the  sphere. 

This  construction  is  sometimes  convenient  for  calculating  the 
solid  angle  subtended  by  a  rectilinear  figure.  For  our  own  purpose, 
which  is  to  form  clear  ideas  of  physical  phenomena^  the  following 
method  is  to  be  preferred,  as  it  employs  no  constructions  which  do 
not  flow  from  the  physical  data  of  the  problem. 

419.]  A  closed  curve  s  is  given  in  space,  and  we  have  to  find 
the  solid  angle  subtended  by  «  at  a  given  point  P. 

If  we  consider  the  solid  angle  as  the  potential  of  a  magnetic  shell 
of  unit  strength  whose  edge  coincides  with  the  closed  curve^  we 
must  define  it  as  the  work  done  by  a  unit  magnetic  pole  against 
the  magnetic  force  while  it  moves  from  an  infinite  distance  to  the 
point  P.  Hence,  if  <r  is  the  path  of  the  pole  as  it  approaches  the 
point  P,  the  potential  must  be  the  result  of  a  line-integration  along 
this  path.  It  must  also  be  the  result  of  a  line-integration  along 
the  closed  curve  s.  The  proper  form  of  the  expression  for  the  solid 
angle  must  therefore  be  that  of  a  double  integration  with  respect 
to  the  two  curves  s  and  <r. 

When  P  is  at  an  infinite  distance^  the  solid  angle  is  evidently 
zero.  As  the  point  P  approaches,  the  closed  curve,  as  seen  from 
the  moving  point,  appears  to  open  out,  and  the  whole  solid  angle 
may  be  conceived  to  be  generated  by  the  apparent  motion  of  the 
different  elements  of  the  closed  curve  as  the  moving  point  ap- 
proaches. 

As  the  point  P  moves  from  P  to  P'  over  the  element  rf<r,  the 
element  QQ'  of  the  closed  curve,  which  we  denote  by  ds,  will 
change  its  position  relatively  to  P,  and  the  line  on  the  unit  sphere 
corresponding  to  QQ'  will  sweep  over  an  area  on  the  spherical 
surface,  which  we  may  write 

d(o  =  Yldsda.  (1) 

To  find  n  let  us  suppose  P  fixed  while  the  closed  curve  is  moved 
parallel  to  itself  through  a  distance  d<T  equal  to  PP^  but  in  the 
opposite  direction.  The  relative  motion  of  the  point  P  will  be  the 
same  as  in  the  real  case. 
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During  this  motion  the  element  QQ^  will  generate  an  area  in 
the  form  of  a  parallelogram  whose  sides  are  parallel  and  equal 
to  Q(^  and  PP'.  If  we  construct  a  pyramid  on  this  parallelogram 
as  base  with  its  vertex  at  P,  the  solid  angle  of  this  pyramid  will 
be  the  increment  do^  which  we  are  in  search  of. 

To  determine  the  value  of  this  solid 
angle,  let  $  and  ^  be  the  angles  which 
ds  and  d<T  make  with  PQ  respect- 
ively, and  let  (f>  be  the  angle  between 
the  planes  of  these  two  angles,  then 
the  area  of  the  projection  of  the 
parallelogpum  ds  .da-  on  a.  plane  per- 
pendicular to  PQ  or  r  will  be 

da  d(r  sin  0  sin  ^  sin  0^ 

and  since  this  is  equal  to  r^  dct,  we  find 


Fig.  3. 


1 


doa  =  Udadir  =  -j  eiu  0  sin  6^  sin  <l>d8  da. 


Hence 


1 


n  =  -s-  sin  ^  sin  ^  sin  ^. 


(2) 
(3) 


4S0.]  We  may  express  the  angles  0,  $^,  and  0  in  terms  of  r, 
and  its  difierential  coefficients  with  respect  to  s  and  o-,  for 

and    sin  ^  sin  ^  cos  <l>  =:  r 


dr  ^     dr 

006^=^,      cos^=  ^, 


dsdi 


(4) 


We  thus  find  the  following  value  for  II^, 

««         1    r.       /<^\'n  r.       /^rJ^-,         1   /  d^r  J^ 


(5) 


A  third  expression  for  IT  in  terms  of  rectangular  coordinates 
may  be  deduced  from  the  consideration  that  the  volume  of  the 
pyramid  whose  solid  angle  is  doa  and  whose  axis  is  r  is 

ir^do)  =  ir^Uds  da. 

But  the  volume  of  this  pyramid  may  also  be  expressed  in  terms 
of  the  projections  of  r,  ds,  and  da  on  the  axis  of  a?,  y  and  z,  as 
a  determinant  formed  by  these  nine  projections,  of  which  we  must 
take  the  third  part.     We  thus  find  as  the  value  of  11, 

^_a?,     ly-y,     f-^, 

d(         dr]         dC 

da         da  (6) 


n  = 


1 


.3 


da 

dx 
ds 


dy 
ds 


da 

dz 
Ts 
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This  expression  g^ves  the  value  of  IT  free  fi^m  the  ambiguity  of 
sign  introduced  by  equation  (5). 

421.]  The  value  of  «,  the  solid  angle  subtended  by  the  closed 
curve  at  the  point  P,  may  now  be  written 


<.=//n 


rf*rf<r  +  ao,  (7) 

where  the  integration  with  respect  to  *  is  to  be  extended  completely 
round  the  closed  curve^  and  that  with  respect  to  a  from  A  a  fixed 
point  on  the  curve  to  the  point  P.  The  constant  (Oq  is  the  value 
of  the  solid  angle  at  the  point  A.  It  is  zero  if  A  is  at  an  infinite 
distance  from  the  closed  curve. 

The  value  of  o>  at  any  point  P  is  independent  of  the  form  of 
the  curve  between  A  and  P  provided  that  it  does  not  pass  through 
the  magnetic  shell  itself.  If  the  shell  be  supposed  iftfisitely  thin^ 
and  if  P  and  P'  are  two  points  close  together,  but  P  on  the  positive 
and  P'  on  the  negative  surface  of  the  shell,  then  the  curves  AP  and 
i^P'  must  lie  on  opposite  sides  of  the  edge  of  the  shell,  so  that  PAP^ 
is  a  line  which  with  the  infinitely  short  line  P'P  forms  a  closed 
circuit  embracing  the  edge.  The  value  of  »  at  P  exceeds  that  at  P' 
by  47r,  that  is,  by  the  surface  of  a  sphere  of  radius  unity. 

Hence^  if  a  closed  curve  be  drawn  so  as  to  pass  once  through 
the  shell,  or  in  other  words,  if  it  be  linked  once  with  the  edge 

of  the  shell,  the  value  of  the  integral  1 1  Udsda-  extended  round 

both  curves  will  be  47r. 

This  integral  therefore,  considered  as  depending  only  on  the 
closed  curve  s  and  the  arbitrary  curve  AP,  is  an  instance  of  a 
function  of  multiple  values,  since,  if  we  pass  from  A  to  P  along 
difierent  paths  the  integral  will  have  different  values  according 
to  the  number  of  times  which  the  curve  ^P  is  twined  round  the 
curve  s. 

If  one  form  of  the  curve  between  A  and  P  can  be  transformed 
into  another  by  continuous  motion  without  intersecting  the  curve 
3f  the  integral  will  have  the  same  value  for  both  curves,  but  if 
during  the  transformation  it  intersects  the  closed  curve  n  times  the 
values  of  the  integral  will  differ  by  iirn. 

If  s  and  a  are  any  two  closed  curves  in  space,  then,  if  they  are 
not  linked  together,  the  integral  extended  once  round  both  is 
zero. 

If  they  are  intertwined  n  times  in  the  same  direction,  the  value 
of  the  integral  is  4  7rw.     It  is  possible,  however,  for  two  curves 
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to  be  intertwined  alteroately  in  oppo<iite  directions,  eo  that  they 
are  inseparably  linked  tocher  though  the  value  of  the  integral 
is  zero.    See  Fig.  4. 

It  waa  the  discovery  by  Crsoes  of  this  very  integral,  expressing 
the  work  done  on  a  magnetic  pole  while  de- 
scribing a  closed  curve  in  presence  of  a  closed 
electric  cnrrent,  and  indicating  the  geometrical 
connexion  between  the  two  closed  curves,  that 
led  him  to  lament  the  small  progress  made  in  the 
Geometry  of  Position  since  the  time  of  Leibnitz, 
Euler  and  Vandennonde.     We  have  now,  how-  *w*- 

ever,  some  progress  to  report,  chiefly  doe  to  Riemann,  Helmholtz 
and  Listing. 

422.]  Let  as  now  investigate  the  result  of  integrating  with 
respect  to  t  round  the  closed  curve. 

One  of  the  terms  of  n  in  equation  (7)  is 

If  we  now  write  for  brevity 

"-m--  '^=ii>'  '=np'-    (») 

the  integrals  being  taken  once  round  the  closed  curve  s,  this  term 
of  n  may  he  written  ^^  d'H' 

d^dfu' 
and  the  corresponding  t«rm  of  j  U  dg  will  be 

dndH 
da-  d^' 
Collecting  all  the  terms  of  FT,  we  may  now  write 

_(dH_dG.dJMJ^_dH.dri,dG^_dFdJ^     , 
~\dr,         d^Ua'^  ^dX        dr,'d(T'^^di        drj )  da'  ^      ' 
This   quantity  is   evidently  the   rate   of  decrement   of  to,   the 
magnetic  potential,  in  passing  along  the  curve  □-,  or  in  other  words, 
it  is  the  magnetic  force  in  the  direction  of  d<r. 

By  assuming  d(r  successively  in  the  direction  of  the  axes  of 
X,  ,y  and  z,  we  obtain  for  the  values  of  the  components  of  the 
magnetic  force 
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dfA       dH       dG     ^ 


a  =  — 


^=- 


y  =- 


d^        drj  d( 

dio  __  dF  dH 

dri  ""    dC  d€ 

dan       dO  dF 


(H) 


dC       d(        dr\ 

The  quantities  Fy  G^  H  are  the  componentB  of  the  vector-potential 
of  the  magnetic  shell  whose  strength  is  unity,  and  whose  edge  is 
the  curve  8.  They  are  not,  like  the  scalar  potential  m,  functions 
having  a  series  of  values,  but  are  perfectly  determinate  for  every 
point  in  space. 

The  vecter-potential  at  a  point  P  due  te  a  magnetic  shell  bounded 
by  a  closed  curve  may  be  found  by  the  following  geometrical 
construction : 

Let  a  point  Q  travel  round  the  closed  curve  with  a  velociiy 
numerically  equal  to  its  distance  from  P,  and  let  a  second  point 
R  start  from  A  and  travel  with  a  velocity  the  direction  of  which 
is  always  parallel  to  that  of  Q,  but  whose  magnitude  is  unity. 
When  Q  has  travelled  once  round  the  closed  curve  join  AR^  then 
the  line  AR  represents  in  direction  and  in  numerical  magnitude 
the  vector-potential  due  to  the  closed  curve  at  P. 

Potential  Energy  of  a  Magnetic  Shell  placed  in  a  Magnetic  Field, 

428.]  We  have  already  shewn,  in  Art.  410,  that  the  potential 
energy  of  a  shell  of  strength  0  placed  in  a  magnetic  field  whose 
potential  is  F,  is 

where  l,  m^  n  are  the  direction-cosines  of  the  normal  te  the  shell 
drawn  from  the  positive  side,  and  the  surface-integral  is  extended 
over  the  shell. 

Now  this  surface-integral  may  be  transformed  into  a  line-integral 
by  means  of  the  vecter-potential  of  the  magnetic  field,  and  we 
may  write  r  ^       jy      ^,, 


M 


=-*/(^J+«l+^i>'  (■») 


where  the  integration  is  extended  once  round  the  closed  curve  % 
which  forms  the  edge  of  the  magnetic  shell,  the  direction  of  d9 
being  opposite  to  that  of  the  hands  of  a  wateh  when  viewed  from 
the  positive  side  of  the  shell. 

If  we  now  suppose  that  the  magnetic  field  is  that  due  te  a 
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second  ma^etic  shell  whose  strength  is  <f/,  the  values  of  F,  G,  H 
will  be 

where  the  integrations  are  extended  once  round  the  curve  /,  which 
forms  the  edge  of  this  shell. 

Substituting  these  values  in  the  expression  for  M  we  find 

-^M-  .  ,,  Cr  '^  /^  dx       dy  dy       dz  dz\  ,   , ,  ,     ^ 

M  =  -U'JJ-{-^^  +  i£+^-^)^d/,         (15) 

where  the  integration  is  extended  once  round  s  and  once  round  /. 
This  expression  gives  the  potential  energy  due  to  the  mutual  action 
of  the  two  shells,  and  is,  as  it  ought  to  be^  the  same  when  s  and  / 
are  interchanged.  This  expression  with  its  sign  reversed,  when  the 
strength  of  each  shell  is  unity,  is  called  the  potential  of  the  two 
closed  curves  s  and  /.  It  is  a  quantity  of  great  importance  in  the 
theory  of  electric  currents.  If  we  write  €  for  the  angle  between 
the  directions  of  the  elements  ds  and  da^  the  potential  of  s  and  / 
may  be  written 

JJ^^dsds\  (16) 

It  is  evidently  a  quantity  of  the  dimension  of  a  line. 


CHAPTER  IV. 


INDUCED   MAGNETIZATION. 

424.]  We  have  hitherto  considered  the  actual  distribution  of 
magnetization  in  a  magnet  as  gfiven  explicitly  among  the  data 
of  the  investigation.  We  have  not  made  any  assumption  as  to 
whether  this  magnetization  is  permanent  or  temporary^  except  in 
those  parts  of  our  reasoning  in  which  we  have  supposed  the  magnet 
broken  up  into  small  portions^  or  small  portions  removed  from 
the  magnet  in  such  a  way  as  not  to  alter  the  magnetization  of 
any  part. 

We  have  now  to  consider  the  magnetization  of  bodies  with 
respect  to  the  mode  in  which  it  may  be  produced  and  changed. 
A  bar  of  iron  held  parallel  to  the  direction  of  the  earth's  magnetic 
force  is  found  to  become  magnetic,  with  its  poles  turned  the  op- 
posite way  from  those  of  the  earth,  or  the  same  way  as  those  of 
a  compass  needle  in  stable  equilibrium. 

Any  piece  of  soft  iron  placed  in  a  magnetic  field  is  found  to  exhibit 
magnetic  properties.  If  it  be  placed  in  a  part  of  the  field  where 
the  magnetic  force  is  great,  as  between  the  poles  of  a  horse-shoe 
magnet,  the  magnetism  of  the  iron  becomes  intense.  If  the  iron 
is  removed  from  the  magnetic  field,  its  magnetic  properties  are 
greatly  weakened  or  disappear  entirely.  If  the  magnetic  properties 
of  the  iron  depend  entirely  on  the  magnetic  force  of  the  field  in 
which  it  is  placed,  and  vanish  when  it  is  removed  from  the  field, 
it  is  called  Soft  iron.  Iron  which  is  soft  in  the  magnetic  sense 
is  also  soft  in  the  literal  sense.  It  is  easy  to  bend  it  and  give 
it  a  permanent  set,  and  difficult  to  break  it. 

Iron  which  retains  its  magnetic  properties  when  removed  from 
the  magnetic  field  is  called  Hard  iron.     Such  iron  does  not  take 
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up  the  magnetic  state  so  readily  as  soft  iron.  The  operation  of 
liammering^  or  any  other  kind  of  vibration,  allows  hard  iron  under 
the  inflaenee  of  magnetic  force  to  assume  the  magnetic  state  more 
readily,  and  to  part  with  it  more  readily  when  the  magnetizing 
force  is  removed.  Iron  which  is  magnetically  hard  is  also  more 
stiff  to  bend  and  more  apt  to  break. 

The  processes  of  hanmiering^  rolling,  wire-drawing,  and  sudden 
cooling  tend  to  harden  iron,  and  that  of  annealing  tends  to 
soften  it. 

The  magnetic  as  well  as  the  mechanical  differences  between  steel 
of  hard  and  soft  temper  are  much  greater  than  those  between  hard 
and  soft  iron.  Soft  steel  is  almost  as  easily  magnetized  and  de- 
magnetized as  iron^  while  the  hardest  steel  is  the  best  material 
for  magnets  which  we  wish  to  be  permanent. 

Cast  iron^  though  it  contains  more  carbon  than  steel,  is  not 
60  retentive  of  magnetization. 

If  a  magnet  could  be  constructed  so  that  the  distribution  of  its 
magnetization  is  not  altered  by  any  magnetic  force  brought  to 
act  upon  it^  it  might  be  called  a  rigidly  magnetized  body.  The 
only  known  body  which  fulfils  this  condition  is  a  conducting  circuit 
round  which  a  constant  electric  current  is  made  to  flow. 

Such  a  circuit  exhibits  magnetic  properties^  and  may  therefore  be 
called  an  electromagnet,  but  these  magnetic  properties  are  not 
affected  by  the  other  magnetic  forces  in  the  field.  We  shall  return 
to  this  subject  in  Part  IV. 

All  actual  magnets,  whether  made  of  hardened  steel  or  of  load- 
stone^ are  found  to  be  affected  by  any  magnetic  force  which  is 
brought  to  bear  upon  them. 

It  is  convenient^  for  scientific  purposes,  to  make  a  distinction 
between  the  permanent  and  the  temporary  magnetization^  defining 
the  permanent  magnetization  as  that  which  exists  independently 
of  the  magnetic  force^  and  the  temporary  magnetization  as  that 
which  depends  on  this  force.  We  must  observe,  however,  that 
this  distinction  is  not  founded  on  a  knowledge  of  the  intimate 
nature  of  magnetizable  substances :  it  is  only  the  expression  of 
an  hypothesis  introduced  for  the  sake  of  bringing  calculation  to 
bear  on  the  phenomena.  We  shall  return  to  the  physical  theory 
of  magnetization  in  Chapter  VI. 

425.]  At  present  we  shall  investigate  the  temporary  magnet- 
ization on  the  assumption  that  the  magnetization  of  any  particle 
of  the  substance  depends  solely  on  the  magnetic  force  acting  on 


46  INDUCED  MAGNETIZATION.  [425. 

that  particle.  This  magnetic  force  may  arise  partly  from  external 
causes,  and  partly  from  the  temporary  magnetization  of  neigh- 
bouring particles. 

A  body  thus  magnetized  in  virtue  of  the  action  of  magnetic 
force^  is  said  to  be  magnetized  by  induction^  and  the  magnetization 
is  said  to  be  induced  by  the  magnetizing  force. 

The  magnetization  induced  by  a  given  magnetizing  force  differs 
in  different  substances.  It  is  gpreatest  in  the  purest  and  softest 
iron,  in  which  the  ratio  of  the  magnetization  to  the  magnetic  force 
may  reach  the  value  32,  or  even  45  *. 

Other  substances^  such  as  the  metals  nickel  and  cobalt,  are 
capable  of  an  inferior  degree  of  magnetization,  and  all  substances 
when  subjected  to  a  sufficiently  strong  magnetic  force,  are  found 
to  give  indications  of  polarity. 

When  the  magnetization  is  in  the  same  direction  as  the  magnetic 
force,  as  in  iron,  nickel,  cobalt,  &c.,  the  substance  is  called  Para- 
magnetic, Ferromagnetic,  or  more  simply  Magnetic,  When  the 
induced  magnetization  is  in  the  direction  opposite  to  the  magnetic 
force,  as  in  bismuth,  &c.,  the  substance  is  said  to  be  Diamagnetic. 

In  all  these  substances  the  ratio  of  the  magnetization  to  the 
magnetic  force  which  produces  it  is  exceedingly  small,  being  only 
about  —  TTnnnnr  ^^  ^^^  ^^^^  ^^  bismuth,  which  is  the  most  highly 
diamagnetic  substance  known. 

In  crystallized,  strained,  and  organized  substances  the  direction 
of  the  magnetization  does  not  always  coincide  with  that  of  the 
magnetic  force  which  produces  it.  The  relation  between  the  com- 
ponents of  magnetization,  referred  to  axes  fixed  in  the  body,  and 
those  of  the  magnetic  force,  may  be  expressed  by  a  system  of  three 
linear  equations.  Of  the  nine  coefficients  involved  in  these  equa- 
tions we  shall  shew  that  only  six  are  independent.  The  phenomena 
of  bodies  of  this  kind  are  classed  under  the  name  of  Magneciystallic 
phenomena. 

When  placed  in  a  field  of  magnetic  force,  crystals  tend  to  set 
themselves  so  that  the  axis  of  greatest  paramagnetic,  or  of  least 
diamagnetic,  induction  is  parallel  to  the  lines  of  magnetic  force. 
See  Art.  435. 

In  soft  iron,  the  direction  of  the  magnetization  coincides  with 
that  of  the  magnetic  force  at  the  point,  and  for  small  values  of 
the  magnetic  force  the  magnetization  is  nearly  proportional  to  it. 

•  Thai^n,  Nova  Ada,  Reg.  60c.  Sc^  Upsal.,  1863. 
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Ab  the  magnetic  force  increases^  however^  the  magnetization  in- 
creases more  slowly^  and  it  would  appear  from  experiments  described 
in  Chap.  VI,  that  there  is  a  limiting  value  of  the  magnetization, 
beyond  which  it  cannot  pass^  whatever  be  the  value  of  the 
magnetic  force. 

In  the  following  outline  of  the  theory  of  induced  magnetism^ 
we  shall  begin  by  supposing  the  magnetization  proportional  to  the 
magnetic  force^  and  in  the  same  line  with  it. 


Definition  of  tie  Coefficient  of  Induced  Magnetization, 

426.]  Let  Jq  be  the  magnetic  force,  defined  as  in  Art.  398,  at 
any  point  of  the  body,  and  let  3  he  the  magnetization  at  that 
point,  then  the  ratio  of  3  to  <^  is  called  the  Coefficient  of  Induced 
Magnetization. 

Denoting  this  coefficient  by  k,  the  fundamental  equation  of 
induced  magnetism  is 

3  =  /c$.  (1) 

The  coefficient  k  is  positive  for  iron  and  paramagnetic  substances, 
and  n^^tive  for  bismuth  and  diamagnetic  substances.  It  reaches 
the  value  32  in  iron,  and  it  is  said  to  be  large  in  the  case  of  nickel 
and  cobalt,  but  in  all  other  cases  it  is  a  very  small  quantity^  not 
greater  than  0.00001. 

The  force  Jq  arises  partly  from  the  action  of  magnets  external 
to  the  body  magnetized  by  induction^  and  partly  from  the  induced 
magnetization  of  the  body  itself.  Both  parts  satisfy  the  condition 
of  having  a  potential. 

427.]  Let  F  be  the  potential  due  to  magnetism  external  to  the 
body,  let  X2  be  that  due  to  the  induced  magnetization,  then  if 
U  is  the  actual  potential  due  to  both  causes 

U=  r+12.  (2) 

Let  the  components  of  the  magnetic  force  ^,  resolved  in  the 
directions  of  x,  y,  z,  be  a,  fi,  y,  and  let  those  of  the  magnetization 
3  be  ^,  jB,  C,  then  by  equation  (1), 

A  =.  Ka,  \ 

B^KfiA  (3) 

C=  Ky.) 

Multiplying  these  equations  by  dx,  dy^  dz  respectively,  and 
adding^  we  find 

Adx-\-Bdy'\'Cdz  =  K{adx-\'Pdy'\'ydz), 
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But  since  a,  )3  and  y  are  derived  from  the  potential  27,  we  may 
write  the  second  member  ^KdU. 

Hence^  if  k  is  constant  throughout  the  substance,  the  first  member 
must  also  be  a  complete  differential  of  a  function  of  a?,  y  and  z, 
which  we  shall  call  c^,  and  the  equation  becomes 

d(l>=:-KdU,  (4) 

where        ^  =  g,     i,=  ^|,      C=g.  (e, 

The  magnetization  is  therefore  lamellar,  as  defined  in  Art.  412. 

It  was  shewn  in  Art.  386  that  if  p  is  the  volume-density  of  free 
magnetism, 

__(dJ      dB      dC. 
^dx       ~dy       dz)* 

which  becomes  in  virtue  of  equations  (3), 


But,  by  Art.  77, 


p^-.f^^  +  ^  +  ^v). 

\lx       dy       dz^ 

da      dp      ^y  ^  A 
dx       dy       dz  *" 


Hence  (1  -i-  4  irif)  p  =  0, 

whence  p  =  0  (6) 

throughout  the  substance^  and  the  magnetization  is  therefore  sole- 
noidal  as  well  as  lamellar.     See  Art.  407. 

There  is  therefore  no  free  magnetism  except  on  the  bounding 
surface  of  the  body.  If  v  be  the  normal  drawn  inwards  firom  the 
surface,  the  magnetic  surface-density  is 

av 

The  potential  12  due  to  this  magnetization  at  any  point  may 
therefore  be  found  from  the  surface-integral 

=  jfUs.  (8) 

The  value  of  il  will  be  finite  and  continuous  everywhere,  and 

will   satisfy  Laplace's  equation  at  every  point  both  within  and 

without  the  surface.     If  we  distinguish  by  an  accent  the  value 

of  X2  outside  the  surface,  and  if  /  be  the  normal  drawn  outwardsj 

we  have  at  the  surface 

X2'  =  12 ;  (9) 


12 
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da    do,' 

=  4.g.by(7). 

We  may  therefore  write  the  surface-condition 

„      ,      ,rfX2      do:      ,       dV      ^  „^, 

(1^.4^^  +  4.47r/c;^=0.  (10) 

Hence  the  determination  of  the  magnetism  induced  in  a  homo- 
geneous isotropic  body,  bounded  by  a  surface  5,  and  acted  upon  by 
external  magnetic  forces  whose  potential  is  F,  may  be  reduced  to 
the  following  mathematical  problem. 

We  must  find  two  Amotions  12  and  Of  satisfying  the  following 
conditions : 

Within  the  surface  8^  12  must  be  finite  and  continuous^  and  must 
satisfy  Laplace's  equation. 

Outside  the  surface  8^  Of  must  be  finite  and  continuous,  it  must 
vanish  at  an  infinite  distance,  and  must  satisfy  Laplace's  equation. 

At  every  point  of  the  sur&ce  itself,  X2  =  i2',  and  the  derivatives 
of  Q.,  Of  and  F  with  respect  to  the  normal  must  satisfy  equation 
(10). 

This  method  of  treating  the  problem  of  induced  magnetism  is 
due  to  Poisson.  The  quantity  k  which  he  uses  in  his  memoirs  is 
not  the  same  as  ir,  but  is  related  to  it  as  follows  : 

47ric(>fc-l)+3>t=  0.  (11) 

The  coefficient  k  which  we  have  here  used  was  introduced  by 
J.  Neumann. 

428.]  The  problem  of  induced  magnetism  may  be  treated  in  a 
different  manner  by  introducing  the  quantity  which  we  have  called, 
with  Faraday,  the  Magnetic  Liduction. 

The  relation  between  S3,  the  magnetic  induction,  ^,  the  magnetic 
force,  and  %  the  magnetization,  is  expressed  by  the  equation 

g3  =  ^  +  4ir3.  (12) 

The  equation  which  expresses  the  induced  magnetization  in 
terms  of  the  magnetic  force  is 

3  =  K'^.  (13) 
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Henoe,  eliminating  3>  we  find 

g3  =  (l  +  4  7TK)^  (14) 

as  the  relation  between  the  magnetic  induction  and  the  magnetic 
force  in  substances  whose  magnetization  is  induced  by  magnetic 
force. 

In  the  most  general  case  k  may  be  a  function^  not  only  of  the 
position  of  the  point  in  the  substance,  but  of  the  direction  of  the 
vector  JQj  but  in  the  case  which  we  are  now  considering  «c  is  a 
numerical  quantity. 

If  we  next  write  fx=:l+4iric,  (15) 

we  may  define  /i  as  the  ratio  of  the  magnetic  induction  to  the 
magnetic  force,  and  we  may  call  this  ratio  the  magnetic  inductive 
capacity  of  the  substance,  thus  distinguishing  it  from  k,  the  co- 
efficient of  induced  magnetization. 

If  we  write  U  for  the  total  magnetic  potential  compounded  of  Fi 
the  potential  due  to  external  causes,  and  Q,  for  that  due  to  the 
induced  magnetization,  we  may  express  a,  i,  c,  the  components  of 
magnetic  induction,  and  a,  ^,  y,  the  components  of  magnetic  fbrce^ 
as  follows :  dU 


dx 
dU 


(16) 


The  components  a^  d,  c  satisfy  the  solenoidal  condition 

da      db       dc ^     v 

dx      dy      dz  '^    ' 

Hence,  the  potential  U  must  satisfy  Laplace's  equation 

d^U     d^V     d^V 

at  every  point  where  /ut  is  constant,  that  is,  at  every  point  within 
the  homogeneous  substance,  or  in  empty  space. 

At  the  surface  itself,  if  2^  is  a  normal  drawn  towards  the  magnetic 
substance,  and  v'  one  drawn  outwards,  and  if  the  symbols  of  quan- 
tities outside  the  substance  are  distinguished  by  accents,  the  con- 
dition of  continuity  of  the  magnetic  induction  is 

dv      ,dv        dv       ,  dv       .,  dv'       ,  dv  _ 

dx        dy        dz  dx  dy  dz  '^     ^  ^ 
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or,  bj  equations  (16), 

/i',  the  coefficient  of  induction  outside  the  magnet^  will  be  unity 
unless  the  surrounding  medium  be  magnetic  or  diamagnetic. 

K  we  substitute  for  V  its  value  in  terms  of  V  and  i2,  and  for 
[k  its  value  in  terms  of  ic,  we  obtain  the  same  equation  (10)  as  we 
arrived  at  by  Poisson's  method. 

The  problem  of  induced  magnetism^  when  considered  with  respect 
to  the  relation  between  magnetic  induction  and  magnetic  force, 
corresponds  exactly  with  the  problem  of  the  conduction  of  electric 
currents  through  heterogeneous  media,  as  given  in  Art.  309. 

The  magnetic  force  is  derived  from  the  magnetic  potential,  pre- 
cisely as  the  electric  force  is  derived  from  the  electric  potential. 

The  magnetic  induction  is  a  quantity  of  the  nature  of  a  flux^ 
and  satisfies  the  same  conditions  of  continuity  as  the  electric 
corrent  does. 

In  isotropic  media  the  magnetic  induction  depends  on  the  mag- 
netic force  in  a  manner  which  exactly  corresponds  with  that  in 
which  the  electric  current  depends  on  the  electromotive  force. 

The  specific  magnetic  inductive  capacity  in  the  one  problem  corre- 
sponds to  the  specific  conductivity  in  the  other.  Hence  Thomson, 
in  his  Theory  of  Indticed  Magneiiam  {Reprint,  1872,  p.  484),  has  called 
this  quantity  ^e  permeability  of  the  medium. 

We  are  now  prepared  to  consider  the  theory  of  induced  magnetism 
from  what  I  conceive  to  be  Faraday's  point  of  view. 

When  magnetic  force  acts  on  any  medium,  whether  magnetic  or 
diamagnetic,  or  neutral,  it  produces  within  it  a  phenomenon  called 
Magnetic  Induction. 

Magnetic  induction  is  a  directed  quantity  of  the  nature  of  a  flu^^ 
and  it  satisfies  the  same  conditions  of  continuity  as  electric  currents 
and  other  fluxes  do. 

In  isotropic  media  the  magnetic  force  and  the  magnetic  induction 
are  in  the  same  direction,  and  the  magnetic  induction  is  the  product 
of  the  magnetic  force  into  a  quantity  called  the  coefficient  of 
induction,  which  we  have  expressed  by  ii. 

In  empty  space  the  coefficient  of  induction  is  unity.  In  bodies 
capable  of  induced  magnetization  the  coefficient  of  induction  is 
1  +  4  TTic  =  fA,  where  k  is  the  quantity  already  defined  as  the  co- 
efficient of  induced  magnetization. 

429.]  Let  /i,  yi  be  the  values  of  /x  on  opposite  sides  of  a  surfisM^e 

E  % 
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separaidng  two  media,  then  if  F,  V  are  the  potentials  in  the  two 

media,  the  magnetic  forces  towards  the  surface  in  the  two  media 

dV     ^  dr 
are  -3-  and  -r-r  • 
av  av 

The  quantities  of  magnetic  induction  through  the  element  of 

dF  dV 

surface  dS  are  a-y-dS  and  u  -y-ydS  in  the  two  media  respect- 

av  av 

ivelj  reckoned  towards  dS. 

Since  the  total  flux  towards  dS  is  zero^ 

dF      ,dF'       ^ 

But  by  the  theory  of  the  potential  near  a  sur&ce  of  density  cr, 

dF     dF'     ^ 
av       av 

Hence  -j-  f  1  — ^)  +  4  tt  a  =  0. 

av  \         \k  ^ 

If  icj  is  the  ratio  of  the  superficial  magnetization  to  the  normal 

force  in  the  first  medium  whose  coefiScient  is  /i,  we  have 

47rK,  =  ?^. 

Hence  k^  will  be  positive  or  negative  according  as  /i  is  greater 
or  less  than  fx'.     If  we  put  fi  =  4  ttk-I-  1  and  fx'=  4  7rK'+  1, 

K,   = 


In  this  expression  k  and  k  are  the  coefficients  of  induced  mag- 
netization of  the  first  and  second  medium  deduced  from  experiments 
made  in  air,  and  kj  is  the  coefficient  of  induced  magnetization  of 
the  first  medium  when  surrounded  by  the  second  medium. 

If  K  is  greater  than  k,  then  k^  is  negative,  or  the  apparent 
magnetization  of  the  first  medium  is  in  the  opposite  direction  from 
the  magnetizing  force. 

Thus,  if  a  vessel  containing  a  weak  aqueous  solution  of  a  para- 
magnetic salt  of  iron  is  suspended  in  a  stronger  solution  of  the 
same  salt,  and  acted  on  by  a  magnet,  the  vessel  moves  as  if  it 
were  magnetized  in  the  opposite  direction  from  that  in  which  a 
magnet  would  set  itself  if  suspended  in  the  same  place. 

This  may  be  explained  by  the  hypothesis  that  the  solution  in 
the  vessel  is  really  magnetized  in  the  same  direction  as  the  mag- 
netic force,  but  that  the  solution  which  suiTounds  the  vessel  is 
magnetized  more  strongly  in  the  same  direction.  Hence  the  vessel 
is  like  a  weak  magnet  placed  between  two  strong  ones  all  mag- 
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netized  in  the  same  direction,  so  that  opposite  poles  are  in  contact. 
The  north  pole  of  the  weak  magnet  points  in  the  same  direction 
as  those  of  the  strong  ones,  but  since  it  is  in  contact  with  the  south 
pole  of  a  stronger  magnet,  there  is  an  excess  of  south  magnetism 
in  the  neighbourhood  of  its  north  pole,  which  causes  the  small 
magnet  to  appear  oppositely  magnetized. 

In  some  substances,  however,  the  apparent  magnetization  is 
negative  even  when  they  are  suspended  in  what  is  called  a  vacuum. 

If  we  assume  ic  =  0  for  a  vacuum,  it  will  be  negative  for  these 
substances.     No  substauce,  however,  has  been  discovered  for  which 

fc  has  a  negative  value  numerically  greater  than  - — ,  and  therefore 
for  all  known  substances  fx  is  positive. 

Substances  for  which  k  is  negative,  and  therefore  fx  less  than 
unity,  are  called  Diamagnetic  substances.  Those  for  which  k  is 
positive,  and  /i  greatei  than  unity,  are  called  Paramagnetic,  Ferro- 
magnetic, or  simply  magnetic,  substances. 

We  shall  consider  the  physical  theory  of  the  diamagnetic  and 
paramagnetic  properties  when  we  come  to  electromagnetism.  Arts. 
831-845. 

480.]  The  mathematical  theory  of  magnetic  induction  was  first 
given  by  Poisson  *.  The  physical  hypothesis  on  which  he  founded 
his  theoiy  was  that  of  two  magnetic  fluids,  an  hypothesis  which 
has  the  same  mathematical  advantages  and  physical  difficulties 
as  the  theoiy  of  two  electric  fluids.  In  order,  however,  to  explain 
the  fact  that,  though  a  piece  of  soft  iron  can  be  magnetized  by 
induction,  it  cannot  be  charged  with  unequal  quantities  of  the 
two  kinds  of  magnetism,  he  supposes  that  the  substance  in  general 
is  a  non-conductor  of  these  fluids,  and  that  only  certain  small 
portions  of  the  substance  contain  the  fluids  under  circumstances 
in  which  they  are  free  to  obey  the  forces  which  act  on  them. 
These  small  magnetic  elements  of  the  substance  contain  each  pre- 
cisely equal  quantities  of  the  two  fluids,  and  within  each  element 
the  fluids  move  with  perfect  freedom,  but  the  fluids  can  never  pass 
from  one  magnetic  element  to  another. 

The  problem  therefore  is  of  the  same  kind  as  that  relating  to 
a  number  of  small  conductors  of  electricity  disseminated  through 
a  dielectric  insulating  medium.  The  conductors  may  be  of  any 
form  provided  they  are  small  and  do  not  touch  each  other. 

If  they  are   elongated  bodies  all  turned  in  the  same  g^peral 

«  M^moires  de  I'InatUut,  1824. 
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direction,  or  if  they  are  crowded  more  in  one  direction  than  another, 
the  medium,  as  Poisson  himself  shews,  will  not  be  isotropic.  Poisson 
therefore,  to  avoid  useless  intricacy^  examines  the  case  in  which 
each  magnetic  element  is  spherical,  and  the  elements  are  dissem- 
inated without  regard  to  axes.  He  supposes  that  the  whole  volume 
of  all  the  magnetic  elements  in  unit  of  volume  of  the  substance 
is  k. 

We  have  already  considered  in  Art.  314  the  electric  conductivity 
of  a  medium  in  which  small  spheres  of  another  medium  are  dis- 
tributed. 

If  the  conductivity  of  the  medium  is  /m^,  and  that  of  the  spheres 
/bi2,  we  have  found  that  the  conductivity  of  the  composite  system  is 

2Mi-<-M2-f2^(Ma-Mi) 

Putting  /Ui  =  1  and  pig  =  oo,  this  becomes 

1  +  2* 

This  quantity  fx  is  the  electric  conductivity  of  a  medium  con- 
sisting of  perfectly  conducting  spheres  disseminated  through  a 
medium  of  conductivity  unity^  the  agg^regate  volume  of  the  spheres 
in  unit  of  volume  being  k. 

The  symbol  fx  also  represents  the  coefficient  of  magnetic  induction 
of  a  medium,  consisting  of  spheres  for  which  the  permeability  is 
infinite,  disseminated  through  a  medium  for  which  it  is  unity. 

The  symbol  k,  which  we  shall  call  Poisson's  Magnetic  Coefficient, 
represents  the  ratio  of  the  volume  of  the  magnetic  elements  to  the 
whole  volume  of  the  substance. 

The  symbol  k  is  known  as  Neumann's  Coefficient  of  Magnet- 
ization by  Induction.     It  is  more  convenient  than  Poisson's. 

The  symbol  /ut  we  shall  call  the  Coefficient  of  Magnetic  Induction. 
Its  advantage  is  that  it  &cilitates  the  transformation  of  magnetic 
problems  into  problems  relating  to  electricity  and  heat. 

The  relations  of  these  three  symbols  are  as  follows  : 

,  47ric  ,       u — 1 

*  =  - -,  k=:- — -> 

47ric-|-3  fi-f2 

u— 1  3* 

K  ^   — >  K  = 


477  4w(l— >fc) 

1  +  2* 
^=^— y,  ^=47ric+l. 

If  we  put  K  =  32,  the  value  given  by  Thal^n's*  experiments  on 

*  Becherches  sur  let  Propriitii  Magndtiquet  duftTy  Nova  Ada,  Upsal,  1868. 
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soft  iron,  we  find  k  =  ^^.  This,  according  to  Poisson's  theory, 
is  the  ratio  of  the  volume  of  the  magnetic  molecules  to  the  whole 
volume  of  the  iron.  It  is  impossible  to  pack  a  space  with  equal 
spheres  so  that  the  ratio  of  their  volume  to  the  whole  space  shall 
be  so  nearly  nnity^  and  it  is  exceedingly  improbable  that  so  large 
a  proportion  of  the  volume  of  iron  is  occupied  by  solid  molecules 
whatever  be  their  form.  This  is  one  reason  why  we  must  abandon 
Poisson's  hypothesis.  Others  will  be  stated  in  Cliapter  VI.  Of 
course  the  value  of  Poisson's  mathematical  investigations  remains 
unimpaired,  as  they  do  not  rest  on  his  hypothesis,  but  on  the 
experimental  fact  of  induced  magnetization. 


CHAPTER  V, 

PABTICULAR   PROBLEMS   IN   MAGNETIC   INDUCTION, 

A  Hollow  Spherical  ShelL 

481.]  The  first  example  of  the  complete  solution  of  a  problem 
in  magnetic  induction  was  that  given  by  Poisson  for  the  case  of 
a  hollow  spherical  shell  acted  on  by  any  magnetic  forces  whatever. 

For  simplicity  we  shall  suppose  the  origin  of  the  magnetic  forces 
to  be  in  the  space  outside  the  shell. 

K  V  denotes  the  potential  due  to  the  external  magnetic  system, 
we  may  expand  F  in  a  series  of  solid  harmonics  of  the  form 

r=(7o^o  +  Ci^'-  +  &c-  +  <7<^<^»  (1) 

where  r  is  the  distance  from  the  centre  of  the  shell,  8^  is  a  sur&ce 
harmonic  of  order  i^  and  C^  is  a  coefficient. 

This  series  will  be  convergent  provided  r  is  less  than  the  distance 
of  the  nearest  magnet  of  the  system  which  produces  this  potential. 
Hence^  for  the  hollow  spherical  shell  and  the  space  within  it^  this 
expansion  is  convergent. 

Let  the  external  radius  of  the  shell  be  a^  and  the  inner  radius  a^^ 
and  let  the  potential  due  to  its  induced  magnetism  be  12.  The  form 
of  the  function  £2  will  in  general  be  different  in  the  hollow  space, 
in  the  substance  of  the  shell,  and  in  the  space  beyond.  If  we 
expand  these  functions  in  harmonic  series^  then,  confining  our 
attention  to  those  terms  which  involve  the  surface  harmonic  5^, 
we  shall  find  that  if  Xl^  is  that  which  corresponds  to  the  hollow 
space  within  the  shelly  the  expansion  of  Q^  must  be  in  positive  har- 
monics of  the  form  A^  S^  r*,  because  the  potential  must  not  become 
infinite  within  the  sphere  whose  radius  is  a^. 

In  the  substance  of  the  shelly  where  r^  lies  between  a^  and  a,, 
the  series  may  contain  both  positive  and  negative  powers  of  r, 
of  the  form'  A^S^f^^B^S, /-(*+ 1). 

Outside  the  shelly  where  r  is  greater  than  a^y  since  the  series 
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must  be  convergent  however  great  r  may  be,  we  must  have  only 
negative  powers  of  r,  of  the  form 

The  conditions  which  must  be  satisfied  by  the  function  £L  are : 
It  must  be  (1)  finite,  and  (2)  continuous,  and  (3)  must  vanish  at 
an  infinite  distance,  and  it  must  (4)  everywhere  satisfy  Laplace's 
equation. 

On  account  of  (1)  B^  =  0. 

On  account  of  (2)  when  r  =  o^, 

(^,-^)V*+»-5,=  0,  (2) 

and  when  r  =  a,, 

(4,-^3)  a,«+^  +  52-^3  =  0-  (3) 

On  account  of  (3)  A^  =  0,  and  the  condition  (4)  is  satisfied 

everywhere,  since  the  functions  are  harmonic. 

But^  besides  these,  there  are  other  conditions  to  be  satisfied  at 

the  inner  and  outer  sur&ce  in  virtue  of  equation  (10),  Art.  427. 
At  the  inner  surface  where  r  =  a^, 

and  at  the  outer  sur&ce  where  r  =•  a^^ 

_(l+4,K)-^  +  -^»-4irK^=0.  (5) 

From  these  conditions  we  obtain  the  equations 
(l  +  4irK)  (»4ai«*^-(»+l)-S,)-»^iai"-^^  +  4wK»C,V*''^=0.    (6) 
(l  +  4,r«)(»y£aV*'-(»+l)-»a)+(»+l)-»s+4'"'»C,V*'=05  (7) 
and  if  we  pat 

^i= ^ «7r'      (8) 

(H-4,rK)(2i+l)»+(4irK)«i(i+l)(l-(^)        ) 
we  find 

^,  =  -(4wK)«i(i  +  i)(i-Q)     )^;Q,  (9) 

^=-4wK»[2i+l+4Tric(i+l)(l-(^)       )]jV;(7„(10) 

52  =  4wK»(2t+l)a,«''^-^«CJ,  *  (11) 

Jj  =  4irKt  (2i4-l  +4 iTK (i+  1))  (V+^-ai"'*^)-^* C,.    (12) 

These  quantities  being  substituted  in  the  harmonic  expansions 
give  the  part  of  the  potential  due  to  the  magnetization  of  the  shell. 
The  quantity  JV,  is  always  positive,  since  l  +  4wic  can  never  be 
negative.     Hence  A^  is  always  negative,  or  in  other  words,  the 
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action  of  the  magnetized  shell  on  a  point  within  it  is  always  op- 
posed to  that  of  the  external  magnetic  force  whether  the  shell  be 
paramagnetic  or  diamagnetic.  The  actual  valne  of  the  resultant 
potential  within  the  shell  is 

or         (H-4  7nc)(2f+l)2^;Ci5^r.  (13) 

432.]  When  ic  is.  a  large  number^  as  it  is  in  the  case  of  soft  iron, 
then^  unless  the  shell  is  veiy  thin,  the  magnetic  force  within  it 
is  but  a  small  fraction  of  the  external  force. 

In  this  way  Sir  W.  Thomson  has  rendered  his  marine  galvano- 
meter independent  of  external  magnetic  force  by  enclosing  it  in 
a  tube  of  soil  iron. 

433.]  The  case  of  greatest  practical  importance  is  that  in  which 
i  =  1.     In  this  case 

N,  =  ^ ^-- ,  (14) 

9(l  +  4irK)+2(4  7rK)«(l-(J)  ) 


"2 


A,=-2{4^.y(l-{^))N,C„ 


2 

3 


^2  =  -47rK[3-f  87rK(l-(J)  J]n,C,, 


h  (15) 


^2=  12  TTKa^^^N^Ci, 

^3=  4  7rK(3  +  8  7rK)(flr2^-V)jVj(7j. 

The  magnetic  force  within  the  hollow  shell  is  in  this  case  uniform 
and  equal  to 

c,+j^  = ^SLtllJ^ _c,       (16) 

9(1  +47rK)  +  2(4irK)2  (l  -(-)  ) 

2 

If  we  wish  to  determine  k  by  measuring  the  magnetic  force 

within  a  hollow  shell  and  comparing  it  with  the  external  magnetic 

force,  the  best  value  of  the  thickness  of  the  shell  may  be  found 

from  the  equation 

fli^_91-f47ric  .j^. 

^2^  ""  2    (4  TT  k)2  '  ^     ^ 

The  magnetic  force  inside  the  shell  is  then  half  of  its  value  outside. 
Since,  in  the  case  of  iron,  k  is  a  number  between  20  and  30,  the 
thickness  of  the  shell  ought  to  be  about  the  hundredth  part  of  its 
radius.  This  method  is  applicable  only  when  the  value  of  k  is 
large.  When  it  is  very  small  the  value  of  Ai  becomes  insensible, 
since  it  depends  on  the  square  of  k. 
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For  a  nearly  solid  sphere  with  a  very  small  spherical  hollow, 

2(4,r>)» 


'  3  +  4w(c    *   * 


(18) 


The  whole  of  this  investigation  might  have  been  deduced  directly 
firom  that  of  conduction  through  a  spherical  shelly  as  given  in 
Art.  312,  by  putting  ^i  =  (1  -f  47r*c)^2  ^^  ^^^  expressions  there  given, 
remembering  that  Ai  and  A2  in  the  problem  of  conduction  are  equi- 
valent to  Ci+A^  and  Ci-\-A2'ni  the  problem  of  magnetic  induction. 

434.]  The  corresponding  solution  in  two  dimensions  is  graphically 
represented  in  Pig.  XV,  at  the  end  of  this  volume.  The  lines  of 
induction,  which  at  a  distance  from  the  centre  of  the  figure  are 
nearly  horizontal,  are  represented  as  disturbed  by  a  cylindric  rod 
magnetized  transversely  and  placed  in  its  position  of  stable  equi- 
librium. The  lines  which  cut  this  system  at  right  angles  represent 
the  equipotential  surfaces,  one  of  which  is  a  cylinder.  The  larg^ 
dotted  circle  represent-s  the  section  of  a  cylinder  of  a  paramagnetic 
substance,  and  the  dotted  horizontal  straight  lines  within  it,  which 
are  continuous  with  the  external  lines  of  induction,  represent  the 
lines  of  induction  within  the  substance.  The  dotted  vertical  lines 
represent  the  internal  equipotential  surfaces,  and  are  continuous, 
with  the  external  system.  It  will  be  observed  that  the  lines  of 
induction  are  drawn  nearer  together  within  the  substance,  and  the 
equipotential  sur&ces  are  separated  farther  apart  by  the  paramag- 
netic  cylinder,  which,  in  the  language  of  Faraday,  conducts  the 
lines  of  induction  better  than  the  surrounding  medium. 

If  we  consider  the  system  of  vertical  lines  as  lines  of  induction, 
and  the  horizontal  system  as  equipotential  surfaces,  we  have,  in 
the  first  place,  the  case  of  a  cylinder  magnetized  transversely  and 
placed  in  the  position  of  unstable  equilibrium  among  the  lines  of 
force,  which  it  causes  to  diverge.  In  the  second  place,  considering 
the  large  dotted  circle  as  the  section  of  a  diamagnetic  cylinder, 
the  dotted  straight  lines  within  it,  together  with  the  lines  external 
to  it,  represent  the  effect  of  a  diamagnetic  substance  in  separating 
the  lines  of  induction  and  drawing  together  the  equipotential 
surfSEU^es,  such  a  substance  being  a  worse  conductor  of  magnetic 
induction  than  the  surrounding  medium. 
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Case  of  a  Sphere  in  which  the  Coefficients  of  Magnetization  are 

Different  in  Different  Directions. 

485.]  Let  a,  ^,  y  be  the  components  of  magnetic  force,  and  A,  B, 
C  those  of  the  magnetization  at  any  point,  then  the  most  general 
linear  relation  between  these  quantities  is  given  by  the  equations 

A  =  ria+j»8^+  fty^  \ 

B=  qsa+r^P-^-PiY,  [  (1) 

where  the  coefficients  r,  jd,  q  are  the  nine  coefficients  of  magnet- 
ization. 

Let  us  now  suppose  that  these  are  the  conditions  of  magnet- 
ization within  a  sphere  of  radius  a,  and  that  the  magnetization  at 
every  point  of  the  substance  is  uniform  and  in  the  same  direction, 
having  the  components  A,  B,  C. 

Let  us  also  suppose  that  the  external  magnetizing  force  is  also 
uniform  and  parallel  to  one  direction,  and  has  for  its  components 

J,  r,  z. 

The  value  of  T  is  therefore 

r  =  -(Xfl?-hry  +  ^4  (2) 

and  that  of  12'  the  potential  of  the  magnetization  outside  the  sphere  is 

T? 
The  value  of  12,  the  potential  of  the  magnetization  within  the 

sphere,  is  4^ 

^  n=.^iAx-[.By+Cz).  (4) 

The  actual  potential  within  the  sphere  is  F4. 12,  so  that  we  shall 
have  for  the  components  of  the  magnetic  force  within  the  sphere 

a  =  X — ^TtAy  \ 

p  =  r-iir£,  i  (5) 

Hence 

$irft^  +  (H-iwrg)5+        iifPiC  =  q,X+rtr+PiZ,[  (6) 
iifPiA+        ^irqiB  +(l+iirrs)C=i»jX+ ftr+ fj-^. 
Solving  these  equations,  we  find 

A  =  r^'X+p^'r+q,'Z, 

£  =  q,'X+r,'r+p,'Z,  ^  (7) 

C  =  p,' X+ q^' r+ r^' Z, 


il'={A^+Sy+Cz)^^-  (3) 
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(8) 


where   It r{=^  ^i+t'^(''3^i— i»2?2-f  ^i^2-i'3?3)  +  (iw)*A  1 

where  2)  is  the  determinant  of  the  coefficients  on  the  right  side  of 
equations  (6),  and  If  that  of  the  coefficients  on  the  left. 

The  new  sjrstem  of  coefficients  p\  j^,  /  will  be  symmetrical  only 
when  the  system  p,  q^  r  is  symmetrical^  that  is,  when  the  co- 
efficients of  the  form  p  are  equal  to  the  corresponding  ones  of 
the  form  q. 

486.]  The  moment  of  the  couple  tending  to  turn  the  sphere  about 
the  axis  of  x  from  y  towards  z  is 

I=:iTra^{ZB'-TC) 

If  we  make 

X  =  0,         r  =  i'cos  e,         7=  i^'sin  d, 

this  corresponds  to  a  magnetic  force  F  in  the  plane  of  yz,  and 
inclined  to  ^  at  an  angle  0.  If  we  now  turn  the  sphere  while  this 
force  remains  constant  the  work  done  in  turning  the  sphere  will 

be  I      I  do  in  each  complete  revolution.     But  this  is  equal  to 

W^'f'iPi-qxy  (10) 

Hence,  in  order  that  the  revolving  sphere  may  not  become  an 
inexhaustible  source  of  energy,  j»/=  Ji',  and  similarly  jo/=  jg'  and 

A  =  ?3  • 

These  conditions  shew  that  in  the  original  equations  the  coeffi- 
cient of  B  in  the  third  equation  is  equal  to  that  of  C  in  the  second, 
and  so  on.  Hence,  the  system  of  equations  is  symmetrical,  and  the 
equations  become  when  referred  to  the  principal  axes  of  mag- 


netization, 


A  = 


B  = 


C  = 


r. 


l  +  i^rri 


n 


l  +  4irrg 


r, 


Z. 


(11) 


The  moment  of  the  couple  tending  to  turn  the  sphere  round  the 
axis  of  or  is 


I  =  iTTfl' 


'•2-''3 


(l+7^^2)(l-f7^'"8) 


rz. 


(12) 
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Z  =  4ffa»  ,   '      \,.F'8in20.  (13) 


In  most  cases  the  differences  between  the  coefficients  of  magnet- 
ization in  different  directions  are  very  small^  so  that  we  may  put 

''2— ''j 

This  is  the  force  tending  to  turn  a  crystalline  sphere  about  the 
axis  of  X  from  y  towards  z.  It  always  tends  to  place  the  axis  of 
greatest  magnetic  coefficient  (or  least  diamagnetic  coefficient)  parallel 
to  the  line  of  magnetic  force. 

The  corresponding  case  in  two  dimensions  is  represented  in 
Kg.  XVI. 

If  we  suppose  the  upper  side  of  the  figure  to  be  towards  the 
north,  the  figure  represents  the  lines  of  force  and  equipotential 
surfaces  as  disturbed  by  a  transversely  magnetized  cylinder  placed 
with  the  north  side  eastwards.  The  resultant  force  tends  to  turn 
the  cylinder  from  east  to  north.  The  large  dotted  circle  represents 
a  section  of  a  cylinder  of  a  crystalline  substance  which  has  a  larger 
coefficient  of  induction  along  an  axis  from  north-east  to  south-west 
than  along  an  axis  from  north-west  to  south-east.  The  dotted  lines 
within  the  circle  represent  the  liness  of  induction  and  the  equipotential 
surfaces^  which  in  this  case  are  not  at  right  angles  to  each  other. 
The  resultant  force  on  the  cylinder  is  evidently  to  turn  it  from  east 
to  north. 

437.]  The  case  of  an  ellipsoid  placed  in  a  field  of  uniform  and 
parallel  magnetic  force  has  been  solved  in  a  very  ingenious  manner 
by  Poisson. 

If  V  is  the  potential  at  the  point  (a?,  y,  z\  due  to  the  gravitation 

dV 
of  a  body  of  any  form  of  uniform  density  p,  then  —  -j-  is  the 

dx 

potential  of  the  magnetism  of  the  same  body  if  uniformly  mag- 
netized in  the  direction  of  ^r  with  the  intensity  /  =  p. 

dV 
For  the  value  of  —  ^  fia?  at  any  point  is  the  excess  of  the  value 

of  F,  the  potential  of  the  body,  above  V\  the  value  of  the  potential 

when  the  body  is  moved  —da?  in  the  direction  of  ;f. 

If  we  supposed  the  body  shifted  through  the  distance  —5a?,  and 

its  density  changed  from  p  to  —  p  (that  is  to  say,  made  of  repulsive 

dV 
instead  of  attractive  matter,)  then  —-^hx  would  be  the  potential 

due  to  the  two  bodies. 

Now  consider  any  elementary  portion  of  the  body  containing  a 
volume  8r.     Its  quantity  is  p  fir,  and  corresponding  to  it  there  is 
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an  element  of  the  shifted   body  whose  quantity  is   ^pSt;  at  a 

distance  ^bx.    The  eflFect  of  these  two  elements  is  equivalent  to 

that  of  a  magnet  of  strength  pbr  and  length  bx.    The  intensity 

of  magnetization  is  found  by  dividing  the  magnetic  moment  of  an 

element  by  its  volume.    The  result  is  p  bx. 

dF 
Hence  —  -j-  $;r  is  the  magnetic  potential  of  the  body  magnetized 

....  dV  , 

with  the  intensity  pbxin,  the  direction  of  x,  and  —  -^  is  that  of 

the  body  magnetized  with  intensity  p. 

This  potential  may  be  also  considered  in  another  light.  The 
body  was  shifted  through  the  distance  —bx  and  made  of  density 
—p.  Throughout  that  part  of  space  common  to  the  body  in  its 
two  positions  the  density  is  zero,  for^  as  far  as  attraction  is  con- 
cerned, the  two  equal  and  opposite  densities  annihilate  each  other. 
There  remains  therefore  a  shell  of  positive  matter  on  one  side  and « 
of  negative  matter  on  the  other^  and  we  may  regard  the  resultant 
potential  as  due  to  these.  The  thickness  of  the  shell  at  a  point 
where  the  normal  drawn  outwards  makes  an  angle  c  with  the  axis 
of  a;  is  5^  cos  c  and  its  density  is  p.     The  surface-density  is  therefore 

dV 
p  bx  cos  €,  and^  in  the  case  in  which  the  potential  iq  —  -j- ,   the 

surface-density  is  p  cos  e. 

In  this  way  we  can  find  the  magnetic  potential  of  any  body 
uniformly  magnetized  parallel  to  a  given  direction.  Now  if  this 
uniform  magnetization  is  due  to  magnetic  induction,  the  mag- 
netizing force  at  all  points  within  the  body  must  also  be  uniform 
and  parallel. 

This  force  consists  of  two  parts,  one  due  to  external  causes,  and 
the  other  due  to  the  magnetization  of  the  body.  If  therefore  the 
external  magnetic  force  is  uniform  and  parallel,  the  magnetic  force 
due  to  the  magnetization  must  also  be  uniform  and  parallel  for 
all  points  within  the  body. 

Hence,  in  order  that  this  method  may  lead  to  a  solution  of  the 

dV 
problem  of  magnetic  induction,  -j-  must  be  a  linear  function  of 

the  coordinates  x,  y,  z  within  the  body,  and  therefore  V  must  be 
a  quadratic  function  of  the  coordinates. 

Now  the  only  cases  with  which  we  are  acquainted  in  which  V 
is  a  quadratic  function  of  the  coordinates  within  the  body  are  those 
in  which  the  body  is  bounded  by  a  complete  surface  of  the  second 
degree,  and  the  only  case  in  which  such  a  body  is  of  finite  dimen- 
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sions  is  when  it  is  an  ellipsoid.     We  shall  therefore  apply  the 
method  to  the  case  of  an  ellipsoid. 

i-t  I^  +  ?  +  ?  =  i  w 

be  the  equation  of  the  ellipsoid,  and  let  <f>Q  denote  the  definite  integral 


f 


Then  if  we  make 

^=2"'^^'   ^='''-'"'m'    ^=''''*^^'  ^'^ 

tbe  value  of  the  potential  within  the  ellipsoid  will  be 

Fo=-  ^(La^  +Jfy»+JVz«)+ const.  (4) 

If  the  ellipsoid  is  magnetized  with  uniform  intensity  /  in  a 
direction  making  angles  whose  cosines  are  I,  m,  n  with  the  axes 
of  x^  ifi  z,  so  that  the  components  of  magnetization  are 

A  =  II,        B^Im,         (7  =  In, 
the  potential  due  to  this  magnetization  within  the  ellipsoid  will  be 

Q,  =  ^I{Llx-\-Min]f-\-Nnz),  (5) 

If  the  external  magnetizing  force  is  «&,  and  if  its  components 
are  a,  fi,  y,  its  potential  will  be 

r=zXx-\-ry^Zz.  (6) 

The  components  of  the  actual  magnetizing  force  at  any  point 
within  the  body  are  therefore 

X^AL,         r^JBM,        Z^CN.  (7) 

The  most  general  relations  between  the  magnetization  and  the 
magnetizing  force  are  given  by  three  linear  equations^  involving 
nine  coefficients.  It  is  necessary,  however,  in  order  to  fulfil  the 
condition  of  the  conservation  of  energy,  that  in  the  case  of  magnetic 
induction  three  of  these  should  be  equal  respectively  to  other  three, 
so  that  we  should  have 

A  =  K  ^{X^AL)-\.K\{Y^BM)-\-K\{Z^CN\\ 

£=.  r^{X-AL)'\-K ^(r^BM)'\-K\{Z^CN),i  (8) 

C  =  K'^(X^AL)-^K\ir^BM)+K  ^{Z--CN).) 

From  these  equations  we  may  determine  A,  B  and  C  in  terms 
of  X,  Y,  Z^  and  this  will  give  the  most  general  solution  of  the 
problem. 

The  potential  outside  the  ellipsoid  will  then  be  that  due  to  the 

•  See  Thomson  and  Tait's  Natural  Philosophy,  §  522. 
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magnetization  of  the  ellipsoid  together  with  that  due  to  the  external 
magnetic  force. 

438.]  The  only  case  of  practical  importance  is  that  in  which 


^1—   *2"~"'^3  —  ^* 


(9) 


We  have  then 


A  =. 


B  = 


1  +  Kii 


X, 


r, 


1+K3N 


(10) 


If  the  ellipsoid  haa  two  axes  equal,  and  is  of  the  planetary  or 
flattened  form^  ,  a 


6z=  c  = 


i=4.(i,- 


-J\  — 


(11) 


sin 


in"^^)> 

if=iV=27r(— ^3— sm  1^- --^)  . 
If  the  ellipsoid  is  of  the  ovary  or  elongated  form 

i  =  3f=2^(^-^^logy— ^). 

iV=4^(V-l)(;^log!— ^-1)- 


(12) 


(13) 


(14) 


In  the  case  of  a  sphere,  when  ^  =  0, 

i;  =  if  =i\r=^7r.  (15) 

In  the  case  of  a  very  flattened  planetoid  L  becomes  in  the  limit 

equal  to  4  w,  and  M  and  N  become  w^  -  • 

c 

In  the  case  of  a  very  elongated  ovoid  L  and  M  approximate 
to  the  value  2  ity  while  N  approximates  to  the  form 

and  vanishes  when  ^  =  1. 

It  appears  from  these  results  that — 

(1)  When  ic,  the  coeflScient  of  magnetization^  is  very  small, 
whether  positive  or  negative^  the  induced  magnetization  is  nearly 
equal  to  the  magnetizing  force  multiplied  by  k^  and  is  almost 
independent  of  the  form  of  the  body. 
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(2)  When  /c  is  a  large  positive  quantity,  the  magnetization  depends 
principally  on  the  form  of  the  body^  and  is  almost  independent  of 
the  precise  value  of  ic,  except  in  the  case  of  a  longitudinal  force 
acting  on  an  ovoid  so  elongated  that  Nk  is  a  small  quantity  though 
IC  is  large. 

(3)  If  the  value  of  k  could  be  negative   and  equal  to  —  we 

should  have  an  infinite  value  of  the  magnetization  in  the  case  of 
a  magnetizing  force  acting  normally  to  a  flat  plate  or  disk.  The 
absurdity  of  this  result  confirms  what  we  said  in  Art.  428. 

Hence,  experiments  to  determine  the  value  of  k  may  be  made 
on  bodies  of  any  form  provided  k  is  very  small,  as  it  is  in  the  case 
of  all  diamagnetic  bodies^  and  all  magnetic  bodies  except  iron, 
nickel,  and  cobalt, 

K,  however^  as  in  the  case  of  iron,  k  is  a  large  niunber,  experi- 
ments made  on  spheres  or  flattened  figures  are  not  suitable  to 
determine  k  ;  for  instance,  in  the  case  of  a  sphere  the  ratio  of  the 
magnetization  to  the  magnetizing  force  is  as  1  to  4.22  if  jc  =  30.^ 
as  it  is  in  some  kinds  of  iron,  and  if  k  were  infinite  the  ratio  would 
be  as  1  to  4.19,  80  that  a  very  small  error  in  the  determination 
of  the  magnetization  would  introduce  a  very  large  one  in  the 
value  of  IC. 

But  if  we  make  use  of  a  piece  of  iron  in  the  form  of  a  very 
elongated  ovoid,  then^  as  long  as  Nk  is  of  moderate  value  com- 
pared with  unity,  we  may  deduce  the  value  of  k  from  a  determination 
of  the  magnetization,  and  the  smaller  the  value  of  N  the  more 
accurate  will  be  the  value  of  k. 

In  fact^  if  Nk  be  made  small  enough,  a  small  error  in  the  value 
of  N  itself  will  not  introduce  much  error,  so  that  we  may  use 
any  elongated  body^  such  as  a  wire  or  long  rod,  instead  of  an 
ovoid. 

We  must  remember,  however,  that  it  is  only  when  the  product 
Nk  is  small  compared  with  unity  that  this  substitution  is  allowable. 
In  fact  the  distribution  of  magnetism  on  a  long  cylinder  with  flat 
ends  does  not  resemble  that  on  a  long  ovoid,  for  the  free  mag- 
netism is  very  much  concentrated  towards  the  ends  of  the  cylinder, 
whereas  it  varies  directly  as  the  distance  from  the  equator  in  the 
case  of  the  ovoid. 

The  distribution  of  electricity  on  a  cylinder,  however,  is  really 
comparable  with  that  on  an  ovoid,  as  we  have  already  seen. 
Art.  152. 
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These  resnlts  also  enable  ns  to  understand  why  the  ma^etio 
moment  of  a  permanent  magnet  can  be  made  so  much  greater  when 
the  magnet  has  an  elongated  form.  If  we  were  to  magnetize  a 
disk  with  intensity  /  in  a  direction  normal  to  its  surface,  and  then 
leave  it  to  itself,  the  interior  particles  would  experience  a  constant 
demagnetizing  force  equal  to  4  7r/^  and  this,  if  not  sufficient  of 
itself  to  destroy  part  of  the  magnetization,  would  soon  do  so  if 
aided  by  yibrations  or  changes  of  temperature. 

If  we  were  to  magnetize  a  cylinder  transversely  the  demagnet- 
izing force  would  be  only  2^7. 

If  the  magnet  were  a  sphere  the  demagnetizing  force  would 
be  ivL 

In  a  disk  magnetized  transversely  the  demagnetizing  force  is 

v*  -  /j  and  in  an  elongated   ovoid  magnetized  longitudinally  it 

c 

iale«rtofall,being44'/log^f 

Hence  an  elongated  magnet  is  less  likely  to  lose  its  magnetism 
than  a  short  thick  one. 

The  moment  of  the  force  acting  on  an  ellipsoid  having  different 
magnetic  coefficients  for  the  three  axes  which  tends  to  turn  it  about 
the  axis  of  a?,  is 

Hence,  if  k^  and  k,  are  small,  this  force  will  depend  principally 
on  the  crystalline  quality  of  the  body  and  not  on  its  shape,  pro- 
vided its  dimensions  are  not  very  unequal,  but  if  Kg  and  k^  are 
considerable,  as  in  the  case  of  iron,  the  force  will  depend  principally 
on  the  shape  of  the  body^  and  it  will  turn  so  as  to  set  its  longer 
axis  parallel  to  the  lines  of  force. 

If  a  sufficiently  strongs  yet  uniform,  field  of  magnetic  force  could 
be  obtained,  an  elongated  isotropic  diamagnetic  body  would  also 
set  itself  with  its  longest  dimension  parallel  to  the  lines  of  magnetic 
force. 

4S9.]  The  question  of  the  distribution  of  the  magnetization  of 
an  ellipsoid  of  revolution  under  the  action  of  any  magnetic  forces 
has  been  investigated  by  J.  Neumann  *,  Kirchhoff  f  has  extended 
the  method  to  the  case  of  a  cylinder  of  infinite  length  acted  on  by 
any  force. 

•  CrtlU,  bd.  sxzYii  (1848). 
t  OraU,  bd.  zlTiii  (1854). 
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Oreen,  in  the  17th  section  of  his  Essay,  has  given  an  invest- 
igation of  the  distribution  of  magnetism  in  a  cylinder  of  finite 
length  acted  on  by  a  uniform  external  force  parallel  to  its  axis. 
Though  some  of  the  steps  of  this  investigation  are  not  very 
rigorous^  it  is  probable  that  the  result  represents  roughly  the 
actual  magnetization  in  this  most  important  ease.  It  certainly 
expresses  very  fairly  the  transition  from  the  case  of  a  cylinder 
for  which  k  is  a  large  niunber  to  that  in  which  it  is  very  small, 
but  it  fails  entirely  in  the  case  in  which  k  is  negative,  as  in 
diamagnetic  substances. 

Green  finds  that  the  linear  density  of  free  magnetism  at  a 
distance  w  fix)m  the  middle  of  a  cylinder  whose  radius  is  a  and 
whose  length  is  2/^  is 
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imaginary. 

When  the  length  of  the  cylinder  is  great  compared  with  its 
radius,  the  whole  quantity  of  free  magnetism  on  either  side  of 
the  middle  of  the  cylinder  is,  as  it  ought  to  be, 

M  =  Tt^  ukX, 
Of  this  ijoif  is  on  the  flat  end  of  the  cylinder,  and  the  distance 
of  the  centre  of  gravity  of  the  whole  quantity  M  from  the  end 

x)f  the  cylinder  is  -  • 

When  K  is  very  small  p  is  large,  and  nearly  the  whole  free 
magnetism  is  on  the  ends  of  the  cylinder.  As  k  increases  p 
diminishes,  and  the  free  magnetism  is  spread  over  a  greater  distance 
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from  the  ends.  When  k  is  infinite  the  free  magnetism  at  any 
point  of  the  cylinder  is  simply  proportional  to  its  distance  from 
the  middle  point,  the  distribution  being  similar  to  that  of  free 
electricity  on  a  conductor  in  a  field  of  uniform  force. 

440.]  In  all  substances  except  iron,  nickel^  and  cobalt^  the  co- 
efficient of  magnetization  is  so  small  that  the  induced  magnetization 
of  the  body  produces  only  a  very  slight  alteration  of  the  forces  in 
the  magnetic  field.  We  may  therefore  assume,  as  a  first  approx- 
imation, that  the  actual  magnetic  force  within  the  body  is  the  same 
as  if  the  body  had  not  been  there.     The  superficial  magnetization 

dF  dV 

of  the  body  is  therefore,  as  a  first  approximation,  k  -=- ,  where  -7- 

dv  dv 

is  the  rate  of  increase  of  the  magnetic  potential  due  to  the  external 
magnet  along  a  normal  to  the  surface  drawn  inwards.  If  we 
now  calculate  the  potential  due  to  this  superficial  distribution,  we 
may  use  it  in  proceeding  to  a  second  approximation. 

To  find  th^  mechanical  energy  due  to  the  distribution  of  mag- 
netism on  this  first  approximation  we  must  find  the  surface-integral 


=//'-f 


taken  over  the  whole  surface  of  the  body.     Now  we  hfive  shewri  in 
Art.  100  that  this  is  equal  to  the  volume-integral 


2 


2 


taken  through  the  whole  space  occupied  by  the  body,  or,  if  R  is  the 
resultant  magnetic  force, 

E  =  - /// K  R^  d<cdydz. 

Now  since  the  work  done  by  the  magnetic  force  on  the  body 
during  a  displacement  hx  is  Xhx  where  X  is  the  piechfinical  force 
in  the  direction  of  Wy  and  since 

/  Xhx-k-E  zsz  constant, 

which  shews  that  the  force  acting  on  the  body  is  as  if  every  part 
of  it  tended  to  move  from  places  where  B^  is  less  to  places  where 
it  is  greater  with  a  force  which  on  every  unit  of  volume  is 

d.R^ 
dx 
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I£  Kia  negative,  as  in  diamagnetie  bodies,  this  force  is^  as  Faraday 
first  shewed,  fix)m  stronger  to  weaker  parts  of  the  magnetic  field. 
Most  of  the  actions  observed  in  the  case  of  diamagnetie  bodies 
depend  on  this  property. 

SAip's  MagnetUm. 

441.]  Almost  every  part  of  magnetic  science  finds  its  use  in 
navigation.  The  directive  action  of  the  earth's  magnetism  on  the 
compass  needle  is  the  only  method  of  ascertaining  the  ship's  conrse 
when  the  sun  and  stars  are  hid.  The  declination  of  the  needle  from 
the  true  meridian  seemed  at  first  to  be  a  hindrance  to  the  appli- 
cation of  the  compass  to  navigation^  but  after  this  difficulty  had 
been  overcome  by  the  construction  of  magnetic  charts  it  appeared 
likely  that  the  declination  itsi^lf  would  assist  the  mariner  in  de- 
termining his  ship's  place. 

The  greatest  difficulty  in  navigation  had  always  been  to  ascertain 
the  longitude;  but  since  the  declination  is  different  at  different 
points  on  the  same  parallel  of  latitude^  an  observation  of  the  de- 
clination together  with  a  knowledge  of  the  latitude  would  enable 
the  mariner  to  find  his  position  on  the  magnetic  chart. 

But  in  recent  times  iron  is  so  largely  used  in  the  construction  of 
ships  that  it  has  become  impossible  to  use  the  compass  at  all  without 
taking  into  account  the  action  of  the  ship,  as  a  magnetic  body, 
on  the  needle. 

To  determine  the  distribution  of  magnetism  in  a  mass  of  iron 
of  any  form  under  the  influence  of  the  earth's  magnetic  force, 
even  though  not  subjected  to  mechanical  strain  or  other  disturb- 
ances, is,  as  we  have  seen,  a  very  difficult  problem. 

In  this  case,  however,  the  problem  is  simplified  by  the  following 
considerations. 

The  compass  is  supposed  to  be  placed  with  its  centre  at  a  fixed 
point  of  the  ship,  and  so  far  from  any  iron  that  the  magnetism 
of  the  needle  does  not  induce  any  perceptible  magnetism  in  the 
ship.  The  size  of  the  compass  needle  is  supposed  so  small  that 
we  may  regard  the  magnetic  force  at  any  point  of  the  needle  as 
the  same. 

The  iron  of  the  ship  is  supposed  to  be  of  two  kinds  only. 

(1)  Hard  iron,  magnetized  in  a  constant  manner. 

(2)  Soft  iron,  the  magnetization  of  which  is  induced  by  the  earth 
or  other  magnets. 

In  strictness  we  must  admit  that  the  hardest  iron  is  not  only 
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capable  of  induction  bat  that  it  may  lose  part  of  its  so-called 
permanent  magnetization  in  various  ways. 

The  softest  iron  is  capable  of  retaining  what  is  called  residual 
magnetization.  The  actual  properties  of  iron  cannot  be  accurately 
represented  by  supposing  it  compounded  of  the  hard  iron  and  the 
soft  iron  above  defined.  But  it  has  been  found  that  when  a  ship 
18  acted  on  only  by  the  earth's  magnetic  force,  and  not  subjected 
to  any  extraordinary  stress  of  weather,  the  supposition  that  the 
magnetism  of  the  ship  is  due  partly  to  permanent  magnetisation 
and  jmrtly  to  induction  leads  to  sufficiently  accurate  results  when 
applied  to  the  correction  of  the  compass. 

The  equations  on  which  the  theory  of  the  variation  of  the  compass 
18  founded  were  given  by  Poisson  in  the  fifth  volume  of  the 
MSmoirM  de  Vlnsiitut,  p.  533  (1824). 

The  only  assumption  relative  to  induced  magnetism  which  is 
involved  in  these  equations  is,  that  if  a  magnetic  force  X  due  to 
external  magnetism  produces  in  the  iron  of  the  ship  an  induced 
magnetization,  and  if  this  induced  magnetization  exerts  on  the 
compass  needle  a  disturbing  force  whose  components  are  X\  T\  Z\ 
then,  if  the  external  magnetic  force  is  altered  in  a  given  ratio, 
the  components  of  the  disturbing  force  will  be  altered  in  the 
same  ratio. 

It  is  true  that  when  the  magnetic  force  acting  on  iron  is  very 
great  the  induced  magnetization  is  no  longer  proportional  to  the 
external  magnetic  force,  but  this  want  of  proportionaliiy  is  quite 
insensible  for  magnetic  forces  of  the  magnitude  of  those  due  to  the 
earth^s  action. 

Hence,  in  practice  we  may  assume  that  if  a  magnetic  force 
whose  value  is  unity  produces  through  the  intervention  of  the  iron 
of  the  ship  a  disturbing  force  at  the  compass  needle  whose  com- 
ponents are  a  in  the  direction  of  x,  d  in  that  of  ^,  and  g  in  that  of  Zj 
the  components  of  the  disturbing  force  due  to  a  force  X  in  the 
direction  of  x  will  be  a  X,  dXy  and  gX, 

If  therefore  we  assume  axes  fixed  in  the  ship,  so  that  x  is  towards 
the  ship's  head,  ^  to  the  starboard  side,  and  z  towards  the  keel, 
and  i{  X,  Tj  Z  represent  the  components  of  the  earth's  magnetic 
force  in  these  directions,  and  X%  Y\  Z'  the  components  of  the 
combined  magnetic  force  of  the  earth  and  ship  on  the  compass 
needle,  Z'  =  X+  «X  +  ^7+  c  ^-f  P, 

Z'  =  Z^-gX^-hY^r  kZ^B. 
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In  these  equations  a,  i,  c,  d,  e,/,  g,  h,  k  are  nine  constant  co- 
efficients depending  on  the  amount^  the  arrangement^  and  the 
capacity  for  induction  of  the  soft  iron  of  the  ship. 

P,  Q,  and  R  are  constant  quantities  depending  on  the  permanent 
magnetization  of  the  ship. 

It  is  evident  that  these  equations  are  sufficiently  general  if 
magnetic  induction  is  a  linear  function  of  magnetic  force,  for  they 
are  neither  more  nor  less  than  the  most  general  expression  of  a 
vector  as  a  linear  function  of  another  vector. 

It  may  also  be  shewn  that  they  are  not  too  general,  for,  by  a 
proper  arrangement  of  iron,  any  one  of  the  coefficients  may  be 
made  to  vary  independently  of  the  others. 

Thus^  a  long  thin  rod  of  iron  under  the  action  of  a  longitudinal 
magnetic  force  acquires  polcs^  the  strength  of  each  of  which  is 
numerically  equal  to  the  cross  section  of  the  rod  multiplied  by 
the  magnetizing  force  and  by  the  coefficient  of  induced  magnet- 
ization. A  magnetic  force  transverse  to  the  rod  produces  a  much 
feebler  magnetization^  the  effect  of  which  is  almost  insensible  at 
a  distance  of  a  few  diameters. 

K  a  long  iron  rod  be  placed  fore  and  aft  with  one  end  at  a 
distance  x  A'om  the  compass  needle,  measured  towards  the  ship's 
head,  then,  if  the  section  of  the  rod  is  A^  and  its  coefficient  of 
magnetization  k,  the  strength  of  the  pole  will  be  AkX^  and,  if 

A  = ,  the  force  exerted  by  this  pole  on  the  compass  needle 

will  be  aX.  The  rod  may  be  supposed  so  long  that  the  effect  of 
the  other  pole  on  the  compass  may  be  neglected. 

We  have  thus  obtained  the  means  of  giving  any  required  value 
to  the  coefficient  a. 

If  we  place  another  rod  of  section  B  with  one  extremity  at  the 
same  pointy  distant  x  from  the  compass  toward  the  head  of  the 
vessel,  and  extending  to  starboard  to  such  a  distance  that  the 
distant  pole  produces  no  sensible  effect  on  the  compass,  the  dis- 
turbing force  due  to  this  rod  will  be  in  the  direction  of  a?,  and 

BkY  hx^ 

equal  to  — g-  ,  or  if  ^  =  —  ,  the  force  will  be  h  Y. 

X  K 

This  rod  therefore  introduces  the  coefficient  b. 

A  third  rod  extending  downwards  from  the  same  point  will 
introduce  the  coefficient  c. 

The  coefficients  d,  e,/  may  be  produced  by  three  rods  extending 
to  head^  to  starboard,  and  downward  from  a  point  to  starboard  of 
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the  compass^  and  g^  h^  khy  three  rods  in  parallel  directions  from 
a  point  below  the  compass. 

Hence  each  of  the  nine  coefficients  can  be  separately  varied  by 
means  of  iron  rods  properly  placed. 

The  quantities  P,  Q,  R  are  simply  the  components  of  the  force 
on  the  compass  arising  from  the  permanent  magnetization  of  the 
ship  together  with  that  part  of  the  induced  magnetization  which 
is  due  to  the  action  of  this  permanent  magnetization. 

A  complete  discussion  of  the  equations  (1),  and  of  the  relation 
between  the  true  magnetic  course  of  the  ship  and  the  course  as 
indicated  by  the  compass,  is  given  by  Mr.  Archibald  Smith  in  the 
Admiralty  Mantial  of  the  Deviation  of  the  Compass, 

A  valuable  graphic  method  of  investigating  the  problem  is  there 
given.  Taking  a  fixed  point  as  origin^  a  line  is  drawn  from  this 
point  representing  in  direction  and  magnitude  the  horizontal  part 
of  the  actual  magnetic  force  on  the  compass-needle.  As  the  ship 
is  swung  round  so  as  to  bring  her  head  into  different  azimuths 
in  succession,  the  extremity  of  this  line  describes  a  curve,  each 
point  of  which  corresponds  to  a  particular  azimuth. 

Such  a  curve,  by  means  of  which  the  direction  and  magnitude  of 
the  force  on  the  compass  is  given  in  terms  of  the  magnetic  course 
of  the  ship,  is  called  a  Dygogram. 

There  are  two  varieties  of  the  Dygogram.  In  the  first,  the  curve 
is  traced  on  a  plane  fixed  in  space  as  the  ship  turns  round.  In 
the  second  kind,  the  curve  is  traced  on  a  plane  fixed  with  respect 
to  the  ship. 

The  dygogram  of  the  first  kind  is  the  Lima9on  of  Pascal,  that 
of  the  second  kind  is  an  ellipse.  For  the  construction  and  use  of 
these  curves,  and  for  many  theorems  as  interesting  to  the  mathe- 
matician as  they  are  important  to  the  navigator,  the  reader  is 
referred  to  the  Admiralty  Manual  of  the  Deviation  of  the  Compass, 
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webeb's  theobt  of  induced  magnetism. 


442.]  Wb  have  seen  that  Poisson  supposes  the  magnetization  of 
iron  to  consist  in  a  separation  of  the  magnetic  fluids  within  each 
magnetic  molecule.  K  we  wish  to  avoid  the  assumption  of  the 
existence  of  magnetic  fluids^  we  may  state  the  same  theory  in 
another  form,  hy  saying  that  each  molecule  of  the  iron,  when  the 
magnetizing  force  acts  on  it,  ^becomes  a  magnet. 

Weber's  theoiy  differs  &om  this  in  assuming  that  the  molecules 
of  the  iron  are  always  magnets,  even  before  the  application  of 
the  magnetizing  force,  but  that  in  ordinary  iron  the  magnetic 
axes  of  the  molecules  are  turned  indifferently  in  every  direction, 
so  that  the  iron  as  a  whole  exhibits  no  magnetic  properties. 

When  a  magnetic  force  acts  on  the  iron  it  tends  to  turn  the 
axes  of  the  molecules  all  in  one  direction,  and  so  to  cause  the  iron, 
as  a  whole,  to  become  a  magnet. 

If  the  axes  of  all  the  molecules  were  set  parallel  to  each  other, 
the  iron  would  exhibit  the  greatest  intensity  of  magnetization  of 
which  it  is  capable.  Hence  Weber's  theory  implies  the  existence 
of  a  limiting  intensity  of  magnetization,  and  the  experimental 
evidence  that  such  a  limit  exists  is  therefore  necessary  to  the 
theory.  Experiments  shewing  an  approach  to  a  limiting  value  of 
magnetization  have  been  made  by  Joule  *  and  by  J.  Miiller  f. 

The  experiments  of  Beetz  J  on  electrotype  iron  deposited  under 
the  action  of  magnetic  force  famish  the  most  complete  evidence 
of  this  limit, — 

A  silver  wire  was  varnished,  and  a  very  narrow  line  on  the 

•  Annah  of  EleeiricUy,  ir.  p.  131,  1839  ;  PhU.  Mag.  [4]  il  p.  316. 
t  Pogg.,  Ann,  Ixxix.  p.  837,  1860. 
t  Pogg.  cxi.  1860. 
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metal  was  laid  bare  by  making  a  fine  longitadinal  scratch  on  the 
varnish.  The  wire  was  then  immersed  in  a  solution  of  a  salt  of 
iron,  and  placed  in  a  magnetic  field  with  the  scratch  in  the  direction 
of  a  line  of  magnetic  force.  By  making  the  wire  the  cathode  of 
an  electric  current  through  the  solution^  iron  was  deposited  on 
the  narrow  exposed  surface  of  the  wire,  molecule  by  molecale.  The 
filament  of  iron  thus  formed  was  then  examined  magnetically.  Its 
magnetic  moment  was  found  to  be  very  great  for  so  small  a  mass 
of  iron,  and  when  a  powerful  magnetizing  force  was  made  to  act 
in  the  same  direction  the  increase  of  temporary  magnetization  was 
found  to  be  very  small,  and  the  permanent  magnetization  was  not 
altered.  A  magnetizing  force  in  the  reverse  direction  at  once 
reduced  the  filament  to  the  condition  of  iron  xnagnetized  in  the 
ordinary  way. 

Weber's  theoiy,  which  supposes  that  in  this  case  the  magnetizing 
force  placed  the  axis  of  each  molecule  in  the  same  direction  during 
the  instant  of  its  deposition,  agrees  very  well  with  what  is 
observed. 

Beetz  found  that  when  the  electrolysis  is  continued  under  the 
action  of  the  magnetizing  force  the  intensity  of  magnetization 
of  the  subsequently  deposited  iron  diminishes.  The  axes  of  the 
molecules  are  probably  deflected  from  the  line  of  magnetizing 
force  when  they  are  being  laid  down  side  by  side  with  the  mole- 
cules already  deposited,  so  that  an  approximation  to  parallelism 
can  be  obtained  only  in  the  case  of  a  very  thin  filament  of  iron. 

If,  as  Weber  supposes,  the  molecules  of  iron  are  already  magnets, 
any  magnetic  force  sufficient  to  render  their  axes  parallel  as  they 
aze  electrolytically  deposited  will  be  sufficient  to  produce  the  highest 
intensity  of  magnetization  in  the  deposited  filament. 

If^  on  the  other  hand,  the  molecules  of  iron  are  not  magnets, 
but  are  only  capable  of  magnetization,  the  magnetization  of  the 
deposited  filament  will  depend  on  the  magnetizing  force  in  the 
same  way  in  which  that  of  sofb  iron  in  general  depends  on 
it.  The  experiments  of  Beetz  leave  no  room  for  the  latter  hy- 
pothesis. 

448.]  We  shall  now  assume,  with  Weber,  that  in  every  imit  of 
volume  of  the  iron  there  are  n  magnetic  molecules,  and  that  the 
magnetic  moment  of  each  is  m.  l£  the  axes  of  all  the  molecules 
were  placed  parallel  to  one  another,  the  magnetic  moment  of  the 
miit  of  volume  would  be 

Jf  =  ntn, 
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and  this  would  be  the  greatest  intensity  of  magnetization  of  which 
the  iron  is  capable. 

In  the  unmagnetized  state  of  ordinary  iron  Weber  pnpposes  the 
axes  of  its  molecules  to  be  placed  indifferently  in  all  directions. 

To  express  this,  we  may  suppose  a  sphere  to  be  described^  and 

a  radius  drawn  from  the  centre  parallel  to  the  direction  of  the  axis 

of  each  of  the  n  molecules.     The  distribution  of  the  extremities  of 

these  radii  will  express  that  of  the  axes  of  the  molecules.     In 

the  case  of  ordinary  iron  these  n  points  are  equally  distributed 

over  every  part  of  the  surface  of  the  sphere^  so  that  the  number 

of  molecules  whose  axes  make  an  angle  less  than  a  with  the  axis 

of  a?  is  n  .  . 

-  (1  — cosa), 

and  the  number  of  molecules  whose  axes  make  angles  with  that 
of  0*,  between  a  and  a+£^a  is  therefore 

-smaaa. 
2 

This  is  the  arrangement  of  the  molecules  in  a  piece  of  iron  which 

has  never  been  magnetized. 

Let  us  now  suppose  that  a  magnetic  force  X  is  made  to  act 
on  the  iron  in  the  direction  of  the  axis  of  x,  and  let  us  consider 
a  molecule  whose  axis  was  originally  inclined  a  to  the  axis  of  x. 

If  this  molecule  is  perfectly  free  to  turn,  it  will  place  itself  with 
its  axis  parallel  to  the  axis  of  x^  and  if  all  the  molecules  did  so, 
the  very  slightest  magnetizing  force  would  be  found  sufficient 
to  develope  the  very  highest  degree  of  magnetization.  This,  how- 
ever^ is  not  the  case. 

.  The  molecules  do  not  turn  with  their  axes  parallel  to  at,  and 
this  is  either  because  each  molecule  is  acted  on  by  a  force  tending 
to  preserve  it  in  its  original  direction,  or  because  an  equivalent 
effect  is  produced  by  the  mutual  action  of  the  entire  system  of 
molecules. 

Weber  adopts  the  former  of  these  suppositions  as  the  simplest, 
and  supposes  that  each  molecule,  when  deflected,  tends  to  return 
to  its  original  position  with  a  force  which  is  the  same  as  that 
which  a  magnetic  force  D,  acting  in  the  original  direction  of  its 
axis,  would  produce. 

The  position  which  the  axis  actually  assumes  is  therefore  in  the 
direction  of  the  resultant  of  X  and  D, 

Let  APB  represent  a  section  of  a  sphere  whose  radius  represents, 
on  a  certain  scale,  the  force  B, 
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Liet  the  radius  OP  be  parallel  to  the  axis  of  a  particular  molecule 
in  its  original  position. 

Let  80  represent  on  the  same  scale  the  magnetizing  force  X 
which  is  supposed  to  act  from  &  towards  0.  Then^  if  the  molecule 
is  acted  on  by  the  force  X  in  the  direction  80^  and  by  a  force 
J>  in  a  direction  parallel  to  OP,  the  original  direction  of  its  axis, 
its  axis  will  set  itself  in  the  direction  aSP,  that  of  the  resultant 
of  X  and  D, 

Since  the  axes  of  the  molecules  are  originally  in  all  directions^ 
P  may  be  at  any  point  of  the  sphere  indifferently.  In  Fig.  5,  in 
which  X  is  less  than  i>,  8f^  the  final  position  of  the  axis,  may  be 
in  any  direction  whatever,  but  not  indifferently^  for  more  of  the 
molecules  will  have  their  axes  turned  towards  A  than  towards  B. 
In  Fig.  6,  in  which  X  is  greater  than  By  the  axes  of  the  molecules 
will  be  all  confined  within  the  cone  8TT  touching  the  sphere. 


Fig.  6.  Fig.  6. 

Hence  there  are  two  different  cases  according  as  X  is  less  or 
greater  than  B, 

Let      a  =  AOP,  the  original  inclination  of  the  axis  of  a  molecule 

to  the  axis  of  j*. 
6  =  A8Py  the  inclination  of  the  axis  when  deflected  by 

the  force  X. 
fi  =  8P0,  the  angle  of  deflexion. 
80  =  Xy  the  magnetizing  force. 

OP  =  By  the  force  tending  towards  the  original  position. 
8P  =  R,  the  resultant  of  X  and  B. 
m  =  magnetic  moment  of  the  molecule. 
Then  the  moment  of  the  statical  couple  due  to  X,  tending  to 
diminish  the  angle  0,  is 

mL  =  7nX  sinOy 
and  the  moment  of  the  couple  due  to  By  tending  to  increase  0,  is 

mL  =z  mB sin  fi. 
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and  this  would  be  the  greatest  intensity  of  magnetization  of  which 
the  iron  is  capable. 

In  the  unmagnetized  state  of  ordinary  iron  Weber  Piipposes  the 
axes  of  its  molecules  to  be  placed  indifferently  in  all  directions. 

To  express  this,  we  may  suppose  a  sphere  to  be  described^  and 

a  radius  drawn  from  the  centre  parallel  to  the  direction  of  the  axis 

of  each  of  the  n  molecules.     The  distribution  of  the  extremities  of 

these  radii  will  express  that  of  the  axes  of  the  molecules.     In 

the  case  of  ordinary  iron  these  71  points  are  equally  distributed 

over  every  part  of  the  surface  of  the  sphere,  so  that  the  number 

of  molecules  whose  axes  make  an  angle  less  than  a  with  the  axis 

of  a?  is  n  .  . 

-(l-cosa), 

and  the  number  of  molecules  whose  axes  make  angles  with  that 
of  0*,  between  a  and  a+^a  is  therefore 

-sm  aaa. 

This  is  the  arrangement  of  the  molecules  in  a  piece  of  iron  which 
has  never  been  magnetized. 

Let  us  now  suppose  that  a  magnetic  force  X  is  made  to  act 
on  the  iron  in  the  direction  of  the  axis  of  w,  and  let  us  consider 
a  molecule  whose  axis  was  originally  inclined  a  to  the  axis  of  x. 

If  this  molecule  is  perfectly  free  to  turn,  it  will  place  itself  with 
its  axis  parallel  to  the  axis  of  x^  and  if  all  the  molecules  did  so, 
the  very  slightest  magnetizing  force  would  be  found  sufficient 
to  develope  the  very  highest  degree  of  magnetization.  This,  how- 
ever, is  not  the  case. 

.  The  molecules  do  not  turn  with  their  axes  parallel  to  x^  and 
this  is  either  because  each  molecule  is  acted  on  by  a  force  tending 
to  preserve  it  in  its  original  direction,  or  because  an  equivalent 
effect  is  produced  by  the  mutual  action  of  the  entire  system  of 
molecules. 

Weber  adopts  the  former  of  these  suppositions  as  the  simplest, 
and  supposes  that  each  molecule,  when  deflected,  tends  to  return 
to  its  original  position  with  a  force  which  is  the  same  as  that 
which  a  magnetic  force  i>,  acting  in  the  original  direction  of  its 
axis,  would  produce. 

The  position  which  the  axis  actually  assumes  is  therefore  in  the 
direction  of  the  resultant  of  X  and  D, 

Let  APB  represent  a  section  of  a  sphere  whose  radius  represents, 
on  a  certain  scale,  the  force  D. 
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Let  the  radius  OP  be  parallel  to  the  axis  of  a  particular  molecule 
in  its  original  position. 

Let  SO  represent  on  the  same  scale  the  magnetizing  force  X 
which  is  supposed  to  act  from  S  towards  0,  Then^  if  the  molecule 
is  acted  on  by  the  force  X  in  the  direction  50,  and  by  a  force 
i>  in  a  direction  parallel  to  OP,  the  original  direction  of  its  axis, 
its  axis  will  set  itself  in  the  direction  SP,  that  of  the  resultant 
of  X  and  D, 

Since  the  axes  of  the  molecules  are  originally  in  all  directions^ 
P  may  be  at  any  point  of  the  sphere  indifferently.  In  Fig.  5,  in 
which  X  is  less  than  i>,  8P,  the  final  position  of  the  axis,  may  be 
in  any  direction  whatever,  but  not  indifferently,  for  more  of  the 
molecules  will  have  their  axes  turned  towards  A  than  towards  B. 
In  Fig.  6,  in  which  X  is  greater  than  By  the  axes  of  the  molecules 
will  be  all  confined  within  the  cone  STT  touching  the  sphere. 


Fig.  5.  Fig.  6. 

Hence  there  are  two  different  cases  according  as  X  is  less  or 
greater  than  D. 

Let      a  =  AOP,  the  original  inclination  of  the  axis  of  a  molecule 

to  the  axis  of  x. 
$  =  ASP,  the  inclination  of  the  axis  when  deflected  by 

the  force  X. 
fi  =  SPO,  the  angle  of  deflexion. 
SO  =  X,  the  magnetizing  force. 

OP  =  By  the  force  tending  towards  the  original  position. 
SP  =  R,  the  resultant  of  X  and  B. 
m  =  magnetic  moment  of  the  molecule. 
Then  the  moment  of  the  statical  couple  due  to  X,  tending  to 
diminish  the  angle  0,  is 

mL  =  mX  siaOy 

and  the  moment  of  the  couple  due  to  B,  tending  to  increase  0,  is 

mL  =  mB  sin  p. 
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Equating  these  valaes,  and  remembering  that  fi  ^  a—0,we  find 

tand  =  wT7i W 

to  determine  the  direction  of  the  axis  after  deflexion. 

We  have  next  to  find  the  intensity  of  magnetization  produced 
in  the  mass  by  the  force  Xj  and  for  this  purpose  we  must  resolve 
the  magnetic  moment  of  eyery  molecule  in  the  direction  of  x^  and 
add  all  these  resolved  parts. 

The  resolved  part  of  the  moment  of  a  molecule  in  the  direction 
cixis  mcoB$, 

The  number  of  molecules  whose  original  inclinations  lay  between 

a  and  a+^a  is  «  •        « 

-  sm  a  aa» 
2 

We  have  therefore  to  integrate 

/=  /    -—  cos  ^  sin  a  rfa,  (2) 

Jq      2 

remembering  that  0  is  a  fuDction  of  a. 

We  may  express  both  0  and  a  in  terms  of  J?,  and  the  expression 

to  be  integrated  becomes 

J^{B^^X*-J^)dB,  (3) 

the  general  integral  of  which  is 

^J|^(i2»  +  3J«-32)«)  +  a  (4) 

In  the  first  case,  that  in  which  X  is  less  than  i>,  the  limits  of 
integration  are  B  ^  D-^^X  and  S  =s  D^X.  In  the  second  case, 
in  which  X  is  greater  than  J),  the  limits  are  jS  =  X+  D  and 
S  =  X^B. 

When  X  is  less  than  D, 

When  X  is  equal  to  D, 

When  X  is  greater  than  D, 
and  when  X  becomes  infinite 

According  to  this  form  of  the  theory,  which  is  that  adopted 
by  Weber  *  as  the  magnetizing  force  increases  from  0  to  -D,  the 

t*,?*®'*  **  ^^^  mistake  in  the  formulii  given  by  Weber  (Trans,  Acad.  Sax.  i. 
p.  672  (1862).  or  Pogg.,  Ann.  Ixxxvii.  p.  167  (1862))  as  the  result  of  this  integration, 
the  steps  of  which  are  not  given  by  him.     His  formula  is 


J.      2  wn  y. 
^  -  3  i>  ^• 

(5) 

r      2 

(6) 

^='«»(^-3X«)' 

(7) 

/  =  mn. 

(8) 
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magDetization  increases  in  the  same  proportion.  When  the  mag- 
netizing force  attains  the  value  D^  the  magnetization  is  two-thirds 
of  its  limiting  value.  When  the  magnetizing  force  is  further 
increased,  the  magnetization,  instead  of  increasing  indefinitely^ 
tends  towards  a  finite  limit. 


3D 


Kg.  7. 


The  law  of  magnetization  is  expressed  in  Fig.  7,  where  the  mag- 
netizing force  is  reckoned  from  0  towards  the  right  and  the  mag- 
netization is  expressed  hy  the  vertical  ordinates.  Weber's  own 
experiments  give  results  in  satisfactory  accordance  with  this  law. 
It  is  probable,  however,  that  the  value  of  i>  is  not  the  same  for 
all  the  molecules  of  the  same  piece  of  iron,  so  that  the  transition 
from  the  straight  line  from  0  to  J^  to  the  curve  beyond  E  may  not 
be  so  abrupt  as  is  here  represented. 

444.]  The  theory  in  this  form  gives  no  account  of  the  residual 
magnetization  which  is  found  to  exist  after  the  magnetizing  force 
is  removed.  I  have  therefore  thought  it  desirable  to  examine  the 
results  of  making  a  further  assumption  relating  to  the  conditions 
tmder  which  the  position  of  equilibrium  of  a  molecule  may  be 
permanently  altered. 

Let  us  suppose  that  the  axis  of  a  magnetic  molecule,  if  deflected 
through  any  angle  /3  less  than  jSq,  will  return  to  its  original 
position  when  the  deflecting  force  is  removed,  but  that  if  the 
deflexion  fi  exceeds  jS^,  then,  when  the  deflecting  force  is  removed, 
the  axis  will  not  return  to  its  original  position,  but  will  be  per- 
manently deflected  through  an  angle  i3— /3o>  ^h^<^h  i^^y  b®  called 
the  permanent  set  of  the  molecule. 

This  assumption  with  respect  to  the  law  of  molecular  deflexion 
is  not  to  be  regarded  as  founded  on  any  exact  knowledge  of  the 
intimate  structure  of  bodies,  but  is  adopted,  in  our  ignorance  of 
the  true  state  of  the  case,  as  an  assistance  to  the  imagination  in 
following  out  the  speculation  suggested  by  Weber. 

Let  i  =  i?sin/3o,  (9) 
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then,  if  the  moment  of  the  couple  acting  on  a  molecule  is  less  than 
mLy  there  will  be  no  permanent  deflexion^  but  if  it  exceeds  mL 
there  will  be  a  permanent  change  of  the  position  of  equilibrium. 

To  trace  the  results  of  this  supposition,  describe  a  sphere  whose 
centre  is  0  and  radius  OL  =  L. 

As  long  as  X  is  less  than  L  everything  will  be  the  same  as 
in  the  case  already  considered,  but  as  soon  as  X  exceeds  L  it  will 
begin  to  produce  a  permanent  deflexion  of  some  of  the  molecules. 

Let  us  take  the  case  of  Fig.  8,  in  which  X  is  greater  than  L 
but  less  than  B.  Through  8  as  vertex  draw  a  double  cone  touching 
the  sphere  L.  Let  this  cone  meet  the  sphere  BmP  and  Q.  Then 
if  the  axis  of  a  molecule  in  its  original  position  lies  between  OA 
and  OP,  or  between  OB  and  OQ,  it  will  be  deflected  through  an 
angle  less  than  )3q,  and  will  not  be  permanently  deflected.     But  if 


Fig.  8.  Fig.  9. 

the  axis  of  the  molecule  lies  originally  between  OP  and  OQ,  then 
a  couple  whose  moment  is  greater  than  L  will  act  upon  it  and 
will  deflect  it  into  the  position  &P,  and  when  the  force  X  ceases 
to  act  it  will  not  resume  its  original  direction,  but  will  be  per- 
manently set  in  the  direction  OP. 
Let  us  put 

L  =  Zsin^o    when     6  =  PSA  or  QSB, 

then  all  those  molecules  whose  axes,  on  the  former  hypotheses, 
would  have  values  of  0  between  Oq  and  it—Oq  will  be  made  to  have 
the  value  Oq  during  the  action  of  the  force  X. 

During  the  action  of  the  force  X,  therefore,  those  molecules 
whpse  axes  when  deflected  lie  within  either  sheet  of  the  double 
cone  whose  semivertical  angle  is  ^q  will  be  arranged  as  in  the 
former  case,  but  all  those  whose  axes  on  the  former  theory  would 
lie  outside  of  these  sheets  will  be  permanently  deflected,  so  that 
their  axes  will  form  a  dense  fringe  round  that  sheet  of  the  cone 
which  lies  towards  A. 
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As  X  increases,  the  number  of  molecules  belonging  to  the  cone 
about  B  continually  diminishes,  and  when  X  becomes  equal  to  D 
all  the  molecules  have  been  wrenched  out  of  their  former  positions 
of  equilibrium,  and  have  been  forced  into  the  fringe  of  the  cone 
round  A,  so  that  when  X  becomes  greater  than  B  all  the  molecules 
form  part  of  the  cone  round  A  or  of  its  fringe. 

When  the  force  X  is  removed,  then  in  the  case  in  which  X  is 
less  than  L  everjrthing  returns  to  its  primitive  state.  When  X 
is  between  L  and  B  then  there  is  a  cone  round  A  whose  angle 

AOP  =  ^0+^0. 
and  another  cone  round  B  whose  angle 

Boq  =  ^0-^0- 

Within  these  cones  the  axes  of  the  molecules  are  distributed 
uniformly.  But  all  the  molecules,  the  original  direction  of  whose 
axes  lay  outside  of  both  these  cones,  have  been  wrenched  from  their 
primitive  positions  and  form  a  fringe  round  the  cone  about  A. 

If  X  is  greater  than  B,  then  the  cone  round  B  is  completely 
dispersed,  and  all  the  molecules  which  formed  it  are  converted  into 
the  fringe  round  A^  and  are  inclined  at  the  angle  ^o  +  /^o* 

445.]  Treating  this  case  in  the  same  way  as  before,  we  find 
for  the  intensity  of  the  temporary  magnetization  during  the  action 
of  the  force  X,  which  is  supposed  to  act  on  iron  which  has  never 
before  been  magnetized, 

When  X  is  less  than  L.         /  =  -  Jf  ,.-  • 

'  3       B 

When  X is  equal  to  Z,  I  =  -M-jr- 

When  X  is  between  L  and  -0, 


^=^l3-^  +  0-x^)LV'-5^-3V^«-i^Jr 

When  X  is  equal  to  B, 
When  X  is  greater  than  B, 

When  X  is  infinite,  I  =  M, 

When  X  is  less  than  L  the  magnetization  follows  the  former 
law,  and  is  proportional  to  the  magnetizing  force.  As  soon  as  X 
exceeds  L  the  magnetization  assumes  a  more  rapid  rate  of  increase 
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on  aocount  of  the  molecules  beginning  to  be  transferred  from  the 
one  cone  to  the  other.  This  rapid  increase,  however^  soon  comes 
to  an  end  as  the  number  of  molecules  forming  the  negative  cone 
diminishes,  and  at  last  the  magnetization  reaches  the  limiting 
value  M. 

If  we  were  to  assume  that  the  values  of  L  and  of  D  are  different 
for  different  molecules^  we  should  obtain  a  result  in  which  the 
different  stages  of  magnetization  are  not  so  distinctly  marked. 

The  residual  magnetization^  I\  produced  by  the  magnetizing  force 
X,  and  observed  after  the  force  has  been  removed,  is  as  follows  : 

When  X  is  less  than  i/.  No  residual  magnetization. 

When  X  is  between  L  and  D, 

/'=i/(i-g)(i-^). 

When  X  is  equal  to  -D, 
When  X  is  greater  than  i>, 


When  X  is  infinite, 

If  we  make 

M-  1000,         i=  3,         1)  —  B, 
we  find  the  following  values  of  the  temporary  and  the  residual 
magnetization : — 


Magnetizing 
Force. 

Temporary 
Magnetization. 

Residual 
Magnetization. 

X 

/ 

r 

0 

0 

0 

1 

133 

0 

2 

267 

0 

3 

400 

0 

4 

729 

280 

5 

837 

410 

6 

864 

485 

7 

882 

637 

8 

897 

574 

00  1000  810 
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These  results  are  laid  down  in  Fig.  10. 
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Fig.  10. 

The  curve  of  temporary  magnetization  is  at  first  a  straight  line 
from  X  =  0  to  X  =  i.  It  then  rises  more  rapidly  till  X  =  JW, 
and  as  X  increases  it  approaches  its  horizontal  asymptote. 

The  curve  of  residual  magnetization  begins  when  X  =  i/,  and 
approaches  an  asymptote  at  a  distance  =  .81  Jf. 

It  must  be  remembered  that  the  residual  magnetism  thus  found 
corresponds  to  the  case  in  which,  when  the  external  force  is  removed, 
there  is  no  demagnetizing  force  arising  from  the  distribution  of 
magnetism  in  the  body  itself.  The  calculations  are  therefore 
applicable  only  to  very  elongated  bodies  magnetized  longitudinally. 
In  the  case  of  short,  thick  bodies  the  residual  magnetism  will  be 
diminished  by  the  reaction  of  the  free  magnetism  in  the  same 
way  as  if  an  external  reversed  magnetizing  force  were  made  to 
act  upon  it. 

446.]  The  scientific  value  of  a  theory  of  this  kind,  in  which  we 
make  so  many  assumptions,  and  introduce  so  many  adjustable 
constants,  cannot  be  estimated  merely  by  its  numerical  agreement 
with  certain  sets  of  experiments.  If  it  has  any  value  it  is  because 
it  enables  us  to  form  a  mental  image  of  what  takes  place  in  a 
piece  of  iron  during  magnetization.  To  test  the  theory,  we  shall 
apply  it  to  the  case  in  which  a  piece  of  iron,  after  being  subjected 
to  a  magnetizing  force  Xq,  is  again  subjected  to  a  magnetizing 
force  Xj. 

If  the  new  force  Xj  acts  in  the  same  direction  in  which  Xq  acted, 
which  we  shall  call  the  positive  direction,  then,  if  X^  is  less  than 
XJ,,  it  will  produce  no  permanent  set  of  the  molecules,  and  when 
X^  is   removed  the  residual  magnetization  will   be  the  same  as 

a  % 


84  WEBER^S   THEORY   OF    INDUCED   MAGNETISM.  [446. 

that  produced  by  Xq.  If  X^  is  greater  than  X^,  then  it  will  produce 
exactly  the  same  effect  as  if  Xj)  had  not  acted. 

But  let  us  suppose  X^  to  act  in  the  negative  direction,  and  let  us 
suppose  Xq  =  2/  cosec  0q,     and    X^  =  — L  cosec  $1, 

As  Xi  increases  numerically,  0^  diminishes.  The  first  molecules 
on  which  X^  will  produce  a  permanent  deflexion  are  those  which 
form  the  fringe  of  the  cone  round  A,  and  these  have  an  inclination 
when  undeflected  of  Oq+Pq. 

As  soon  as  O^^fi^  becomes  less  than  ^o  +  i^o  ^^®  process  of  de- 
magnetization will  commence.  Since,  at  this  instant,  ^^  =  ^q+  2^q, 
Xi,  the  force  required  to  begin  the  demagnetization,  is  less  than 
Xq,  the  force  which  produced  the  magnetization. 

If  the  value  of  D  and  of  L  were  the  same  for  all  the  molecules, 
the  slightest  increase  of  X^  would  wrench  the  whole  of  the  fringe 
of  molecules  whose  axes  have  the  inclination  6q  +  /^o  ^^^  ^  position 
in  which  their  axes  are  inclined  6^  +  Pq  to  the  negative  axis  OB, 

Though  the  demagnetization  does  not  take  place  in  a  manner 
so  sudden  as  this,  it  takes  place  so  rapidly  as  to  afford  some 
confirmation  of  this  mode  of  explaining  the  process. 

Let  us  now  suppose  that  by  giving  a  proper  value  to  the  reverse 
force  Xi  we  have  exactly  demagnetized  the  piece  of  iron. 

The  axes  of  the  molecules  will  not  now  be  arranged  indiffer- 
ently in  all  directions,  as  in  a  piece  of  iron  which  has  never  been 
magnetized,  but  will  form  three  groups. 

(1)  Within  a  cone  of  semiangle  O-^—Pq  surrounding  the  positive 
pole,  the  axes  of  the  molecules  remain  in  their  primitive  positions. 

(2)  The  same  is  the  case  within  a  cone  of  semiangle  Oq—^q 
surrounding  the  negative  pole. 

(3)  The  directions  of  the  axes  of  all  the  other  molecules  form 
a  conical  sheet  surrounding  the  negative  pole,  and  are  at  an 
inclination  ^i+/3o. 

When  Xq  is  greater  than  D  the  second  group  is  absent.  When 
Xi  is  greater  than  D  the  first  group  is  also  absent. 

The  state  of  the  iron,  therefore,  though  apparently  demagnetized, 
is  in  a  different  state  from  that  of  a  piece  of  iron  which  has  never 
been  magnetized. 

To  shew  this,  let  us  consider  the  effect  of  a  magnetizing  force 
Xg  acting  in  either  the  positive  or  the  negative  direction.  The 
first  permanent  effect  of  such  a  force  will  be  on  the  third  group 
of  molecules,  whose  axes  make  angles  =  6i-\-Pq  with  the  negative 
axis. 
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If  the  force  Xj  acts  in  the  negative  direction  it  will  begin  to 
produce  a  permanent  effect  as  soon  as  O2+P0  becomes  less  than 
Oi  +  pQ,  that  is,  as  soon  as  Xg  becomes  greater  than  X^.  But  if 
X2  acts  in  the  positive  direction  it  will  begin  to  remagnetize  the 
iron  as  soon  as  62—fi  becomes  less  than  S^+pQ,  that  is,  when 
$2  =  0i'\-2I3q,  OT  while  Xg  is  still  much  less  than  X^. 

It  appears  therefore  from  our  hypothesis  that — 

When  a  piece  of  iron  is  magnetized  by  means  of  a  force  X^,  its 
magnetism  cannot  be  increased  without  the  application  of  a  force 
greater  than  X^.  A  reverse  force,  less  than  Xq,  is  sufficient  to 
diminish  its  magnetization. 

If  the  iron  is  exactly  demagnetized  by  a  reversed  force  Xj,  then 
it  cannot  be  magnetized  in  the  reversed  direction  without  the 
application  of  a  force  greater  than  X^,  but  a  positive  force  less  than 
Xi  is  sufficient  to  begin  to  remagnetize  the  iron  in  its  original 
direction. 

These  results  are  consistent  with  what  has  been  actually  observed 
by  Ritchie*,  Jacobi  f,  Marianini  J,  and  Joule  §. 

A  very  complete  account  of  the  relations  of  the  magnetization 
of  iron  and  steel  to  magnetic  forces  and  to  mechanical  strains  is 
given  by  Wiedemann  in  his  Galvanismua,  By  a  detailed  com- 
parison of  the  effects  of  magnetization  with  those  of  torsion,  he 
shews  that  the  ideas  of  elasticity  and  plasticity  which  we  derive 
from  experiments  on  the  temporary  and  permanent  torsion  of  wires 
can  be  applied  with  equal  propriety  to  the  temporary  and  permanent 
magnetization  of  iron  and  steel. 

447.]  Matteucci  ||  found  that  the  extension  of  a  hard  iron  bar 
daring  the  action  of  the  magnetizing  force  increases  its  temporary 
magnetism.  This  has  been  confirmed  by  Wertheim.  In  the  case 
of  soft  bars  the  magnetism  is  diminished  by  extension. 

The  permanent  magnetism  of  a  bar  increases  when  it  is  extended, 
and  diminishes  when  it  is  compressed. 

Hence,  if  a  piece  of  iron  is  first  magnetized  in  one  direction, 
and  then  extended  in  another  direction,  the  direction  of  magnet- 
ization will  tend  to  approach  the  direction  of  extension.  If  it  be 
compressed,  the  direction  of  magnetization  will  tend  to  become 
normal  to  the  direction  of  compression. 

This  explains  the  result  of  an  experiment  of  Wiedemann's.     A 

•  PMl.  Mag.,  1833.  +  Pog.,  Ann.,  1834. 

t  Ann,  de  Chimie  d  de  Physique,  1846.  §  Phil.  Trans.,  1855,  p.  287. 

II  Ann.  de  Chimie  et  de  Physique,  1868. 
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current  was  passed  downward  through  a  vertical  wire.  If,  either 
during  the  passage  of  the  current  or  after  it  has  ceased,  the  wire 
be  twisted  in  the  direction  of  a  right-handed  screw,  the  lower  end 
becomes  a  north  pole. 
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Here  the  downward  current  magnetizes  every  part  of  the  wire 
in  a  tangential  direction,  ae  indicated  by  the  letters  NS. 

The  twisting  of  the  wire  in  the  direction  of  a  right-handed  screw 
causes  the  portion  ABCD  to  be  extended  along  the  diagonal  AC 
and  compressed  along  the  diagonal  BJ).  The  direction  of  magnet- 
ization therefore  tends  to  approach  AC  and  to  recede  from  BI), 
and  thus  the  lower  end  becomes  a  north  pole  and  the  upper  end 
a  south  pole. 

Effect  (^Magnetization  on  the  Dimentioni  of  the  Magnet. 

448.]  Joule*,  in. 1842,  found  that  an  iron  bar  becomes  length- 
ened when  it  is  rendered  magnetic  by  an  electric  current  in  a 
coil  which  surrounds  it.  He  afterwards  t  shewed,  by  placing  the 
bar  in  water  within  a  glass  tube,  that  the  volume  of  the  iron  is 
not  augmented  by  this  magnetization,  and  concluded  that  its 
transverse  dimensions  were  contracted. 

Finally,  he  passed  an  electric  current  through  the  axis  of  an  iron 
tube,  and  back  outside  the  tube,  so  as  to  make  the  tube  into  a 
closed  magnetic  solenoid,  the  magnetization  being  at  right  angles 
to  the  axis  of  the  tube.  The  length  of  the  axis  of  the  tube  was 
found  in  this  case  to  be  shortened. 

He  found  that  an  iron  rod  under  longitudinal  pressure  is  also 
elongated  when  it  is  magnetized.  WheUj  however,  the  rod  is 
under  considerable  longitudinal  tension,  the  effect  of  magnetization 
is  to  shorten  it. 
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This  was  the  case  with  a  wire  of  a  quarter  of  an  inch  diameter 
when  the  tension  exceeded  600  pounds  weight. 

In  the  case  of  a  hard  steel  wire  the  effect  of  the  magnetizing 
force  was  in  every  case  to  shorten  the  wire,  whether  the  wire  was 
under  tension  or  pressure.  The  change  of  length  lasted  only  as 
long  as  the  magnetizing  force  was  in  action,  no  alteration  of  length 
was  observed  due  to  the  permanent  magnetization  of  the  steel. 

Joule  found  the  elongation  of  iron  wires  to  be  nearly  proportional 
to  the  square  of  the  actual  magnetization,  so  that  the  first  effect 
of  a  demagnetizing  current  was  to  shorten  the  wire. 

On  the  other  hand,  he  found  that  the  shortening  effect  on  wires 
under  tension,  and  on  steel,  varied  as  the  product  of  the  magnet- 
ization and  the  magnetizing  current. 

Wiedemann  found  that  if  a  vertical  wire  is  magnetized  with  its 
north  end  uppermost,  and  if  a  current  is  then  passed  downwards 
through  the  wire,  the  lower  end  of  the  wire,  if  free,  twists  in  the 
direction  of  the  hands  of  a  watch  as  seen  from  above,  or,  in  other 
words,  the  wire  becomes  twisted  like  a  right-handed  screw. 

In  this  case  the  magnetization  due  to  the  action  of  the  current 
on  the  previously  existing  magnetization  is  in  the  direction  of 
a  left-handed  screw  round  the  wire.  Hence  the  twisting  would 
indicate  that  when  the  iron  is  magnetized  it  contracts  in  the 
direction  of  magnetization  and  expands  in  directions  at  right  angles 
to  the  magnetization.  This,  however,  Feems  not  to  agree  with  Joule's 
results. 

For  further  developments  of  the  theory  of  magnetization,  see 
Arts.  832-845. 


CHAPTER  VII. 

MAGNETIC   MEASUREMENTS. 

449.]  The  principal  magnetic  measurements  are  the  determination 
of  the  magnetic  axis  and  magnetic  moment  of  a  magnet,  and  that 
of  the  direction  and  intensity  of  the  magnetic  force  at  a  given 
place. 

Since  these  measurements  are  made  near  the  surface  of  the  earth, 
the  magnets  are  always  acted  on  by  gravity  as  well  as  by  terrestrial 
magnetism,  and  since  the  magnets  are  made  of  steel  their  mag- 
netism  is  partly  permanent  and  partly  induced.  The  permanent 
magnetism  is  altered  by  changes  of  temperature,  by  strong  in- 
duction, and  by  violent  blows ;  the  induced  magnetism  varies  with 
every  variation  of  the  external  magnetic  force. 

The  most  convenient  way  of  observing  the  force  acting  on  a 
magnet  is  by  making  tiie  magnet  free  to  turn  about  a  vertical 
axis.  In  ordinary  compasses  this  is  done  by  balancing  the  magnet 
on  a  vertical  pivot.  The  finer  the  point  of  the  pivot  the  smaller 
is  the  moment  of  the  friction  which  interferes  with  the  action  of 
the  magnetic  force.  For  more  refined  observations  the  magnet 
is  suspended  by  a  thread  composed  of  a  silk  fibre  without  twist, 
either  single,  or  doubled  on  itself  a  sufllcient  number  of  times,  and 
so  formed  into  a  thread  of  parallel  fibres,  each  of  which  supports 
as  nearly  as  possible  an  equal  part  of  the  weight.  The  force  of 
torsion  of  such  a  thread  is  much  less  than  that  of  a  metal  wire 
of  equal  strength,  and  it  may  be  calculated  in  terms  of  the  ob- 
served azimuth  of  the  magnet,  which  is  not  the  case  with  the  force 
arising  from  the  friction  of  a  pivot. 

The  suspension  fibre  can  be  raised  or  lowered  by  turning  a 
horizontal  screw  which  works  in  a  fixed  nut.  The  fibre  is  wound 
round  the  thread  of  the  screw,  so  that  when  the  screw  is  turned 
the  suspension  fibre  always  hangs  in  the  same  vertical  line. 
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The  suspension  fibre  carries  a  small  horizontal  divided  circle 
called  the  Torsion-circle,  and  a  stirrup  with  an  index,  which  can 
be  placed  so  that  the  index  coincides  with  any  given  division,  of 
the  torsion  circle.  The  stirrup  is  so  shaped  that  the  magnet  bar 
can  be  fitted  into  it  with  its  axis  horizontal^  and  with  any  one 
of  its  four  sides  uppermost. 

To  ascertain  the  zero  of  torsion  a 
same  weight  as  the  magnet  is  placed 
iD  the  stirrup,  and  the  position  of 
the  torsion  circle  when  in  equilibrium 
ascertained. 

The  magnet  itself  is  a  piece  of 
hard-tempered  steel.  According  to 
Gauss  and  Weber  its  length  ought 
to  be  at  least  eight  times  its  greatest 
transverse  dimension.  This  is  neces- 
sary when  permanence  of  the  direc- 
tion of  the  magnetic  axis  within  the 
magnet  is  the  most  important  con- 
sideration. Where  promptness  of 
motion  is  required  the  magnet  should 
be  shorter,  and  it  may  even  be  ad- 
visable in  observing  sudden  altera- 
tions in  magnetic  force  to  use  a  bar 
magnetized  transversely  and  sus- 
pended with  its  longest  dimension 
vertical  *. 

4f50.]  The  magnet  is  provided  with 
an  arrangement  for  ascertaining  its 
angular  position.  For  ordinary  pur- 
poses its  ends  are  pointed,  and  a 
divided  circle  is  placed  below  the 
ends,  by  which  their  positions  are  read  off  by  an  eye  placed  in  a 
plane  through  the  suspension  thread  and  the  point  of  the  needle. 

For  more  accurate  observations  a  plane  mirror  is  fixed  to  the 
magnet,  so  that  the  normal  to  the  mirror  coincides  as  nearly  as 
possible  with  the  axis  of  magnetization.  This  is  the  method 
adopted  by  Gauss  and  Weber. 

Another  method  is  to  attach  to  one  end  of  the  magnet  a  lens  and 
to  the  other  end  a  scale  engraved  on  glass,  the  distance  of  the  lens 

•  Joule,  Proc.  Phil.  Soc.,  ManchetUr,  Nov.  29, 1864. 
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from  the  scale  being  equal  to  the  principal  focal  length  of  the  lens. 
The  straight  line  joining  the  zero  of  the  scale  with  the  optical 
centre  of  the  lens  ought  to  coincide  as  nearly  as  possible  with 
the  magnetic  axis. 

As  these  optical  methods  of  ascertaining  the  angular  position 
of  suspended  apparatus  are  of  great  importance  in  many  physical 
researches,  we  shall  here  consider  once  for  all  their  mathematical 
theory. 

Theory  of  the  Mirror  Method. 

We  shall  suppose  that  the  apparatus  whose  angular  position  is 
to  be  determined  is  capable  of  revolving  about  a  vertical  axis. 
This  axis  is  in  general  a  fibre  or  wire  by  which  it  is  suspended. 
The  mirror  should  be  truly  plane,  so  that  a  scale  of  millimetres 
may  be  seen  distinctly  by  reflexion  at  a  distance  of  several  metres 
from  the  mirror. 

The  normal  through  the  middle  of  the  mirror  should  pass  through 
the  axis  of  suspension,  and  should  be  accurately  horizontal.  We 
shall  refer  to  this  normal  as  the  line  of  collimation  of  the  ap- 
paratus. 

Having  roughly  ascertained  the  mean  direction  of  the  line  of 
collimation  during  the  experiments  which  are  to  be  made,  a  tele- 
scope is  erected  at  a  convenient  distance  in  front  of  the  mirror,  and 
a  little  above  the  level  of  the  mirror. 

The  telescope  is  capable  of  motion  in  a  vertical  plane,  it  is 
directed  towards  the  suspension  fibre  just  above  the  mirror,  and 
a  fixed  mark  is  erected  in  the  line  of  vision,  at  a  horizontal  distance 
from  the  object  glass  equal  to  twice  the  distance  of  the  mirror 
from  the  object  glass.  The  apparatus  should,  if  possible,  be  so 
arranged  that  this  mark  is  on  a  wall  or  other  fixed  object.  In 
order  to  see  the  mark  and  the  suspension  fibre  at  the  same  time 
through  the  telescope,  a  cap  may  be  placed  over  the  object  glass 
having  a  slit  along  a  vertical  diameter.  This  should  be  removed 
for  the  other  observations.  The  telescope  is  then  adjusted  so  that 
the  mark  is  seen  distinctly  to  coincide  with  the  vertical  wire  at  the 
focus  of  the  telescope.  A  plumb-line  is  then  adjusted  so  as  to 
pass  close  in  front  of  the  optical  centre  of  the  object  glass  and 
to  hang  below  the  telescope.  Below  the  telescope  and  just  behind 
the  plumb-line  a  scale  of  equal  parts  is  placed  so  as  to  be  bisected 
at  right  angles  by  the  plane  through  the  mark,  the  suspension-fibre, 
and  the  plumb-line.     The  sum  of  the  heights  of  the  scale  and  the 
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object  glass  should  be  equal  to  twice  the  height  of  the  mirror  from 
the  floor.  The  telescope  being  now  directed  towards  the  mirror 
will  see  in  it  the  reflexion  of  the  scale.  If  the  part  of  the  scale 
where  the  plumb-line  crosses  it  appears  to  coincide  with  the  vertical 
wire  of  the  telescope,  then  the  line  of  collimation  of  the  mirror 
coincides  with  the  plane  through  the  mark  and  the  optical  centre 
of  the  object  glass.  If  the  vertical  wire  coincides  with  any  other 
division  of  the  scale,  the  angular  position  of  the  line  of  collimation 
is  to  be  found  as  follows  : — 

Let  the  plane  of  the  paper  be  horizontal,  and  let  the  various 
points  be  projected  on  this  plane.  Let  0  be  the  centre  of  the 
object  glass  of  the  telescope,  P  the  fixed  mark,  P  and  the  vertical 
wire  of  the  telescope  are  conjugate  foci  with  respect  to  the  object 
glass.  Let  M  be  the  point  where  OP  cuts  the  plane  of  the  mirror. 
Let  MN  be  the  normal  to  the  mirror ;  then  OMN  =  d  is  the  angle 
which  the  line  of  collimation  makes  with  the  fixed  plane.  Let  MS 
be  a  line  in  the  plane  of  OM  and  MN,  such  that  NMS  =  OMN, 
then  S  will  be  the  part  of  the  scale  which  will  be  seen  by  reflexion 
to  coincide  with  the  vertical  wire  of  the  telescope.     Now,  since 


^^"    ^^--N 

^^--...... 


Fig.  H. 

MN  is  horizontal,  the  projected  angles  OMN  and  NMS  in  the 
figure  are  equal,  and  OMS  =20,     Hence  OS  =  03f  tan  20. 

We  have  therefore  to  measure  OM  in  terms  of  the  divisions  of 
the  scale ;  then,  if  Sq  is  the  division  of  the  scale  which  coincides  with 
the  plumb-line,  and  8  the  observed  division, 

s—Sq  =zOMtan20, 

whence  0  may  be  found.  In  measuring  OM  we  must  remember 
that  if  the  mirror  is  of  glass,  silvered  at  the  back,  the  virtual  image 
of  the  reflecting  surface  is  at  a  distance  behind  the  front  surface 
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of  the  glass  =  —  ,  where  t  is  the  thickness  of  the  glass,  and  n  is 

the  index  of  refraction. 

We  must  also  remember  that  if  the  line  of  suspension  does  not 
pass  through  the  point  of  reflexion,  the  position  of  M  will  alter 
with  6.  Hence,  when  it  is  possible,  it  is  advisable  to  make  the 
centre  of  the  mirror  coincide  with  the  line  of  suspension. 

It  is  also  advisable,  especially  when  large  angular  motions  have 
to  be  observed,  to  make  the  scale  in  the  form  of  a  concave  cylindric 
surface,  whose  axis  is  the  line  of  suspension.  The  angles  are  then 
observed  at  once  in  circular  measure  without  reference  to  a  table 
of  tangents.  The  scale  should  be  carefully  adjusted,  so  that  the 
axis  of  the  cylinder  coincides  with  the  suspension  fibre.  The 
numbers  on  the  scale  should  always  run  from  the  one  end  to  the 
other  in  the  same  direction  so  as  to  avoid  negative  readings.    Fig.  1 5 
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Fig.  15. 

represents  the  middle  portion  of  a  scale  to  be  used  with  a  mirror 
and  an  inverting  telescope. 

This  method  of  observation  is  the  best  when  the  motions  are 
slow.  The  observer  sits  at  the  telescope  and  sees  the  image  of 
the  scale  moving  to  right  or  to  left  past  the  vertical  wire  of  the 
telescope.  With  a  clock  beside  him  he  can  note  the  instant  at 
which  a  given  division  of  the  scale  passes  the  wire,  or  the  division 
of  the  scale  which  is  passing  at  a  given  tick  of  the  clock,  and  he 
can  also  record  the  extreme  limits  of  each  oscillation. 

When  the  motion  is  more  rapid  it  becomes  impossible  to  road 
the  divisions  of  the  scale  except  at  the  instants  of  rest  at  the 
extremities  of  an  oscillation.  A  conspicuous  mark  may  be  placed 
at  a  known  division  of  the  scale,  and  the  instant  of  transit  of  this 
mark  may  be  noted. 

When  the  apparatus  is  very  light,  and  the  forces  variable,  the 
motion  is  so  prompt  and  swift  that  observation  through  a  telescope 
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would  be  useless.  In  this  case  the  observer  looks  at  the  scale 
directly,  and  observes  the  motions  of  the  image  of  the  vertical  wire 
thrown  on  the  scale  by  a  lamp. 

It  is  manifest  that  since  the  image  of  the  scale  reflected  by  the 
mirror  and  refracted  by  the  object  glass  coincides  with  the  vertical 
wire,  the  image  of  the  vertical  wire,  if  sufficiently  illuminated,  will 
coincide  with  the  scale.  To  observe  this  the  room  is  darkened,  and 
the  concentrated  rays  of  a  lamp  are  thrown  on  the  vertical  wire 
towards  the  object  glass.  A  bright  patch  of  light  crossed  by  the 
shadow  of  the  wire  is  seen  on  the  scale.  Its  motions  can  be 
followed  by  the  eye,  and  the  division  of  the  scale  at  which  it  comes 
to  rest  can  be  fixed  on  by  the  eye  and  read  off  at  leisure.  If  it  be 
desired  to  note  the  instant  of  the  passage  of  the  bright  spot  past  a 
given  point  on  the  scale,  a  pin  or  a  bright  metal  wire  may  be 
placed  there  so  as  to  flash  out  at  the  time  of  passage. 

By  substituting  a  small  hole  in  a  diaphragm  for  the  cross  wire 
the  image  becomes  a  small  illuminated  dot  moving  to  right  or  left 
on  the  scale,  and  by  substituting  for  the  scale  a  cylinder  revolving 
by  clock  work  about  a  horizontal  axis  and  covered  with  photo- 
graphic paper,  the  spot  of  light  traces  out  a  curve  which  can  be 
afterwards  rendered  visible.  Each  abscissa  of  this  curve  corresponds 
to  a  particular  time,  and  the  ordinate  indicates  the  angular 
position  of  the  mirror  at  that  time.  In  this  way  an  automatic 
system  of  continuous  registration  of  all  the  elements  of  terrestrial 
magnetism  has  been  established  at  Kew  and  other  observatories. 

In  some  cases  the  telescope  is  dispensed  with,  a  vertical  wire 
is  illuminated  by  a  lamp  placed  behind  it,  and  the  mirror  is  a 
concave  one,  which  forms  the  image  of  the  wire  on  the  scale  as 
a  dark  line  across  a  patch  of  light. 

451.]  In  the  Kew  portable  apparatus,  the  magnet  is  made  in 
the  form  of  a  tube,  having  at  one  end  a  lens,  and  at  the  other 
a  glass  scale,  so  adjusted  as  to  be  at  the  principal  focus  of  the  lens. 
Light  is  admitted  from  behind  the  scale,  and  after  passing  through 
the  lens  it  is  viewed  by  means  of  a  telescope. 

Since  the  scale  is  at  the  principal  focus  of  the  lens,  rays  from 
any  division  of  the  scale  emerge  from  the  lens  parallel,  and  if 
the  telescope  is  adjusted  for  celestial  objects,  it  will  shew  the  scale 
in  optical  coincidence  with  the  cross  wires  of  the  telescope.  If  a 
given  division  of  the  scale  coincides  with  the  intersection  of  the 
cross  wires,  then  the  line  joining  that  division  with  the  optical 
centre  of  the  lens  must  be  parallel  to  the  line  of  collimation  of 
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the  telescope.  By  fixing  the  magnet  and  moving  the  telescope,  we 
may  ascertain  the  angular  value  of  the  divisions  of  the  scale^  and 
then,  when  the  magnet  is  suspended  and  the  position  of  the  tele- 
scope known^  we  may  determine  the  position  of  the  magnet  at 
any  instant  by  reading  off  the  division  of  the  scale  which  coincides 
with  the  cross  wires. 

The  telescope  is  supported  on  an  arm  which  is  centred  in  the 
line  of  the  suspension  fibre,  and  the  position  of  the  telescope  is 
read  off  by  verniers  on  the  azimuth  circle  of  the  instrument. 

This  arrangement  is  suitable  for  a  small  portable  magnetometer 
in  which  the  whole  apparatus  is  supported  on  one  tripod,  and  in 
which  the  oscillations  due  to  accidental  disturbances  rapidly 
subside. 

Beterminat'wjh  of  the  Direction  of  the  Axis  of  the  Magnet^  and  of 

the  Direction  of  Terrestrial  Magnetism. 

452.]  Let  a  system  of  axes  be  drawn  in  the  magnet,  of  which  the 
axis  of  ;?  is  in  the  direction  of  the  length  of  the  bar,  and  x  and  y 
perpendicular  to  the  sides  of  the  bar  supposed  a  parallelepiped. 

Let  ly  My  n  and  A^  /li,  v  be  the  angles  which  the  magnetic  axis 
and  the  line  of  coUimation  make  with  these  axes  respectively. 

Let  M  be  the  magnetic  moment  of  the  magnet,  let  H  be  the 
horizontal  component  of  terrestrial  magnetism,  let  Z  be  the  vertical 
component,  and  let  h  be  the  azimuth  in  which  H  acts,  reckoned 
from  the  north  towards  the  west. 

Let  f  be  the  observed  azimuth  of  the  line  of  coUimation^  let 
a  be  the  azimuth  of  the  stirrup^  and  fi  the  reading  of  the  index 
of  the  torsion  circle,  then  a— j3  is  the  azimuth  of  the  lower  end 
of  the  suspension  fibre. 

Let  y  be  the  value  of  a— j3  when  there  is  no  torsion^  then  the 
moment  of  the  force  of  torsion  tending  to  diminish  a  will  be 

r(a-^-y), 

where  r  is  a  coefficient  of  torsion  depending  on  the  nature  of  the 
fibre. 

To  determine  A,  fix  the  stirrup  so  that  y  is  vertical  and  up- 
wards, z  to  the  noi-th  and  x  to  the  west,  and  observe  the  azimuth 
C  of  the  line  of  collimation.  Then  remove  the  magnet,  turn  it 
through  an  angle  tt  about  the  axis  of  z  and  replace  it  in  this 
inverted  position,  and  observe  the  azimuth  C  of  the  line  of  col- 
limation when  y  is  downwards  and  x  to  the  east^ 
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f=a+|-X,  (1) 

C=a-^+X.  (2) 

Hence  x  =  |  +  i(C'-0.  (3) 

Next^  hang  the  stirrup  to  the  suspension  fibre^  and  place  the 
magnet  in  it,  adjusting  it  carefully  so  that  y  may  be  vertical  and 
upwards,  then  the  moment  of  the  force  tending  to  increase  a  is 

3fJS"sin»i8in(8  — a—  -  +  A— r(a— /3— y).  (4) 

But  if  C  is  the  observed  azimuth  of  the  line  of  collimation 

f=a+|-X,  (6) 

so  that  the  force  may  be  written 

Jfjysinwsin(d-C+^-^)-T(C+A-^-/3-y).  (6) 

When  the  apparatus  is  in  equilibrium  this  quantity  is  zero  for 
a  particular  value  of  ^, 

When  the  apparatus  never  comes  to  rest,  but  must  be  observed 
in  a  state  of  vibration,  the  value  of  ^  corresponding  to  the  position 
of  equilibrium  may  be  calculated  by  a  method  which  will  be 
described  in  Art.  735. 

When  the  force  of  torsion  is  small  compared  with  the  moment 
of  the  magnetic  force,  we  may  put  i— f-f /— A  for  the  sine  of  that 
angle. 

If  we  give  to  j3,  the  reading  of  the  torsion  circle,  two  different 
values,  /3i  and  ^^^  and  if  Ci  ai^d  ^  are  the  corresponding  values  of  C) 

ifZrsin;»(Ci-C2)  =  r(Ci-C2-A+^2),  (7) 

or,  if  we  put 

—-kzk_^^^^    then    T  =  iffi^sin»»/,  (8) 

Ci— &— P1+P2 

and  equation  (7)  becomes,  dividing  by  MH^in  m^ 

«-C+^-A.-/(C+A-|-^-y)  =  0.  (9) 

If  we  now  reverse  the  magnet  so  that  y  is  downwards,  and 
adjust  the  apparatus  till  y  is  exactly  vertical,  and  if  ^  is  the  new 
value  of  the  azimuth,  and  h'  the  corresponding  declination, 

h'-C-l+\-r'{C-^  +  I  -/3-y)  =  0,  (10) 

whence  ^' =  i(<r+0  +  ir'(f+C-2(i3  +  y)).  (11) 
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The  reading  of  the  torsion  circle  should  now  be  adjusted^  so  that 
the  coefficient  of  /  may  be  as  nearly  as  possible  zero.  For  this 
purpose  we  must  determine  y,  the  value  of  a— j3  when  there  is  no 
torsion.  This  may  be  done  by  placing  a  non-magnetic  bar  of  the 
same  weight  as  the  magnet  in  the  stirrup^  and  determining  a— )3 
when  there  is  equilibrium.  Since  /  is  small,  great  accuracy  is  not 
required.  Another  method  is  to  use  a  torsion  bar  of  the  same 
weight  as  the  magnet,  containing  within  it  a  very  small  magnet 

whose   magnetic   moment  is  -  of  that  of  the  principal  magnet. 

Since  r  remains  the  same,  /  will  become  mt',  and  if  Ci  and  (^  are 
the  values  of  f  as  found  by  the  torsion  bar, 

«  =  i(Ci  +  C)  +  i«^'(Ci  +  f/-2  0  +  y)).  (12) 

Subtracting  this  equation  from  (11), 

2  («  - 1)  0+ y)  =  («  +  y)iC,  +  iiO  -(1  +  y)  (C+  O-         (13) 

Having  found  the  value  of  )3  +  y  in  this  way,  /3,  the  reading  of 
the  torsion  circle,  should  be  altered  till 

(:+r-2G8  +  y)  =  0,  (14) 

as  nearly  as  possible  in  the  ordinary  position  of  the  apparatus. 

Then,  since  /  is  a  very  small  numerical  quantity,  and  since  its 
coefficient  is  very  small,  the  value  of  the  second  term  in  the  ex- 
pression for  d  will  not  vary  much  for  small  errors  in  the  values 
of  /  and  y,  which  are  the  quantities  whose  values  are  least  ac- 
curately known. 

The  value  of  b,  the  magnetic  declination,  may  be  found  in  this 
way  with  considerable  accuracy,  provided  it  remains  constant  during 
the  experiments,  so  that  we  may  asstmie  5'=  b. 

When  great  accuracy  is  required  it  is  necessary  to  take  account 
of  the  variations  of  b  during  the  experiment.  For  this  purpose 
observations  of  another  suspended  magnet  should  be  made  at  the 
same  instants  that  the  different  values  of  (  are  observed,  and  if 
r;,  rj"  are  the  observed  azimuths  of  the  second  magnet  corresponding 
to  C  and  f ',  and  if  b  and  6'  are  the  corresponding  values  of  6,  then 

5'-5  =  Tj'^rj.  (15) 

Hence,  to  find  the  value  of  8  we  must  add  to  (11)  a  correction 

The  declination  at  the  time  of  the  first  observation  is  therefore 

«=i(C+C'+^-r,0  +  i/(f+r-2^-2y).  (16) 
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To  find  the  direction  of  the  magnetic  axis  within  the  magnet 
subtract  (10)  from  (9)  and  add  (15), 

^  =  A-hHC-n-i(>?-^0-fi/(C-r  +  2A-^).  (17) 

By  repeating  the  experiments  with  the  bar  on  its  two  edges,  so 
that  the  axis  of  as  is  vertically  upwards  and  downwards,  we  can 
find  the  value  of  m.  If  the  axis  of  coUimation  is  capable  of  ad- 
justment it  ought  to  be  made  to  coincide  with  the  magnetic  axis 
as  nearly  as  possible,  so  that  the  error  arising  from  the  magnet  not 
being  exactly  inverted  may  be  as  small  as  possible  *. 

On  the  Measurement  of  Magnetic  Forces, 

453.]  The  most  important  measurements  of  magnetic  force  are 
those  which  determine  M^  the  magnetic  moment  of  a  magnet^ 
and  //,  the  intensity  of  the  horizontal  component  of  terrestrial 
magnetism.  This  is  generally  done  by  combining  the  results  of 
two  experiments,  one  of  which  determines  the  ratio  and  the  other 
the  product  of  these  two  quantities. 

The  intensity  of  the  magnetic  force  due  to  an  infinitely  small 
magnet  whose  magnetic  moment  is  3/,  at  a  point  distant  r  from 
the  centre  of  the  magnet  in  the  positive  direction  of  the  axis  of 
the  magnet,  is  i?  _  9  -^^  (\\ 

and  is  in  the  direction  of  r.  If  the  magnet  is  of  finite  size  but 
spherical,  and  magnetized  uniformly  in  the  direction  of  its  axis, 
this  value  of  the  force  will  still  be  exact.  If  the  magnet  is  a 
solenoidal  bar  magnet  of  length  2  L, 

i?=2^(l+25  +  3^  +  &c.).  (2) 

If  the  magnet  be  of  any  kind,  provided  its  dimensions  are  all 
small  compared  with  r, 

B  =  2f,(l+A,l+A,^)+&c..  (3) 

where  Ai,  A^y  &c.  are  coefficients  depending  on  the  distribution  of 
the  magnetization  of  the  bar. 

Let  H  be  the  intensity  of  the  horizontal  part  of  terrestrial 
magnetism  at  any  place.  //  is  directed  towards  magnetic  north. 
Let  r  be  measured  towards  magnetic  west,  then  the  magnetic  force 
at  the  extremity  of  r  will  be  //  towards  the  north  and  li  towards 

*  See  a  Paper  on  'Imperfect  Inversion/  by  W.  Swan.     Tram,  K.  S,  Edin., 
vol.  zxi  (1855),  p.  349. 
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the  west.     The  resultant  foree  will  make  an  angle  $  with  the 
magnetic  meridian,  measured  towards  the  west,  and  such  that 

jB  =  jytan^.  (4) 

Hence,  to  determine  -^  we  proceed  as  follows : — 

The  direction  of  the  magnetic  north  having  been  ascertained,  a 
magnet,  whose  dimensions  should  not  be  too  great,  is  suspended 
as  in  the  former  experiments^  and  the  deflecting  magnet  if  is 
placed  so  that  its  centre  is  at  a  distance  r  from  that  of  the  sus- 
pended magnet^  in  the  same  horizontal  plane^  and  due  magnetic 
east. 

The  axis  of  M  is  carefully  adjusted  so  as  to  be  horizontal  and 
in  the  direction  of  r. 

The  suspended  magnet  is  observed  before  M  is  brought  near 
and  also  after  it  is  placed  in  position.  If  ^  is  the  observed  deflexion, 
we  havCj  if  we  use  the  approximate  formula  (1)^ 

^  =  ytan(^;  (5) 

or,  if  we  use  the  formula  (3), 

^^r^iAn0=l  +  A^^+A^^+&c.  (6) 

Here  we  must  bear  in  mind  that  though  the  deflexion  0  can 
be  observed  with  great  accuracy,  the  distance  r  between  the  centres 
of  the  magnets  is  a  quantity  which  cannot  be  precisely  deter- 
mined, unless  both  magnets  are  fixed  and  their  centres  defined 
by  marks. 

This  diflBculty  is  overcome  thus  : 

The  magnet  M  is  placed  on  a  divided  scale  which  extends  east 
and  west  on  both  sides  of  the  suspended  magnet.  The  middle 
point  between  the  ends  of  M  is  reckoned  the  centre  of  the  magnet. 
This  point  may  be  marked  on  the  magnet  and  its  position  observed 
on  the  scale,  or  the  positions  of  the  ends  may  be  observed  and 
the  arithmetic  mean  taken.  Call  this  s^,  and  let  the  line  of  the 
suspension  fibre  of  the  suspended  magnet  when  produced  cut  the 
scale  at  Sq^  then  ri=*i— ^q,  where  s^  is  known  accurately  and  Sq  ap- 
proximately.   Let  $1  be  the  deflexion  observed  in  this  position  of  J/. 

Now  reverse  M,  that  is,  place  it  on  the  scale  with  its  ends 
reversed,  then  r^  will  be  the  same,  but  M  and  A^y  A^,  &c.  will 
have  their  signs  changed,  so  that  if  $2  is  the  deflexion, 

1  IT  11 
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Taking  the  arithmetical  mean  of  (6)  and  (7), 

i  jg:ri3(tan^i-tan^,)=  1+^272+^74+*^-  W 

Now  remove  M  to  the  west  side  of  the  suspended  magnet^  and 
place  it  with  its  centre  at  the  point  marked  2«(,— «  on  the  scale. 
Let  the  deflexion  when  the  axis  is  in  the  first  position  be  ^3,  and 
when  it  is  in  the  second  ^4,  then^  as  before^ 

1      TT  1  1 

4  3^''2'(tan^3-tan(?4)=  l+^a^i^+J^^+fcc.  (9) 

Let  us  suppose  that  tlie  true  position  of  the  centre  of  the  sus- 
pended magnet  is  not  «o  but  ^q  +  o-,  then 

r^rizT^fT,         r2  =  r+<r,  (10) 

and  \^r,-^T^:)^r^{\^.''^^^^^^)^  (11) 

and  since  -^  may  be  neglected  if  the  measurements  are  carefully 

made,  we  are  sure  that  we  may  take  the  arithmetical  mean  of  r^ 
and  fg"  for  r". 

Hence,  taking  the  arithmetical  mean  of  (8)  and  (9), 

-T7^^(tan^i-tan^jj  +  tan^3— tan^J  =  l+^^-5-+&c.,    (12) 

8  Hu.  T 

or,  making 

-(tan^i— tan^2+*^^^8~^^^4)  =  -^»  (^3) 

i^i)r3=l+4,^+&c. 

454.]  We  may  now  regard  1)  and  r  as  capable  of  exact  deter- 
mination. 

The  quantity  A^  can  in  no  case  exceed  iL^y  where  L  is  half  the 
length  of  the  magnet,  so  that  when  r  is  considerable  compared 
with  L  we  may  neglect  the  term  in  A^  and  determine  the  ratio 
of  jy  to  Jf  at  once.  We  cannot,  however,  assume  that  A^  is  equal 
to  2Z^,  for  it  may  be  less,  and  may  even  be  negative  for  a  magnet 
whose  largest  dimensions  are  transverse  to  the  axis.  The  term 
in  -^4,  and  all  higher  terms,  may  safely  be  neglected. 

To  eliminate  A^^  repeat  the  experiment,  using  distances  r^,  r^^  r^^ 
&c.,  and  let  the  values  of -D  be  B^^  B^y  D^^  &c.,  then 

_  2^,  1         J3V 

7)  »23f,l        A^. 

&c.  &c. 

H  3 
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If  we  suppose  that  the  probable  errors  of  these  equations  are 
equal,  as  they  will  be  if  they  depend  on  the  determination  of  D 
only,  and  if  there  is  no  uncertainty  about  r,  then,  by  multiplying 
each  equation  by  r"^  and  adding  the  results,  we  obtain  one  equation, 
and  by  multiplying  each  equation  by  r~*  and  adding  we  obtain 
another,  according  to  the  general  rule  in  the  theory  of  the  com- 
bination of  fallible  measures  when  the  probable  error  of  each 
equation  is  supposed  the  same. 

Let  us  write 

^{Br-^)  for  i>irrHi>2^2"'  +  A^3"'-i-&c., 
and  use  similar  expressions  for  the  sums  of  other  groups  of  symbols, 
then  the  two  resultant  equations  may  be  written 

^{Dr-^)  =  ^  (2(r-<»)+J,S(r-«)), 

S(i>f-»)  =  t^  (S(r-8)+^S(r-W)), 
whence 

and    A^{^{D  r"^)  2  (r--^<>)-2  (i>r-«)  2  (r-^)} 

=  2  {Dr"^)  2  (r-«)  -  2  {Br'^)  2  {r-% 

The  value  of  A^  derived  from  these  equations  ought  to  be  less 
than  half  the  square  of  the  length  of  the  magnet  M,  If  it  is  not 
we  may  suspect  some  error  in  the  observations.  This  method  of 
observation  and  reduction  was  given  by  Gauss  in  the  *  First  Report 
of  the  Magnetic  Association.' 

When  the  observer  can  make  only  two  series  of  experiments  at 

2if 
distances  r^  and  r,,  the  value  of  -^p  derived  from  these  experi- 

ments  is  ^ 

If  hD^  and  hD^  are  the  actual  errors  of  the  observed  deflexions 
D^  and  -Dg,  the  actual  error  of  the  calculated  result  Q  will  be 


w^'l^-^':^^'—^ 


If  we  suppose  the  errors  hl)-^  and  hB^  to  be  independent,  and 
that  the  probable  value  of  either  is  8i>,  then  the  probable  value 
of  the  error  in  the  calculated  value  of  Q  will  be  h  Q,  where 

f  10   I   *.  10 
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If  we  suppose  that  one  of  these  distances^  say  the  smaller,  is 
given,  the  value  of  the  greater  distance  may  be  determined  so  as 
to  make  bQ  a,  minimum.  This  condition  leads  to  an  equation  of 
the  fifth  degree  in  r^^^  which  has  only  one  real  root  greater  than 
fg^.     From  this  the  best  value  of  r^  is  found  to  be  r^  =  1.3189r2*. 

If  one  observation  only  is.  taken  the  best  distance  is  when 

bD        r-^r 

where  8-D  is  the  probable  error  of  a  measurement  of  deflexion,  and 
br\a  the  probable  error  of  a  measurement  of  distance. 

Method  of  Sines. 

455.]  The  method  which  we  have  just  described  may  be  called 
the  Method  of  Tangents,  because  the  tangent  of  the  deflexion  is 
a  measure  of  the  magnetic  force. 

If  the  line  r^,  instead  of  being  measured  east  or  west,  is  adjusted 
till  it  is  at  rigiit  angles  with  the  axis  of  the  deflected  magnet, 
then  R  is  the  same  as  before,  but  in  order  that  the  suspended 
magnet  may  remain  perpendicular  to  r,  the  resolved  part  of  the 
force  II  in  the  direction  of  r  must  be  equal  and  opposite  to  B, 
Hence,  if  $  is  the  deflexion,  J?  =  if  sin  ^. 

This  method  is  called  the  Method  of  Sines.  It  can  be  applied 
only  when  li  is  less  than  H, 

In  the  Kew  portable  apparatus  this  method  is  employed.  The 
suspended  magnet  hangs  from  a  part  of  the  apparatus  which 
revolves  along  with  the  telescope  and  the  arm  for  the  deflecting 
magnet,  and  the  rotation  of  the  whole  is  measured  on  the  azimuth 
circle. 

The  apparatus  is  first  adjusted  so  that  the  axis  of  the  telescope 
coincides  with  the  mean  position  of  the  line  of  collimation  of  the 
magnet  in  its  undisturbed  state.  If  the  magnet  is  vibrating,  the 
true  azimuth  of  magnetic  north  is  found  by  observing  the  ex- 
tremities of  the  oscillation  of  the  transparent  scale  and  making  the 
proper  correction  of  the  reading  of  the  azimuth  circle. 

The  deflecting  magnet  is  then  placed  upon  a  straight  rod  which 
passes  through  the  axis  of  the  revolving  apparatus  at  right  angles 
to  the  axis  of  the  telescope,  and  is  adjusted  so  that  the  axis  of  the 
deflecting  magnet  is  in  a  line  passing  through  the  centre  of  the 
suspended  magnet. 

The  whole  of  the  revolving  apparatus  is  then  moved  till  the  line 

*  See  Airy's  Magnetism, 
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of  collimation  of  the  suspended  magnet  again  coincides  with  the 
axis  of  the  telescope^  and  the  new  azimuth  reading  is  corrected, 
if  necessary^  by  the  mean  of  the  scale  readings  at  the  extremities 
of  an  oscillation. 

The  difference  of  the  corrected  azimuths  gives  the  deflexion,  after 
which  we  proceed  as  in  the  method  of  tangents,  except  that  in  the 
expression  for  I)  we  put  sin  0  instead  of  tan  0. 

In  this  method  there  is  no  correction  for  the  torsion  of  the  sus- 
pending fibre,  since  the  relative  position  of  the  fibre,  telescope, 
and  magnet  is  the  same  at  every  observation. 

The  axes  of  the  two  magnets  remain  always  at  right  angles  in 
this  method,  so  that  the  correction  for  length  can  be  more  ac- 
curately made. 

456.]  Having  thus  measured  the  ratio  of  the  moment  of  the 
deflecting  magnet  to  the  horizontal  component  of  terrestrial  mag- 
netism, w^e  have  next  to  find  the  product  of  these  quantities,  by 
determining  the  moment  of  the  couple  with  which  terrestrial  mag- 
netism tends  to  turn  the  same  magnet  when  its  axis  is  deflected 
from  the  magnetic  meridian. 

There  are  two  methods  of  making  this  measurement^  the  dy- 
namical^ in  which  the  time  of  vibration  of  the  magnet  under  the 
action  of  terrestrial  magnetism  is  observed,  and  the  statical,  in 
which  the  magnet  is  kept  in  equilibrium  between  a  measurable 
statical  couple  and  the  magnetic  force. 

The  dynamical  method  requires  simpler  apparatus  and  is  more 
accurate  for  absolute  measurements,  but  takes  up  a  considerable 
time^  the  statical  method  admits  of  almost  instantaneous  measure- 
ment, and  is  therefore  useful  in  tracing  the  changes  of  the  intensity 
of  the  magnetic  force,  but  it  requires  more  delicate  apparatus,  and 
is  not  so  accurate  for  absolute  measurement. 

Method  of  Fibralions. 

The  magnet  is  suspended  with  its  magnetic  axis  horizontal,  and 
is  set  in  vibration  in  small  arcs.  The  vibrations  are  observed  by 
means  of  any  of  the  methods  already  described. 

A  point  on  the  scale  is  chosen  corresponding  to  the  middle  of 
t^e  arc  of  vibration.  The  instant  of  passage  through  this  point 
of  the  scale  in  the  positive  direction  is  observed.  If  there  is  siifii- 
cient  time  before  the  return  of  the  magnet  to  the  same  point,  the 
instant  of  passage  through  the  point  in  the  negative  direction  is 
also  observed,  and  the  process  is  continued  till  « -f  1  positive  and 
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n  negative  passages  have  been  observed.  If  the  vibrations  are 
too  rapid  to  allow  of  every  consecutive  passage  being  observed, 
every  third  or  every  fifth  passage  is  observed,  care  being  taken  that 
the  observed  passages  are  alternately  positive  and  negative. 

Let  the   observed  times  of  passage  be  ^i,  ?'2>  ^2n+i»  ^^en  if 

we  put         Li^T,  +  T,  +  T,^lke.  +  y,._,  +  i T,,^,)  =  T,^„ 

then  T^^i  is  the  mean  time  of  the  positive  passages,  and  ought 
to  agree  with  iT'^+i,  the  mean  time  of  the  negative  passages,  if  the 
point  has  been  properly  chosen.  The  mean  of  these  results  is 
to  be  taken  as  the  mean  time  of  the  middle  passage. 

After  a  large  number  of  vibrations  have  taken  place,  but  before 
the  vibrations  have  ceased  to  be  distinct  and  regular,  the  observer 
makes  another  series  of  observations,  from  which  he  deduces  the 
mean  time  of  the  middle  passage  of  the  second  series. 

By  calculating  the  period  of  vibration  either  from  the  first 
series  of  observations  or  from  the  second,  he  ought  to  be  able  to 
be  certain  of  the  number  of  whole  vibrations  which  have  taken 
place  in  the  interval  between  the  time  of  middle  passage  in  the  two 
series.  Dividing  the  interval  between  the  mean  times  of  middle 
passage  in  the  two  series  by  this  numl)er  of  vibrations,  the  mean 
time  of  vibration  is  obtained. 

The  observed  time  of  vibration  is  then  to  be  reduced  to  the 
time  of  vibration  in  infinitely  small  arcs  by  a  formula  of  the  same 
kind  as  that  used  in  pendulum  observations,  and  if  the  vibrations 
are  found  to  diminish  rapidly  in  amplitude,  there  is  another  cor- 
rection for  resistance,  see  Art.  740.  These  corrections,  however,  are 
very  small  when  the  magnet  hangs  by  a  fibre,  and  when  the  arc  of 
vibration  is  only  a  few  degrees. 

The  equation  of  motion  of  the  magnet  is 

A  ±^  +  ME  sine -h  31117' (O'-y)  =  0 

where  0  is  the  angle  between  the  magnetic  axis  and  the  direction 
of  the  force  //,  A  is  the  moment  of  inertia  of  the  magnet  and 
suspended  apparatus,  31  is  the  magnetic  moment  of  the  magnet, 
II  the  intensity  of  the  horizontal  magnetic  force,  and  MHt  the 
coeflicient  of  torsion  :  /  is  determined  as  in  Art.  452,  and  is  a 
very  small  quantity.     Tlio  value  of  0  for  equilibrium  is 

T    V 

6^  = -y  ,     a  very  small  angle, 

1  4-T 


^3 
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and  the  solution  of  the  equation  for  small  values  of  the  amplitude, 

e=  Ccos(27r^  +a)  +  ^o> 
where  T  is  the  periodic  time,  and  C  the  amplitude,  and 

whence  we  find  the  value  of  MH, 

Here  T  is  the  time  of  a  complete  vibration  determined  from 
observation.  A^  the  moment  of  inertia^  is  found  once  for  all  for 
the  magnet,  either  by  weighing  and  measuring  it  if  it  is  of  a 
regular  figure,  or  by  a  dynamical  process  of  comparison  with  a  body 
whose  moment  of  inertia  is  known. 

Combining  this  value  of  3fH  with  that  of  jj.-  formerly  obtained, 
we  get  M^  =  iMH)  (f  )  =  ^^^^^  D 

and  m  =  iMH){^)  =  jr.-^-0^Sr^- 

457.]  We  have  supposed  that  //  and  M  continue  constant  during 
the  two  series  of  experiments.  The  fluctuations  of  //  may  be 
ascertained  by  simultaneous  observations  of  the  bifilar  magnet- 
ometer to  be  presently  described,  and  if  the  magnet  has  been  in 
use  for  some  time,  and  is  not  exposed  during  the  experiments  to 
changes  of  temperature  or  to  concussion,  the  part  of  3f  which  de- 
pends on  permanent  magnetism  may  be  assumed  to  be  constant. 
All  steel  magnets,  however,  are  capable  of  induced  magnetism 
depending  on  the  action  of  external  magnetic  force. 

Now  the  magnet  when  employed  in  the  deflexion  experiments 
is  placed  with  its  axis  east  and  west,  so  that  the  action  of  ter- 
restrial magnetism  is  transverse  to  the  magnet,  and  does  not  tend 
to  increase  or  diminish  M,  When  the  magnet  is  made  to  vibrate, 
its  axis  is  north  and  south,  so  that  the  action  of  terrestrial  mag- 
netism tends  to  magnetize  it  in  the  direction  of  the  axis,  and 
therefore  to  increase  its  magnetic  moment  by  a  quantity  k  H^  where 
^  is  a  coefiicient  to  be  found  by  experiments  on  the  magnet. 

There  are  two  ways  in  which  this  source  of  error  may  be  avoided 
without  calculating  k,  the  experiments  being  arranged  so  that  the 
magnet  shall  be  in  the  same  condition  when  employed  in  deflecting 
another  magnet  and  when  itself  swinging. 
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We  may  place  the  deflecting   magnet  with  its  axis  pointing  " 
north,  at  a  distance  r  from  the  centre  of  the  suspended  magnet, 
the  line  r  making  an  angle  whose  cosine  is  vj  with  the  magnetic 
meridian.     The  action  of  the  deflecting  magnet  on  the  suspended 
one  is  then  at  right  angles  to  its  own  direction,  and  is  equal  to 

Here  31  is  the  magnetic  moment  when  the  axis  points  north, 
as  in  the  experiment  of  vibration,  so  that  no  correction  has  to  be 
made  for  induction. 

This  method,  however,  is  extremely  difficult,  owing  to  the  large 
errors  which  would  be  introduced  by  a  slight  displacement  of  the 
deflecting  magnet,  and  as  the  correction  by  reversing  the  deflecting 
magnet  is  not  applicable  here,  this  method  is  not  to  be  followed 
except  when  the  object  is  to  determine  the  coefficient  of  induction. 

The  following  method,  in  which  the  magnet  while  vibi^ting  is 
freed  from  the  inductive  action  of  terrestrial  magnetism,  is  due  to 
Dr.  J.  P.  Joule  *. 

Two  magnets  are  prepared  whose  magnetic  moments  are  as 
nearly  equal  as  possible.  In  the  deflexion  experiments  these  mag- 
nets are  used  separately,  or  they  may  be  placed  simultaneously 
on  opposite  sides  of  the  suspended  magnet  to  produce  a  greater 
deflexion.  In  these  experiments  the  inductive  force  of  terrestrial 
magnetism  is  transverse  to  the  axis. 

Let  one  of  tliese  magnets  be  suspended,  and  let  the  other  be 
placed  parallel  to  it  with  its  centre  exactly  below  that  of  the  sus- 
pended magnet,  and  with  its  axis  in  the  same  direction.  The  force 
which  the  fixed  magnet  exerts  on  the  suspended  one  is  in  the 
opposite  direction  from  that  of  terrestrial  magnetism.  If  the  fixed 
magnet  be  gradually  brought  nearer  to  the  suspended  one  the  time 
of  vibration  will  increase,  till  at  a  certain  point  the  equilibrium  will 
cease  to  be  stable,  and  beyond  this  point  the  suspended  magnet 
will  make  oscillations  in  the  reverse  position.  By  experimenting 
in  this  way  a  position  of  the  fixed  magnet  is  found  at  which  it 
exactly  neutralizes  the  efiect  of  terrestrial  magnetism  on  the  sus- 
pended one.  The  two  magnets  are  fastened  together  so  as  to  be 
parallel,  with  their  axes  turned  the  same  way,  and  at  the  distance 
just  found  by  experiment.  They  are  then  suspended  in  the  usual 
way  and  made  to  vibrate  together  through  small  arcs. 

*  Proc.  Phil.  S.,  Manchester,  March  19,  1867. 
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The  lower  magnet  exactly  neutralizes  the  effect  of  terrestrial 
mugnetism  on  the  upper  one,  and  since  the  magnets  are  of  equal 
moment,  the  upper  one  neutralizes  the  inductive  action  of  the  earth 
on  the  lower  one. 

The  value  of  M  is  therefore  the  same  in  the  experiment  of 
vibration  as  in  the  experiment  of  deflexion,  and  no  correction  for 
induction  is  required. 

458.]  The  most  accurate  method  of  ascertaining  the  intensity  of 
the  horizontal  magnetic  force  is  that  which  we  have  just  described. 
The  whole  series  of  experiments,  however,  cannot  be  performed  with 
sufficient  accuracy  in  much  less  than  an  hour,  so  that  any  changes 
in  the  intensity  which  take  place  in  periods  of  a  few  minutes  would 
escape  observation.  Hence  a  different  method  is  required  for  ob- 
serving the  intensity  of  the  magnetic  force  at  any  instant. 

The  statical  method  consists  in  deflecting  the  magnet  by  means 
of  a  statical  couple  acting  in  a  horizontal  plane.  If  Z  be  the 
moment  of  this  couple,  M  the  magnetic  moment  of  the  magnet, 
H  the  horizontal  component  of  terrestrial  magnetism,  and  B  the 
deflexion.  Mil  sin  ^  =  i. 

Hence,  if  L  is  known  in  terms  of  ^,  MH  can  be  found. 

The  couple  L  may  be  generated  in  two  ways,  by  the  torsional 
elasticity  of  a  wire,  as  in  the  ordinary  torsion  balance,  or  by  the 
weight  of  the  suspended  apparatus,  as  in  the  bifilar  suspension. 

In  the  torsion  balance  the  magnet  is  fastened  to  the  end  of  a 

vertical  wire,  tlie  upper  end  of  which  can  be  turned  round,  and  its 

rotation  measured  by  means  of  a  torsion  circle. 

We  have  then 

L  =  r(a  — Oo  — ^)  =  MHsmO. 

Here  Oq  is  the  value  of  the  reading  of  the  torsion  circle  when  the 

axis  of  the  magnet  coincides  with  the  magnetic  meridian,  and  a  is 

the  actual  reading.     If  the  torsion  circle  is  turned  so  as  to  bring 

the  magnet  nearly  perpendicular  to  the  magnetic  meridian,  so  that 

e^—ff,     then     r(a-ao-|+0  =  3fZr(l-i^2)^ 

or     Mn^r{l^\ff^){a-a,-'^J,ff). 

By  observing  ^,  the  deflexion  of  the  magnet  when  in  equilibrium, 
we  can  calculate  MH  provided  we  know  r. 

If  we  only  wish  to  know  the  relative  value  of  11  at  different 
times  it  is  not  necessary  to  know  cither  M  ox  r. 

Wo  may  easily  determine  r  in  absolute  measure  by  suspending 
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a  non-magnetic  body  from  the  same  wire  and  observing  its  time 
of  oscillation,  then  if  A  is  the  moment  of  inertia  of  this  body,  and 
T  the  time  of  a  complete  vibration, 

47rM 

The  chief  objection  to  the  use  of  the  torsion  balance  is  that  the 
zero-reading  Oq  is  liable  to  change.  Under  the  constant  twisting 
force,  arising  from  the  tendency  of  the  magnet  to  turn  to  the  north, 
the  wire  gradually  acquires  a  permanent  twisty  so  that  it  becomes 
necessary  to  determine  the  zero-reading  of  the  torsion  circle  afresh 
at  short  intervals  of  time. 

Blfilar  Suspension, 

4f59.]  The  method  of  suspending  the  magnet  by  two  wires  or 
fibres  was  introduced  by  Gauss  and  Weber.  As  the  bifilar  sus- 
pension is  used  in  many  electrical  instruments,  we  shall  investigate 
it  more  in  detail.  The  general  appearance  of  the  suspension  is 
shewn  in  Fig.  16,  and  Fig.  17  represents  the  projection  of  the  wires 
on  a  horizontal  plane. 

AB  and  A'B'  are  the  projections  of  the  two  wires. 

AA'  and  BB'  are  the  lines  joining  the  upper  and  the  lower  ends 
of  the  wires. 

a  and  b  are  the  lengths  of  these  lines. 

a  and  ^  their  azimuths. 

W  and  W  the  vertical  components  of  the  tensions  of  tlie  wires. 

Q  and  Q'  their  horizontal  components. 

h  the  vertical  distance  between  AA'  and  BB^. 

Tlie  forces  which  act  on  the  magnet  are — ^its  weight,  the  couple 
aris'mg  from  terrestrial  magnetism,  the  torsion  of  the  wires  (if  any) 
and  their  tensions.  Of  these  the  effects  of  magnetism  and  of 
torsion  are  of  the  nature  of  couples.  Hence  the  resultant  of  the 
tensions  must  consist  of  a  vertical  force,  equal  to  the  weight  of  the 
magnet,  together  with  a  couple.  The  resultant  of  the  vertical 
components  of  the  tensions  is  therefore  along  the  line  whose  pro- 
jection is  0,  the  intersection  of  AA'  and  J?^,  and  either  of  these 
lines  is  divided  in  0  in  the  ratio  of  W^  to  W. 

The  horizontal  components  of  the  tensions  form  a  couple,  and 
are  therefore  equal  in  magnitude  and  parallel  in  direction.  Calling 
either  of  them  Q,  the  moment  of  the  couple  which  they  form  is 

L^q.PF,  (1) 

where  PP^  is  the  distance  between  the  parallel  lines  AB  and  A'B^. 
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To  find  the  value  of  L  we  have  the  equations  of  moments 

and  the  geometrical  equation 

{ABArA:ir)PV  -  a58in(a-/8), 
whence  we  obtain, 

L  =  q.PF  =  -/^p  Bin(a-i3). 


(2) 


(3) 


(4) 


Fig.  10. 


Fig.  17. 


If  m  is  the  mass  of  the  suspended  apparatus,  and  g  the  intensity 

of  gravity,  W-\-W'^wg.  (5) 

If  we  also  write  W^  W  =  nmg^  (6) 


Jt  =  -  (1  ^n^)mg-j-  sin  (a— )3). 


we  find  It  =  -d  —n^^ma^^  sin  {q.^Q\.  (7) 

The  value  of  L  is  therefore  a  maximum  with  respect  to  n  when  n 
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is  zero^  that  is^  when  the  weight  of  the  suspended  mass  is  equally 
borne  by  the  two  wires. 

We  may  adjust  the  tensions  of  the  wires  to  equality  by  observing 
the  time  of  vibration,  and  making  it  a  minimum,  or  we  may  obtain 
a  self-acting  adjustment  by  attaching  the  ends  of  the  wires,  as 
in  Fig.  16,  to  a  pulley,  which  turns  on  its  axis  till  the  tensions 
are  equal. 

The  distance  of  the  upper  ends  of  the  suspension  wires  is  re- 
gulated by  means  of  two  other  puUies.  The  distance  between  the 
lower  ends  of  the  wires  is  also  capable  of  adjustment. 

By  this  adjustment  of  the  tension,  the  couple  arising  from  the 
tensions  of  the  wires  becomes 

r        \   ah  .    ,         _. 

i/  =  -  -T-  ^^  810  (<»""i3). 

4    A 
The  moment  of  the  couple  arising  from  the  torsion  of  the  wires 
is  of  the  form  ^  (y—B) 

where  r  is  the  sum  of  the  coefRcients  of  torsion  of  the  wires. 

The  wires  ought  to  be  without  torsion  when  a  =  j3,  we  may 
then  make  y  ^=i  a. 

The  moment  of  the  couple  arising  from  the  horizontal  magnetic 

force  is  of  the  form 

MHsin  (d-d), 

where  5  is  the  magnetic  declinationj  and  0  is  the  azimuth  of  the 
axis  of  the  magnet.   We  shall  avoid  the  introduction  of  unnecessary 
symbols  without  sacrificing  generality  if  we  assume  that  the  axis  of 
the  magnet  is  parallel  to  BB^^  or  that  p  =  0, 
The  equation  of  motion  then  becomes 

^-p-  =  J/ifsin(6  — d)  + -  ^^«^sin(a— d)  +  r(a-d).        (8) 

There  are  three  principal  positions  of  this  apparatus. 

(1)  When  a  is  nearly  equal  to  J.  If  Ti  is  the  time  of  a  complete 
oscillation  in  this  position,  then 

4i'j(^A       1  (Uf  _,-T.  ,  . 

-ya-  =  4  -^nt^+r  +  MH.  (9) 

(2)  When  a  is  nearly  equal  to  8  +  w.  If  ^g  ^^  ^^^  ^™^  ^^  ^ 
complete  oscillation  in  this  position,  the  north  end  of  the  magnet 
being  now  turned  towards  the  south, 

•"yT-  =  -^-jmg^T^MH.  (10) 

The  quantity  on  the  right-hand  of  this  equation  may  be  made 
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as  small  as  we  please  by  diminishing  a  or  d,  but  it  must  not  be 
made  negative,  or  the  equilibrium  of  the  magnet  ¥nill  become  un- 
stable. The  magnet  in  this  position  forms  an  instrument  by  wUch 
small  variations  in  the  direction  of  the  magnetic  force  may  be 
rendered  sensible. 

For  when  8— d  is  nearly  equal  to  w,  sin  {h—O)  is  nearly  equal  to 
^—5^  and  we  find 

<?  =  «-.,    .     ^^ (8-«).  (11) 

---^mg  +  T^MH 

4    n 

By  diminishing  the  denominator  of  the  fraction  in  the  last  term 
we  may  make  the  variation  of  0  very  large  compared  with  that  of  h. 
We  should  notice  that  the  coefficient  of  h  in  this  expression  is 
negative,  so  that  when  the  direction  of  the  magnetic  force  turns 
in  one  direction  the  magnet  turns  in  the  opposite  direction. 

(3)  In  the  third  position  the  upper  part  of  the  suspension- 
apparatus  is  turned  round  till  the  axis  of  the  magnet  is  nearly 
perpendicular  to  the  magnetic  meridian. 

If  we  make 

d-i=^+^,     and     a-d  =  i3-^,  (12) 

the  equation  of  motion  may  be  written 

^~=ifircosd'-f  i^f»^sin(^-0  +  r(/3-^).  (13) 

If  there  is  equilibrium  when  H=  Hq  and  6^=  0, 

MHo  +  -  J  mffsinp+pT  =  0,  (14) 

and  if  //  is  the  value  of  the  horizontal  force  corresponding  to  a 

small  angle  $",  ^  ^^ 

(j-T-mgcosfi  +  T      \ 
'-rr— — n-         ('^) 

In  order  that  the  magnet  may  be  in  stable  equilibrium  it  is 
necessary  that  the  numerator  of  the  fraction  in  the  second  member 
should  be  positive,  but  the  more  nearly  it  approaches  zero,  the 
more  sensitive  will  be  the  instrument  in  indicating  changes  in  the 
value  of  the  intensity  of  the  horizontal  component  of  terrestrial 
magnetism. 

The  statical  method  of  estimating  the  intensity  of  the  force 
depends  upon  the  action  of  an  instrument  which  of  itself  assumes 
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diflferent  positions  of  equilibrium  for  different  values  of  the  force. 
Hence,  by  means  of  a  mirror  attached  to  the  magnet  and  throwing 
a  spot  of  light  upon  a  photographic  surface  moved  by  clockwork, 
a  curve  may  be  traced,  from  which  the  intensity  of  the  force  at  any 
instant  may  be  determined  according  to  a  scale^  which  we  may  for 
the  present  consider  an  arbitrary  one. 

460.]  In  an  observatory,  where  a  continuous  system  of  regis- 
tration of  declination  and  intensity  is  kept  up  either  by  eye  ob- 
servation or  by  the  automatic  photographic  method,  the  absolute 
values  of  the  declination  and  of  the  intensity,  as  well  as  the  position 
and  moment  of  the  magnetic  axis  of  a  magnet,  may  be  determined 
to  a  greater  degree  of  accuracy. 

For  the  declinometer  gives  the  declination  at  every  instant  affected 
by  a  constant  error,  and  the  bifilar  magnetometer  gives  the  intensity 
at  every  instant  multiplied  by  a  constant  coefficient.  In  the  ex- 
periments we  substitute  for  b,  6  +  5o  where  5'  is  the  reading  of 
the  declinometer  at  the  given  instant,  and  5q  is  the  unknown  but 
constant  error,  so  that  d^  +  ^o  ^^  ^^^  ^^^^  declination  at  that  instant. 

In  like  manner  for  //,  we  substitute  CH^  where  H'  is  the  reading 
of  the  magnetometer  on  its  arbitrary  scale,  and  (7  is  an  unknown 
but  constant  multiplier  which  converts  these  readings  into  absolute 
measure,  so  that  CH^  is  the  horizontal  force  at  a  given  instant. 

The  experiments  to  determine  the  absolute  values  of  the  quan- 
tities must  be  conducted  at  a  sufficient  distance  from  the  declino- 
meter and  magnetometer,  so  that  the  different  magnets  may  not 
sensibly  disturb  each  other.  The  time  of  every  observation  must 
be  noted  and  the  corresponding  values  of  6'  and  H'  inserted.  The 
equations  are  then  to  be  treated  so  as  to  find  bQ,  the  constant  error 
of  the  declinometer,  and  C  the  coefficient  to  be  applied  to  the 
readings  of  the  magnetometer.  When  these  are  found  the  readings 
of  both  instruments  may  be  expressed  in  absolute  measure.  The 
absolute  measurements,  however,  must  be  frequently  repeated  in 
order  to  take  account  of  changes  which  may  occur  in  the  magnetic 
axis  and  magnetic  moment  of  the  magnets. 

461.]  The  methods  of  determining  the  vertical  component  of  the 
terrestrial  magnetic  force  have  not  been  brought  to  the  same  degree 
of  precision.  The  vertical  force  must  act  on  a  magnet  which  turns 
about  a  horizontal  axis.  Now  a  body  which  turns  about  a  hori- 
zontal axis  cannot  be  made  so  sensitive  to  the  action  of  small  forces 
as  a  body  which  is  suspended  by  a  fibre  and  turns  about  a  vertical 
axis.     Besides  this,  the  weight  of  a  magnet  is  so  large  compared 
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with  the  magnetic  force  exerted  upon  it  that  a  small  displace- 
ment of  the  centre  of  inertia  by  unequal  dilatation,  &c.  produces 
a  greater  effect  on  the  position  of  the  magnet  than  a  considerable 
change  of  the  magnetic  force. 

Hence  the  measurement  of  the  vertical  force,  or  the  comparison 
of  the  vertv^al  and  the  horizontal  forces,  is  the  least  perfect  part 
of  the  system  of  magnetic  measurements. 

The  vertical  part  of  the  magnetic  force  is  generally  deduced  from 
the  horizontal  force  by  determining  the  direction  of  the  total  force. 

If  i  be  the  angle  which  the  total  force  makes  with  its  horizontal 
component^  i  is  called  the  magnetic  Dip  or  Inclination^  and  if  // 
is  the  horizontal  force  already  foimd^  then  the  vertical  force  is 
iTtan  i,  and  the  total  force  is  //sec  t. 

The  magnetic  dip  is  found  by  means  of  the  Dip  Needle. 

The  theoretical  dip-needle  is  a  magnet  with  an  axis  which  passes 
through  its  centre  of  inertia  perpendicular  to  the  magnetic  axis 
of  the  needle.  The  ends  of  this  axis  are  made  in  the  form  of 
cylinders  of  small  radius,  the  axes  of  which  are  coincident  with  the 
line  passing  through  the  centre  of  inertia.  These  cylindrical  ends 
rest  on  two  horizontal  planes  and  are  free  to  roll  on  them. 

When  the  axis  is  placed  magnetic  east  and  west,  the  needle 
is  free  to  rotate  in  the  plane  of  the  magnetic  meridian,  and  if  the 
instrument  is  in  perfect  adjustment,  the  magnetic  axis  will  set  itself 
in  the  direction  of  the  total  magnetic  force. 

It  is,  however,  practically  impossible  to  adjust  a  dip-needle  so 
that  its  weight  does  not  influence  its  position  of  equilibrium, 
because  its  centre  of  inertia,  even  if  originally  in  the  line  joining 
the  centres  of  the  rolling  sections  of  the  cylindrical  ends,  will  cease 
to  be  in  this  line  when  the  needle  is  imperceptibly  bent  or  un- 
equally expanded.  Besides,  the  determination  of  the  true  centre 
of  inertia  of  a  magnet  is  a  very  difficult  operation,  owing  to  the 
interference  of  the  magnetic  force  with  that  of  gravity. 

Let  us  suppose  one  end  of  the  needle  and  one  end  of  the 
pivot  to  be  marked.  Let  a  line,  real  or  imaginary,  be  drawn  on 
the  needle,  which  we  shall  call  the  Line  of  CoUimation.  The 
position  of  this  line  is  read  off  on  a  vertical  circle.  Let  0  be  the 
angle  which  this  line  makes  with  the  radius  to  zero,  which  we  shall 
suppose  to  be  horizontal.  Let  X  be  the  angle  which  the  magnetic 
axis  makes  with  the  line  of  collimation,  so  that  when  the  needle 
is  in  this  position  the  line  of  collimation  is  inclined  d  +  X  to  the 
horizontal. 
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Let/?  be  tlie  perpendicular  from  the  centre  of  inertia  on  the  plane 
on  which  the  axis  roUs,  then  p  will  be  a  function  of  d,  whatever 
be  the  shape  of  the  rolling  surfaces.  If  both  the  rolling  sections 
of  the  ends  of  the  axis  are  circular, 

p  =  c— asin(dH-a)  (1) 

where  a  is  the  distance  of  the  centre  of  inertia  from  the  line  joining 
the  centres  of  the  rolling  sections,  and  a  is  the  angle  which  this 
line  makes  with  the  line  of  coUimation. 

If  M  is  the  magnetic  moment,  m  the  mass  of  the  magnet,  and 
g  the  force  of  gravity,  /  the  total  magnetic  force,  and  i  the  dip,  then, 
by  the  conservation  of  energy,  when  there  is  stable  equilibrium, 

MI  cos  (^ + X  —  i) — mgp  (2) 

must  be  a  maximum  with  respect  to  d,  or 

=  —  nga  cos  {0  -f  a), 
if  the  ends  of  the  axis  are  cylindrical. 

Also,  if  y  be  the  time  of  vibration  about  the  position  of  equi- 
librium, ,^-.  .     /^        X        471^^  ... 

MI^  mga  sm  {0+  a)  =  -^  (4) 

where  A  is  the  moment  of  inertia  of  the  needle  about  its  axis  of 
rotation. 

In  determining  the  dip  a  reading  is  taken  with  the  dip  circle  in 
the  magnetic  meridian  and  with  the  graduation  towards  the  west. 

Let  ^1  be  this  reading,  then  we  have 

MlBm{0^-\-X^i)  =z  ^mga  COB  {0^  +  a).  (5) 

The  instrument  is  now  turned  about  a  vertical  axis  through  180**, 
so  that  the  graduation  is  to  the  east,  and  if  $2  is  the  new  reading, 

ilf/sin(d2+X— -TT  +  i)  =  ^mga  cos  {O^-^ a).  (6) 

Taking  (6)  from  (5),  and  remembering  that  Oi  is  nearly  equal  to 
i,  and  O2  nearly  equal  to  tt— i,  and  that  X  is  a  small  angle,  such 
that  mga\  may  be  neglected  in  comparison  with  MI^ 

MI{0i'-62  +  TT'-2t)  =z  -^2  mg a  cosi  cos  a.  (7) 

Now  take  the  magnet  from  its  bearings  and  place  it  in  the 
deflexion  apparatus.  Art.  453,  so  as  to  indicate  its  own  magnetic 
moment  by  the  deflexion  of  a  suspended  magnet,  then 

M=ir^HD  (8) 

where  I)  is  the  tangent  of  the  deflexion. 
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Next,  reverse  the  magnetism  of  the  needle  and  determine  its 
new  magnetic  moment  if,  by  observinr^  a  new  deflexion,  the  tan- 
gent of  which  is  i>',        3/'  ^  ^  ^3  7/7/^  (9) 

whence  MIT  =  M'D.  ( 1 0) 

Then  place  it  on  its  bearings  and  take  two  readings,  6^  and  ^4, 
in  which  ^3  is  nearly  w  +  i,  and  6^  nearly  —  t, 

Jlf'/''sin(^3-f  A'  — TT— i)  =  mgaQOs{e^+a),  (11) 

irr  sin  {6^  +  A'  +  z)        —  mga  cos  (^4  4-  a),  (1 2) 

whence,  as  before, 

if' 7(^3— ^4— ir  — 2/)  =  2f«^flCOStcosa,  (13) 

adding  (8), 

i/7(^i~^2  +  'r-20  +  i/'7(d3-d4-'7r-20  =  0,         (14) 

or  i>(^j-^2  +  7r-2;)+    i>'(d3-d4-T-2e)  =  0,         (15) 

whence  we  find  the  dip 

where  i>  and  i/  are  the  tangents  of  the  deflexions  produced  by  the 
needle  in  its  first  and  second  magnetizations  respectively. 

In  taking  observations  with  the  dip  circle  the  vertical  axis  is 
carefully  adjusted  so  that  the  plane  bearings  upon  which  the  axis  of 
the  magnet  rests  are  horizontal  in  every  azimuth.  The  magnet  being 
magnetized  so  that  the  end  A  dips,  is  placed  with  its  axis  on  the 
plane  bearings,  and  observations  are  taken  with  the  plane  of  the  circle 
in  the  magnetic  meridian,  and  with  the  graduated  side  of  the  circle 
east.  Each  end  of  the  magnet  is  observed  by  means  of  reading 
microscopes  carried  on  an  arm  which  moves  concentric  with  the 
dip  circle.  The  cross  wires  of  the  microscope  are  made  to  coincide 
with  the  image  of  a  mark  on  the  magnet,  and  the  position  of  the 
arm  is  then  read  ofi*  on  the  dip  circle  by  means  of  a  vernier. 

We  thus  obtain  an  observation  of  the  end  A  and  another  of  the 
end  B  when  the  graduations  are  east.  It  is  necessary  to  observe 
both  ends  in  order  to  eliminate  any  error  arising  from  the  axle 
of  the  magnet  not  being  concentric  with  the  dip  circle. 

The  graduated  side  is  then  turned  west,  and  two  more  observ- 
ations are  made. 

The  magnet  is  then  turned  round  so  that  the  ends  of  the  axle 
are  reversed,  and  four  more  observations  are  made  looking  at  the 
other  side  of  the  magnet. 


463.]  joule's  suspension.  115 

The  magnetization  of  the  magnet  is  then  reversed  so  that  the 
end  B  dips,  the  magnetic  moment  is  ascertained,  and  eight  observa- 
tions are  taken  in  this  state^  and  the  sixteen  observations  combined 
to  determine  the  true  dip. 

4?62.]  It  is  found  that  in  spite  of  the  utmost  care  the  dip,  as  thus 
deduced  from  observations  made  with  one  dip  circle,  differs  per- 
ceptibly from  that  deduced  from  observations  with  another  dip 
circle  at  the  same  place.  Mr.  Broun  has  pointed  out  the  effect 
due  to  ellipticity  of  the  bearings  of  the  axle,  and  how  to  correct 
it  by  taking  observations  with  the  magnet  magnetized  to  different 
strengths. 

The  principle  of  this  method  may  be  stated  thus.  We  shall 
suppose  that  the  error  of  any  one  observation  is  a  small  quantity 
not  exceeding  a  degree.  We  shall  also  suppose  that  some  unknown 
but  regular  force  acts  upon  the  magnet,  disturbing  it  from  its 
true  position. 

If  L  is  the  moment  of  this  force,  0^  the  true  dip,  and  6  the 

observed  dip,  then 

L  =  MlQisi{e-6^\  (17) 

=  MI{e^6,\  (18) 

since  6  —  0q\b  small. 

It  is  evident  that  the  greater  M  becomes  the  nearer  does  the 
needle  approach  its  proper  position.  Now  let  the  operation  of 
taking  the  dip  be  performed  twice,  first  with  the  magnetization 
equal  to  M^,  the  greatest  that  the  needle  is  capable  of,  and  next 
with  the  magnetization  equal  to  ilfg,  a  much  smaller  value  but 
sufficient  to  make  the  readings  distinct  and  the  error  still  moderate. 
Let  6y  and  0^  be  the  dips  deduced  from  these  two  sets  of  observ- 
ations, and  let  L  be  the  mean  value  of  the  unknown  disturbing 
force  for  the  eight  positions  of  each  determination,  which  we  shall 
suppose  the  same  for  both  determinations.     Then 

L  =  MJ{0,^e,)  =  MJiO^-^Oo).  (19) 

If  we  find  that  several  experiments  give  nearly  equal  values  for 
i,  then  we  may  consider  that  0q  must  be  very  nearly  the  true  value 
of  the  dip. 

463.]  Dr.  Joule  has  recently  constructed  a  new  dip-circle,  in 
which  the  axis  of  the  needle,  instead  of  rolling  on  horizontal  agate 
planes,  is  slung  on  two  filaments  of  silk  or  spider's  thread,  the  ends 
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of  the  filaments  being  attached  to  the  arms  of  a  delicate  balance. 
The  axis  of  the  needle  thus  rolls  on  i  vo  loops  of  silk  fibre,  and 
Dr.  Joule  finds  that  its  freedom  of  motion  is  much  greater  than 
when  it  rolls  on  agate  planes. 

In  Kg.  18,  NS  is  the  needle,   CC  is  its  axis,  consisting  of  a 
straight  cylindrical  wire,  and  PCQ^  P'C'Q^  are  the  filaments  on  which 

the  axis  rolls.  POQ  is  the 
balance,  consisting  of  a  double 
bent  lever  supported  by  a 
wire,  OOy  stretched  horizont- 
ally between  the  prongs  of 
a  forked  piece,  and  having 
a  counterpoise  E  which  can 
be  screwed  up  or  down,  so 
that  the  balance  is  in  neutral 
equilibrium  about  00. 

In  order  that  the  needle 
may  be  in  neutral  equilibrium 
as  the  needle  rolls  on  the 
filaments  the  centre  of  gra- 
vity must  neither  rise  nor  fall. 
Hence  the  distance  OC  must 
remain  constant  as  the  needle 
rolls.  This  condition  will  be 
fulfilled  if  the  arms  of  the 
balance  OP  and  OQ  are  equal, 
and  if  the  filaments  are  at 
right  angles  to  the  arms. 

Dr.  Joule  finds  that  the 
needle  should  not  be  more  than 
five  inches  long.  When  it  is  eight  inches  long,  the  bending  of  the 
needle  tends  to  diminish  the  apparent  dip  by  a  fraction  of  a  minute. 
The  axis  of  the  needle  was  originally  of  steel  wire,  straightened  by 
being  brought  to  a  red  heat  while  stretched  by  a  weight,  but 
Dr.  Joule  found  that  with  the  new  suspension  it  is  not  necessary 
to  use  steel  wire,  for  platinum  and  even  standard  gold  are  hard 
enough. 

The  balance  is  attached  to  a  wire  00  about  a  foot  long  stretched 
horizontally  between  the  prongs  of  a  fork.  This  fork  is  turned 
round  in  azimuth  by  means  of  a  circle  at  the  top  of  a  tripod  which 
supports  the  whole.     Six  complete  observations  of  the  dip  can  be 
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obtained  in  one  hour,  and  the  average  error  of  a  single  observation 
is  a  fraction  of  a  minute  of  arc. 

It  is  proposed  that  the  dip  needle  in  the  Cambridge  Physical 
Laboratory  shall  be  observed  by  means  of  a  double  image  instru- 
ment, consisting  of  two  totally  reflecting  prisms  placed  as  in 
Fig.  19  and  mounted  on  a  vertical  graduated  circle,  so  that  thp 
plane  of  reflexion  may  be  turned  round  a  horizontal  axis  nearly 
coinciding  with  the  prolongation  of  the  axis  of  the  suspended  dip- 
needle.  The  needle  is  viewed  by  means  of  a  telescope  placed 
behind  the  prisms,  and  the  two  ends  of  the  needle  are  seen  together 
as  in  Fig.  20.  By  turning  the  prisms  about  the  axis  of  the  vertical 
circle,  the  images  of  two  lines  drawn  on  the  needle  may  be  made 
to  coincide.  The  inclination  of  the  needle  is  thus  determined  from 
the  reading  of  the  vertical  circle. 


Fig.  19. 


Fig.  20. 


The  total  intensity  /  of  the  magnetic  force  in  the  line  of  dip  may 
be  deduced  as  follows  from  the  times  of  vibration  7\,  Tg*  3^8>  ^\ 
in  the  four  positions  already  described, 

^TT^A        {Ji_  1  1  1 
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The  values  of  M  and  M'  must  be  found  by  the  method  of  deflexion 
and  vibration  formerly  described,  and  A  is  the  moment  of  inertia  of 
the  magnet  about  its  axle. 

The  observations  with  a  magnet  suspended  by  a  fibre  are  so 
much  more  accurate  that  it  is  usual  to  deduce  the  total  force  from 
the  horizontal  force  from  the  equation 

I  =  5' sec  Q, 

where  /  is  the  total  force,  H  the  horizontal  force,  and  Q  the  dip. 

464.]  The  process  of  determining  the  dip  being  a  tedious  one,  is 
not  suitable  for  determining  the  continuous  variation  of  the  magnetic 
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force.  The  most  convenient  instrument  for  continuous  observa- 
tions is  the  vertical  force  magnetometer,  which  is  simply  a  magnet 
balanced  on  knife  edges  so  as  to  be  in  stable  equilibrium  with  its 
magnetic  axis  nearly  horizontal. 

If  ^  is  the  vertical  component  of  the  magnetic  force,  M  the 
mi^n^etic  moment,  and  Q  the  small  angle  which  the  magnetic  axis 
makes  with  the  horizon 

MZ  =  mg  a  cos  (a— d), 

where  m  is  the  mass  of  the  magnet,  g  the  force  of  gravity,  a  the 
distance  of  the  centre  of  gravity  from  the  axis  of  suspension,  and 
a  the  angle  which  the  plane  through  the  axis  and  the  centre  of 
gravity  makes  with  the  magnetic  axis. 

Hence,  for  the  small  variation  of  vertical  force  hZ^  there  will  be 
a  variation  of  the  angular  position  of  the  magnet  hQ  such  that 

MbZ=  mga8m{a—0)be. 

In  practice  this  instrument  is  not  used  to  determine  the  absolute 
value  of  the  vertical  force,  but  only  to  register  its  small  variations. 

For  this  purpose  it  is  sufficient  to  know  the  absolute  value  of  Z 

dZ 
when  d  =  0,  and  the  value  of  -7^  • 

The  value  of  Z,  when  the  horizontal  force  and  the  dip  are  known, 
is  found  from  the  equation  Z  =  /Ttand^^  where  Oq  is  the  dip  and 
H  the  horizontal  force. 

To  find  the  deflexion  due  to  a  given  variation  of  Z,  take  a  magnet 
and  place  it  with  its  axis  east  and  west,  and  with  its  centre  at  a 
known  distance  r^  east  or  west  from  the  declinometer,  as  in  ex- 
periments on  deflexion,  and  let  the  tangent  of  deflexion  be  Dj . 

Then  place  it  with  its  axis  vertical  and  with  its  centre  at  a 
distance  rg  above  or  below  the  centre  of  the  vertical  force  mag- 
netometer, and  let  the  tangent  of  the  deflexion  produced  in  the 
magnetometer  be  -Dg*  Then,  if  the  moment  of  the  deflecting 
magnet  is  i!f,  ^z    3^ 

dZ  r^  D 

Hence  T^  —  ^-hfT' 


The  actual  value  of  the  vertical  force  at  any  instant  is 

dZ 
do 


Z=Z^  +  0-,- 


where  Zq  is  the  value  of  Z  when  0  =  0, 


For  continuous  observations  of  the  variations  of  magnetic  force 
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at  a  fixed  observatory  the  Uiiifilar  Declinometer,  the  Bifilar  Hori- 
zontal Force  Magnetometer,  and  the  Balance  Vertical  Force  Mag- 
netometer are  the  most  convenient  instruments. 

At  several  observatories  photographic  traces  are  now  produced  on 
prepared  paper  moved  by  clock  work,  so  that  a  continuous  record 
of  the  indications  of  the  three  instruments  at  every  instant  is  formed. 
These  traces  indicate  the  variation  of  the  three  rectangular  com- 
ponents of  the  force  from  their  standard  values.  The  declinometer 
gives  the  force  towards  mean  magnetic  west,  the  bifilar  magnet- 
ometer gives  the  variation  of  the  force  towards  magnetic  north,  and 
the  balance  magnetometer  gives  the  variation  of  the  vertical  force. 
The  standard  values  of  these  forces,  or  their  values  when  these 
instruments  indicate  their  several  zeros,  are  deduced  by  frequent 
observations  of  the  absolute  declination,  horizontal  force,  and  dip. 


CHAPTER  VIII. 


ON   TERRESTRIAL   MAGNETISM. 

465.]  OuB  knowledge  of  Terrestrial  Magnetism  is  derived  from 
the  study  of  the  distribution  of  magnetic  force  on  the  earth's  sur- 
face at  any  one  time,  and  of  the  changes  in  that  distribution  at 
different  times. 

The  magnetic  force  at  any  one  place  and  time  is  known  when 
its  three  coordinates  are  known.  These  coordinates  may  be  given 
in  the  form  of  the  declination  or  azimuth  of  the  force,  the  dip 
or  inclination  to  the  horizon,  and  the  total  intensity. 

The  most  convenient  method,  however,  for  investigating  the 
general  distribution  of  magnetic  force  on  the  earth's  surface  is  to 
consider  the  magnitudes  of  the  three  components  of  the  force, 

X  =  if  cos  6,  directed  due  north,  \ 

T  =  Hsinby  directed  due  west,  >  (1) 

Z  =  HtsLnO,  directed  vertically  downwards,  ) 

where  H  denotes  the  horizontal   force,  b  the  declination,   and  0 
the  dip. 

If  F  is  the  magnetic  potential  at  the  earth's  surface,  and  if  we 
consider  the  earth  a  sphere  of  radius  a,  then 

x=i-f,     r=-L_g.     z^f,  (2) 

a    at  a  cos  6  dK  dr 

where  I  is  the  latitude,  and  X  the  longitude,  and  r  the  distance 
from  the  centre  of  the  earth. 

A  knowledge  of  V  over  the  surface  of  the  earth  may  be  obtained 
froui  the  observations  of  horizontal  force  alone  as  follow  s. 

Let  Vq  be  the  value  of  V  at  the  true  north  pole,  then,  taking 
the  line-integral  along  any  meridian,  we  find, 

r^aPxdi+r,,  (3) 

for  the  value  of  the  potential  on  that  meridian  at  latitude  L 
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Thus  the  potential  may  be  found  for  any  point  on  the  earth's 
surface  provided  we  know  the  value  of  X,  the  northerly  component 
at  every  point,  and  Fq,  the  value  of  F  at  the  pole. 

Since  the  forces  depend  not  on  the  absolute  value  of  F  but 
on  its  derivatives,  it  is  not  necessary  to  fix  any  particular  value 
for  Fq. 

The  value  of  F  at  any  point  may  be  ascertained  if  we  know 
the  value  of  X  along  any  given  meridian,  and  also  that  of  ¥  over 
the  whole  suriGace. 


Let  K=af  Xdl+F^, 


(4) 


where  the  integration  is  performed  along  the  given  meridian  from 
the  pole  to  the  parallel  I,  then 

•A 

Tcos^^A,  (5) 


where  the  integration  is  performed  along  the  parallel  I  from  the 
given  meridian  to  the  required  point. 

These  methods  imply  that  a  complete  magnetic  survey  of  the 
earth's  sur&ce  has  been  made,  so  that  the  values  of  X  or  of  Z 
or  of  both  are  known  for  every  point  of  the  earth's  surface  at  a 
given  epoch.  What  we  actually  know  are  the  magnetic  com- 
ponents at  a  certain  number  of  stations.  In  the  civilized  parts  of 
the  earth  these  stations  are  comparatively  numerous ;  in  other  places 
there  are  large  tracts  of  the  earth's  surface  about  which  we  have 
no  datA. 

Magnetic  Survey, 

466.]  Let  us  suppose  that  in  a  country  of  moderate  size,  whose 
greatest  dimensions  are  a  few  hundred  miles,  observations  of  the 
declination  and  the  horizontal  force  have  been  taken  at  a  con- 
siderable number  of  stations  distributed  feirly  over  the  country. 

Within  this  district  we  may  suppose  the  value  of  F  to  be  re- 
presented with  sufficient  accuracy  by  the  formula 

r=  To-l-aC^i^-f^jX-f  i5i;2_^.JJ2;x+4^3\2  4.&c.),     (6) 

whence  X ^  A^'\- BJ -\- B^\,  (7) 

Ycosl- A^-^B^l+B^k.  ^  (8) 

Let  there  be  n  stations  whose  latitudes  are  l^^  l^y  ,..iLQ»  and 
longitudes  X^,  Ag,  &c.,  and  let  X  and  7  be  found  for  each  station. 

Let  L=z-im,     and    \,  =  i2(X),  (9) 
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Iq  and  \  may  be  called  the  latitude  and  longitude  of  the  central 
station.     Let 

Xo  =  i2(X),     and     r^ cos  ^o  =  -  2 (Zeos /),  (10) 

then  Xq  and  Yq  are  the  values  of  X  and  Y  at  the  imaginary  central 
station,  then 

x=j:o+A(^-^o)+^2(^~U  (11) 

TcOS^rr  roC08/o  +  ^2('-0  +  -53(^~^o)-  (12) 

We  have  n  equations  of  the  form  of  (1 1)  and  n  of  the  form  (12). 
If  we  denote  the  probable  error  in  the  determination  of  X  by  f, 
and  that  of  J' cos  I  by  ly,  then  we  may  calculate  f  and  ly  on 
the  supposition  that  they  arise  from  errors  of  observation  of  H 
and  h. 

Let  the  probable  error  of  //  bo  A,  and  that  of  5,  d,  then  since 

dX  =  cos  5 .  dH^Hsiu  b  .  db, 
^«  =A^co8H  +  d^H^sinH, 
Similarly  r/^  =  ^2  sin^g  +  rf^  H^  cos^b, 

1£  the  variations  of  X  and  Y  from  their  values  as  given  by  equa- 
tions of  the  form  (11)  and  (12)  considerably  exceed  the  probable 
errors  of  observation,  we  may  conclude  that  they  are  due  to  local 
attractions^  and  then  we  have  no  reason  to  give  the  ratio  of  ^  to  77 
any  other  value  than  unity. 

According  to  the  method  of  least  squares  we  multiply  the  equa- 
tions of  the  form  (11)  by  r/,  and  those  of  the  form  (12)  by  f  to 
make  their  probable  error  the  same.  We  then  multiply  each 
equation  by  the  coefficient  of  one  of  the  unknown  quantities  jBj, 
£29  or  -^3  ^^^  ^dd  the  results^  thus  obtaining  three  equations  from 
which  to  find  JSj,  JSg,  and  B^, 

in  which  we  write  for  conciseness, 

b,=.2(l^)-nlj',     b,,  =  ^{l\)-nl^X^,     b^  =  :S:(\'')-nX^', 
P^  =  2(/X)-/^/o-^o»         Qi  =  ^{lY  cos  I)- 71  IqYq  cos  Iq, 
Po  =  5:(AX)-^*\,Xo,  Q2  =  2(\rcos/)-wAoroCOs/o. 

By  calculating  JS^,  B^^  and  B^,  and  substituting  in  equations 
(11)  and  (12),  we  can  obtain  the  values  of  X  and  Y  at  any  point 
within  the  limits  of  the  survey  free  from  the  local  disturbances 
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which  are  found  to  exist  where  the  rock  near  the  station  is  magnetic, 
as  most  igneous  rocks  are. 

Survey's  of  this  kind  can  be  made  only  in  countries  where  mag- 
netic instruments  can  be  carried  about  and  set  up  in  a  great  many 
stations.  For  other  parts  of  the  world  we  must  be  content  to  find 
the  distribution  of  the  magnetic  elements  by  interpolation  between 
their  values  at  a  few  stations  at  great  distances  from  each  other. 

467.]  Let  UB  now  suppose  that  by  processes  of  this  kind,  or 
by  the  equivalent  graphical  process  of  constructing  charts  of  the 
lines  of  equal  values  of  the  magnetic  elements,  the  values  of  X  and 
¥,  and  thence  of  the  potential  V,  are  known  over  the  whole  surface 
of  the  globe.  The  next  Btep  is  to  expand  V  in  the  form  of  a  series 
of  spherical  sur&ee  harmonics. 

If  the  earth  were  magnetized  uniformly  and  in  the  same  direction 
throughout  its  interior,  V  would  he  an  harmonic  of  the  first  degree, 
the  magnetic  meridians  would  be  great  circles  passing  through  two 
magnetic  poles  diametrically  opposite,  the  magnetic  equator  would 
he  a  great  circle,  the  horizontal  {brce  would  be  equal  at  all  points 
of  the  magnetic  equator,  and  if  H^  is  this  constant  value,  the  value 
at  any  other  point  would  be  H=  IfoCoe  I',  where  /'  is  the  magnetic 
latitude.  The  vertical  force  at  any  point  would  he  Z  =  2Hf,6inl', 
and  if  0  is  the  dip,  tan  6  =  2  tan  I'. 

In  the  case  of  the  earth,  the  magnetic  equator  is  defined  to  be 
the  line  of  no  dip.     It  is  not  a  great  circle  of  the  sphere. 

The  magnetic  poles  are  defined  to  he  the  points  where  there  is 
no  horizontal  force  or  where  the  dip  is  90°.  There  are  two  such 
points,  one  in  the  northern  and  one  in  the  southern  regions,  hut 
they  are  not  diametrically  opposite,  and  the  line  joining  them  is 
not  parallel  to  the  magnetic  axis  of  the  earth. 

468,]  The  magnetic  poles  are  the  points  where  the  value  of  f 
on  the  surface  of  the  earth  is  a  maximum  or  minimum,  or  is 
stationary. 

At  any  point  where  the  potential  is  a  minimum  the  north  end 
of  the  dip-needle  points  vertically  downwards,  and  if  a  compass- 
needle  be  placed  anywhere  near  such  a  point,  the  north  end  will 
point  towards  that  point. 

At  points  where  the  potential  is  a  maximum  the  south  end  of 
tiie  dip-needle  points  downwards,  and  the  south  end  of  the  compass- 
needle  points  towards  the  point. 

If  there  are  p  minima  of  F  on  the  earth's  surface  there  must  be 
p—l  other  points,  where  the  north  end  of  the  dip-needle  prints 


i 
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downwards,  but  where  the  compass-needle,  when  carried  in  a  circle 
round  the  point,  instead  of  revolving  so  that  it«  north  end  points 
constantly  to  the  centre,  revolves  in  the  opposite  direction,  so  as  to 
turn  sometimes  its  north  end  and  sometimes  its  south  end  towards 
the  point. 

If  we  call  the  points  where  the  potential  is  a  minimum  true 
north  poles,  then  these  other  points  may  be  called  false  north  poles, 
because  the  compass-needle  is  not  true  to  them.  If  there  are  p 
tnie  north  poles,  there  must  be  jt?  —  1  false  north  poles,  and  in  like 
manner,  if  there  are  q  true  south  poles,  there  must  be  g'— 1  false 
south  poles.  The  number  of  poles  of  the  same  name  must  be  odd, 
so  that  the  opinion  at  one  time  prevalent,  that  there  are  two  north 
poles  and  two  south  poles,  is  erroneous.  According  to  Grauss  there 
is  in  fact  only  one  true  north  pole  and  one  true  south  pole  on 
the  earth's  surface,  and  therefore  there  are  no  false  poles.  The  line 
joining  these  poles  is  not  a  diameter  of  the  earth,  and  it  is  not 
parallel  to  the  earth's  magnetic  axis. 

469.]  Most  of  the  early  investigators  into  the  nature  of  the 
earth's  magnetism  endeavoured  to  express  it  as  the  result  of  the 
action  of  one  or  more  bar  magnets,  the  position  of  the  poles  of 
which  were  to  be  determined.  Gauss  was  the  first  to  express  the 
distribution  of  the  earth's  magnetism  in  a  perfectly  general  way  by 
expanding  its  potential  in  a  series  of  solid  harmonics,  the  coefficients 
of  which  he  determined  for  the  first  four  degrees.  These  coeffi- 
cients are  24  in  number,  3  for  the  first  degree,  5  for  the  second, 
7  for  the  third,  and  9  for  the  fourth.  All  these  terms  are  found 
necessary  in  order  to  give  a  tolerably  accurate  representation  of 
the  actual  state  of  the  earth's  magnetism. 

To  find  what  Part  of  the  Observed  Magmtic  Force  w  dm  to  External 

and  what  to  Internal  Causes, 

470.]  Let  us  now  suppose  that  we  have  obtained  an  expansion 
of  the  magnetic  potential  of  the  earth  in  spherical  harmonics, 
consistent  \vith  the  actual  direction  and  magnitude  of  the  hori- 
zontal force  at  every  point  on  the  earth's  surface,  then  Gauss  has 
shewn  how  to  determine,  from  the  observed  vertical  force,  whether 
the  magnetic  forces  are  due  to  causes,  such  as  magnetization  or 
electric  currents,  within  the  earth's  surface,  or  whether  any  part 
is  directly  due  to  causes  exterior  to  the  earth's  surface. 

Let  V  be  the  actual  potential  expanded  in  a  double  series  of 
spherical  harmonics. 
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a  ^a' 

+  5,0     +&C.  +  5,©         . 

The  first  series  represents  the  part  of  the  potential  due  to  eauses 
exterior  to  the  earth,  and  the  second  series  represents  the  part  due 
to  causes  within  the  earth. 

The  observations  of  horizontal  force  give  us  the  sum  of  these 
series  when  r  =  a,  the  radius  of  the  earth.    The  term  of  the  order  i  is 

The  observations  of  vertical  force  give  us 

dr 
and  the  term  of  the  order  i  in  aZ  is 

Hence  the  part  due  to  external  causes  is 

*  2i+l         ' 

and  the  part  due  to  causes  within  the  earth  is 

The  expansion  of  F  has  hitherto  been  calculated  only  for  the 
mean  value  of  F  at  or  near  certain  epochs.  No  appreciable  part 
of  this  mean  value  appears  to  be  due  to  causes  external  to  the 
earth. 

471.]  We  do  not  yet  know  enough  of  the  form  of  the  expansion 
of  the  solar  and  lunar  parts  of  the  variations  of  ?^  to  determine 
by  this  method  whether  any  part  of  these  variations  arises  from 
magnetic  force  acting  from  without.  It  is  certain,  however,  as 
the  calculations  of  MM.  Stoney  and  Chambers  have  shewn,  that 
the  principal  part  of  these  variations  cannot  arise  from  any  direct 
magnetic  action  of  the  sun  or  moon,  supposing  these  bodies  to  be 
magnetic  *. 

472.]  The  principal  changes  in  the  magnetic  force  to  which 
attention  has  been  directed  are  as  follows. 

*  Professor  Hornstein  of  Prague  has  discovered  a  periodic  change  in  the  magnetic 
elements,  the  period  of  which  is  2G.33  days,  almost  exactly  equal  to  that  of  the 
synodic  revolution  of  the  sun,  as  deduced  from. the  observation  of  sun-spots  near  his 
equator.  This  method  of  discovering  the  time  of  rotation  of  the  unseen  solid  body  of 
the  sun  by  it^  efiects  on  tlie  magnetic  needle  is  the  first  instalment  of  the  repayment 
by  Magnetism  of  its  debt  to  Astronomy.  Akad.,  Wien,  June  15,  1871.  See  Proc, 
72.  *S'.,  Nov.lG.1871. 
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I.     The  more  Regular  Variations, 

(1)  The  Solar  variations,  depending  on  the  hour  of  the  day  and 
the  time  of  tlie  year. 

(2)  The  Lunar  variations,  depending  on  the  moon's  hour  angle 
and  on  her  other  elements  of  position. 

(3)  These  variations  do  not  repeat  themselves  in  different  years, 
but  seem  to  be  subject  to  a  variation  of  longer  period  of  about 
eleven  years. 

(4)  Besides  this,  there  is  a  secular  alteration  in  the  state  of  the 
earth^s  magnetism,  which  has  been  going  on  ever  since  magnetic 
observations  have  been  made,  and  is  producing  changes  of  the 
magnetic  elements  of  far  greater  magnitude  than  any  of  the  varia- 
tions of  small  period. 

II.     The  Disturbances, 

473.]  Besides  the  more  regular  changes,  the  magnetic  elements 
are  subject  to  sudden  disturbances  of  greater  or  less  amount.  It 
is  found  that  these  disturbances  are  more  powerful  and  frequent 
at  one  time  than  at  another,  and  that  at  times  of  great  disturbance 
the  laws  of  the  regular  variations  are  masked,  though  they  are  very 
distinct  at  times  of  small  disturbance.  Hence  great  attention  has 
been  paid  to  these  disturbances,  and  it  has  been  found  that  dis- 
turbances of  a  particular  kind  are  more  likely  to  occur  at  certain 
times  of  the  day,  and  at  certain  seasons  and  intervals  of  time, 
though  each  individual  disturbance  appears  quite  irregular.  Besides 
these  more  ordinary  disturbances,  there  are  occasionally  times  of 
excessive  disturbance,  in  which  the  magnetism  is  strongly  disturbed 
for  a  day  or  two.  These  are  called  Magnetic  Storms.  Individual 
disturbances  have  been  sometimes  observed  at  the  same  instant 
in  stations  widely  distant. 

Mr.  Airy  has  found  that  a  large  proportion  of  the  disturbances 
at  Greenwich  'correspond  with  the  electric  currents  collected  by 
electrodes  placed  in  the  earth  in  the  neighbourhood,  and  are  such 
as  would  be  directly  produced  in  the  magnet  if  the  earth-current, 
retaining  its  actual  direction,  were  conducted  through  a  wire  placed 
underneath  the  magnet. 

It  has  been  found  that  there  is  an  epoch  of  maximum  disturbance 
every  eleven  years,  and  that  this  appears  to  coincide  with  the  epoch 
of  maximum  number  of  spots  in  the  sun. 

474.]  The  field  of  investigation  into  which  we  are  introduced 
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by  the  study  of  terrestrial  magnetism  is  as  profound  as  it  is  ex- 
tensive. 

We  know  that  the  sun  and  moon  act  on  the  earth's  magnetism. 
It  has  been  proved  that  this  action  cannot  be  explained  by  sup- 
posing these  bodies  magnets.  The  action  is  therefore  indirect.  In 
the  case  of  the  sun  part  of  it  may  be  thermal  action,  but  in  the 
case  of  the  moon  we  cannot  attribute  it  to  this  cause.  Is  it  pos- 
sible that  the  attraction  of  these  bodies,  by  causing  strains  in  the 
interior  of  the  earth,  produces  (Art.  447)  changes  in  the  magnetism 
already  existing  in  the  earth,  and  so  by  a  kind  of  tidal  action  causes 
the  semidiurnal  variations  ? 

But  the  amount  of  all  these  changes  is  very  small  compared  with 
the  great  secular  changes  of  the  earth's  magnetism. 

What  cause,  whether  exterior  to  the  earth  or  in  its  inner  depths, 
produces  such  enormous  changes  in  the  earth's  magnetism,  that  its 
magnetic  poles  move  slowly  from  one  part  of  the  globe  to  another  ? 
When  we  consider  that  the  intensity  of  the  magnetization  of  the 
great  globe  of  the  earth  is  quite  comparable  with  that  which  we 
produce  with  much  difficulty  in  our  steel  magnets,  these  immense 
changes  in  so  large  a  body  force  us  to  conclude  that  we  are  not  yet 
acquainted  with  one  of  the  most  powerful  agents  in  nature,  the 
scene  of  whose  activity  lies  in  those  inner  depths  of  the  earth,  to 
the  knowledge  of  which  we  have  so  few  means  of  access. 
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ELECTROMAGNETISM. 


CHAPTER   I. 


ELECTROMAGNETIC   FORCE. 


475.]  It  had  been  noticed  by  many  difierent  observers  that  in 
certain  cases  magnetism  is  produced  or  destroyed  in  needles  by 
electric  discharges  through  them  or  near  them,  and  conjectures 
of  various  kinds  had  been  made  as  to  the  relation  between  mag- 
netism and  electricity,  but  the  laws  of  these  phenomena,  and  the 
form  of  these  relations,  remained  entirely  unknown  till  Hans 
Christian  Orsted  *,  at  a  private  lecture  to  a  few  advanced  students 
at  Copenhagen,  observed  that  a  wire  connecting  the  ends  of  a 
voltaic  battery  affected  a  magnet  in  its  vicinity.  This  discovery 
he  published  in  a  tract  entitled  Expermenta  circa  effectum  Conflictus 
Electrici  in  Acum  Magnetica7n,  dated  July  21,  1820, 

Experiments  on  the  relation  of  the  magnet  to  bodies  charged 
with  electricity  had  been  tried  without  any  result  till  Orsted 
endeavoured  to  ascertain  the  effect  of  a  wire  heated  by  an  electric 
current.  He  discovered,  however,  that  the  current  itself,  and  not 
the  heat  of  the  wire,  was  the  cause  of  the  action,  and  that  the 
'  electric  conflict  acts  in  a  revolving  manner,'  that  is,  that  a  magnet 
placed  near  a  wire  transmitting  an  electric  current  tends  to  set 
itself  perpendicular  to  the  wire,  and  with  the  same  end  always 
pointing  forwards  as  the  magnet  is  moved  round  the  wire. 

476.]  It  appears  therefore  that  in  the  space  surrounding  a  wire 

♦  See  another  account  of  Orsted's  diHcovcry  in  a  letter  from  Professor  Hansteen  in 
the  Lifii  of  Faraday  l>y  l")r.  Bcnce  JoncB,  vol.  ii.  p.  895. 
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transmitting  an  electric  current  a  magnet  is  acted  on  by  forces 
depending  on  the  position  of  the  wire  and  on  the  strength  of  the 
current.  The  space  in  which  these  forces  act  may  therefore  be 
considered  as  a  magnetic  field,  and  we  may  study  it  in  the  same 
way  as  we  have  already  studied  the  field  in  the  neighbourhood  of 
ordinary  magnets^  by  tracing  the  course  of  the  lines  of  magnetic 
force^  and  measuring  the  intensity  of  the  force  at  every  point. 

477.]  Let  us  begin  with  the  case  of  an  indefinitely  long  straight 
wire  caiTying  an  electric  current.  If  a  man  were  to  place  himself 
in  imagination  in  the  position  of  the  wire,  so  that  the  current 
should  flow  from  his  head  to  his  feet^  then  a  magnet  suspended 
freely  before  him  would  set  itself  so  that  the  end  which  points  north 
would^  under  the  action  of  the  current^  point  to  his  right  hand. 

The  lines  of  magnetic  force  are  everywhere  at  right  angles  to 
planes  drawn  through  the  wire,  and  are  there- 
fore circles  each  in  a  plane  perpendicular  to 
the  wire^  which  passes  through  its  centre. 
The  pole  of  a  magnet  which  points  north,  if 
carried  round  one  of  these  circles  from  left  to 
right,  would  experience  a  force  acting  always 
in  the  direction  of  its  motion.  The  other 
pole  of  the  same  magnet  would  experience 
a  force  in  the  opposite  direction. 

478.]  To  compare  these  forces  let  the  wire 
be  supposed  vertical,  and  the  current  a  de- 
scending one,  and  let  a  magnet  be  placed  on 
an  apparatus  which  is  free  to  rotate  about  a 
vertical  axis  coinciding  with  the  wire.  It 
is  found  that  under  these  circumstances  the 
current  has  no  efiect  in  causing  the  rotation  ^'  ^^' 

of  the  apparatus  as  a  whole  about  itself  as  an  axis.  Hence  the 
action  of  the  vertical  current  on  the  two  poles  of  the  magnet  is 
such  that  the  statical  moments  of  the  two  forces  about  the  current 
as  an  axis  are  equal  and  opposite.  Let  m^  and  %  be  the  strengths 
of  tiie  two  poles,  r ^  and  r^  their  distances  from  the  axis  of  the  wire^ 
Ti  and  T2  the  intensities  of  the  magnetic  force  due  to  the  current  at 
the  two  poles  respectively^  then  the  force  on  %  is  f»^7\,  and 
since  it  is  at  right  angles  to  the  axis  its  moment  is  m^T^r^. 
Similarly  that  of  the  force  on  the  other  pole  is  in2^2^2)  ^^^  since 
there  is  no  motion  observed, 

m^Tiri  +  m^T^r^  =  0. 
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But  we  know  that  in  all  magnets 

Hence  T^r^  =  T2r^y 

or  the  electromag^tie  force  due  to  a  straight  current  of  infinite 
*  length  is  perpendicular  to  the  current,  and  varies  inversely  as  the 
distance  from  it. 

479.]  Since  the  product  Tr  depends  on  the  strength  of  the 
current  it  may  be  employed  as  a  measure  of  the  current.  This 
method  of  measurement  is  different  from  that  founded  upon  elec- 
trostatic phenomena,  and  as  it  depends  on  the  magnetic  phenomena 
produced  by  electric  currents  it  is  called  the  Electromagnetic  system 
of  measurement.     In  the  electromagnetic  system  if  i  is  the  current^ 

Tr  =  2L 

480.]  If  the  wire  be  taken  for  the  axis  of  z,  then  the  rectangular 
components  of  T  are 

r*  r^ 

Here  Xdx-^-  Ydy-^Zdz  is  a  complete  differential,  being  that  of 

2itan-i^+(7. 

Hence  the  magnetic  force  in  the  field  can  be  deduced  from  a 
potential  function^  as  in  several  former  instances,  but  the  potential 
is  in  this  case  a  function  having  an  infinite  series  of  values  whose 
common  difference  is  itri.  The  differential  coefficients  of  the 
potential  with  respect  to  the  coordinates  have,  however,  definite  and 
single  values  at  every  point. 

The  existence  of  a  potential  function  in  the  field  near  an  electric 
current  is  not  a  self-evident  result  of  the  principle  of  the  con- 
servation of  energy,  for  in  all  actual  currents  there  is  a  continual 
expenditure  of  the  electric  energy  of  the  battery  in  overcoming  the 
resistance  of  the  wire,  so  that  unless  the  amount  of  this  expenditure 
were  accurately  known,  it  might  be  suspected  that  part  of  the 
energy  of  the  battery  may  be  employed  in  causing  work  to  be 
done  on  a  magnet  moving  in  a  cycle.  In  fact,  if  a  magnetic  pole, 
m,  moves  round  a  closed  curve  which  embraces  the  wire,  work 
is  actually  done  to  the  amount  of  4  tt  w  /.  It  is  only  for  closed 
paths  which  do  not  embrace  the  wire  that  the  line-integral  of  the 
force  vanishes.  We  must  therefore  for  the  present  consider  the 
law  of  force  and  the  existence  of  a  potential  as  resting  on  the 
evidence  of  the  experiment  already  described. 
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481.]  If  we  consider  the  space  surrounding  an  infinite  straight 
line  we  shall  see  that  it  is  a  cyclic  space,  because  it  returns  into 
itself.  If  we  now  conceive  a  plane,  or  any  other  surface,  com- 
mencing at  the  straight  line  and  extending  on  one  side  of  it 
to  infinity^  this  surface  may  be  regarded  as  a  diaphragm  which 
reduces  the  cyclic  space  to  an  acyclic  one.  If  from  any  fixed  point 
lines  be  drawn  to  any  other  point  without  cutting  the  diaphragm, 
and  the  potential  be  defined  as  the  line-integral  of  the  force  taken 
along  one  of  these  lines,  the  potential  at  any  point  will  then  have 
a  single  definite  value. 

The  magnetic  field  is  now  identical  in  all  respects  with  that  due 
to  a  magnetic  shell  coinciding  with  this  surfiEU^e^  the  strength  of 
the  shell  being  i.  This  shell  is  bounded  on  one  edge  by  the  infinite 
straight  line.  The  other  parts  of  its  boundary  are  at  an  infinite 
distance  from  the  part  of  the  field  under  consideration. 

482.]  In  all  actual  experiments  the  current  forms  a  closed  circuit 
of  finite  dimensions.  We  shall  therefore  compare  the  magnetic 
action  of  a  finite  circuit  with  that  of  a  magnetic  shell  of  which  the 
circuit  is  the  bounding  edge. 

It  has  been  shewn  by  numerous  experiments^  of  which  the 
earliest  are  those  of  Ampere,  and  the  most  accurate  those  of  Weber, 
that  the  magnetic  action  of  a  small  plane  circuit  at  distances  which 
are  great  compared  with  the  dimensions  of  the  circuit  is  the  same 
as  that  of  a  magnet  whose  axis  is  normal  to  the  plane  of  the  circuit, 
and  whose  magnetic  moment  is  equal  to  the  area  of  the  circuit 
multiplied  by  the  strength  of  the  current. 

If  the  circuit  be  supposed  to  be  filled  up  by  a  sur&ce  bounded 
by  the  circuit  and  thus  forming  a  diaphragm^  and  if  a  magnetic 
shell  of  strength  i  coinciding  with  this  surface  be  substituted  for 
the  electric  current,  then  the  magnetic  action  of  the  shell  on  all 
distant  points  will  be  identical  with  that  of  the  current. 

483.]  Hitherto  we  have  supposed  the  dimensions  of  the  circuit 
to  be  small  compared  with  the  distance  of  any  part  of  it  from 
the  part  of  the  field  examined.  We  shall  now  suppose  the  circuit 
to  be  of  any  form  and  size  whatever,  and  examine  its  action  at  any 
point  P  not  in  the  conducting  wire  itself.  The  following  method, 
which  has  important  geometrical  applications,  was  introduced  by 
Ampere  for  this  purpose. 

Conceive  any  surface  8  bounded  by  the  circuit  and  not  passing 
throi%h  the  point  P.  On  this  surface  draw  two  series  of  lines 
crossing  each  other  so  as  to  divide  it  into  elementary  portions,  the 

K  2 
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dimensions  of  which  are  small  compared  with  their  distance  from 
P,  and  with  the  radii  of  curyature  of  the  surface. 

Bound  each  of  these  elements  conceive  a  current  of  strength  i 
to  flow,  the  direction  of  circulation  being  the  same  in  all  the  ele- 
ments as  it  is  in  the  original  circuit. 

Along  every  line  forming  the  division  between  two  contiguous 
elements  two  equal  currents  of  strength  i  flow  in  opposite  direc* 
tions. 

The  effect  of  two  equal  and  opposite  currents  in  the  same  place 
is  absolutely  zero^  in  whatever  aspect  we  consider  the  currents. 
Hence  their  magnetic  effect  is  zero.  The  only  portions  of  the 
elementary  circuits  which  are  not  neutralized  in  this  way  are  those 
which  coincide  with  the  original  circuit.  The  total  effect  of  the 
elementary  circuits  is  therefore  equivalent  to  that  of  the  original 
circuit. 

484.]  Now  since  each  of  the  elementary  circuits  may  be  con- 
sidered as  a  small  plane  circuit  whose  distance  from  P  is  great 
compared  with  its  dimensions,  we  may  substitute  for  it  an  ele- 
mentary magnetic  shell  of  strength  i  whose  bounding  edge  coincides 
with  the  elementary  circuit.  The  magnetic  effect  of  the  elementary 
shell  on  P  is  equivalent  to  that  of  the  elementary  circuit.  The 
whole  of  the  elementary  shells  constitute  a  magnetic  shell  of 
strength  i,  coinciding  with  the  surface  8  and  bounded  by  the 
original  circuit,  and  the  magnetic  action  of  the  whole  shell  on  P 
is  equivalent  to  that  of  the  circuit. 

It  is  manifest  that  the  action  of  the  circuit  is  independent 
of  the  form  of  the  surface  S,  which  was  drawn  in  a  perfectly 
arbitrary  manner  so  as  to  fill  it  up.  We  see  from  this  that  the 
action  of  a  magnetic  shell  depends  only  on  the  form  of  its  edge 
and  not  on  the  form  of  the  shell  itself.  This  result  we  obtained 
before,  at  Art.  410,  but  it  is  instructive  to  see  how  it  may  be 
deduced  from  electromagnetic  considerations. 

The  magnetic  force  due  to  the  circuit  at  any  point  is  therefore 
identical  in  magnitude  and  direction  with  that  due  to  a  magnetic 
shell  bounded  by  the  circuit  and  not  passing  through  the  point, 
the  strength  of  the  shell  being  nimierically  equal  to  that  of  the 
current.  The  direction  of  the  current  in  the  circuit  is  related  to 
the  direction  of  magnetization  of  the  shell,  so  that  if  a  man  were  to 
stand  with  his  feet  on  that  side  of  the  shell  which  we  call  the 
positive  side,  and  which  tends  to  point  to  the  north,  the  current  in 
front  of  him  would  be  from  right  to  left. 
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485.]  The  magnetic  potential  of  the  circuit,  however,  differs 
fi^om  that  of  the  magnetic  shell  for  those  points  which  are  in  the 
substance  of  the  magnetic  shell. 

If  CD  is  the  solid  angle  subtended  at  the  point  P  by  the  magnetic 
shell,  reckoned  positive  when  the  positive  or  austral  side  of  the  shell 
is  next  to  P,  then  the  magnetic  potential  at  any  point  not  in  the 
shell  itself  is  o>0,  where  ^  is  the  strength  of  the  shell.  At  any 
point  in  the  substance  of  the  shell  itself  we  may  suppose  the  shell 
divided  into  two  parts  whose  strengths  are  <t>i  and  ^2'  where 
<^^  4-  02  =  4>}  such  that  the  point  is  on  the  positive  side  of  <^  and 
on  the  negative  side  of  <^2*     ^^  potential  at  this  point  is 

On  the  negative  side  of  the  shell  the  potential  becomes  0  (oi— 4ir). 
In  this  case  therefore  the  potential  is  continuous,  and  at  every 
point  has  a  single  determinate  value.  In  the  case  of  the  electric 
circuit,  on  the  other  hand,  the  magnetic  potential  at  every  point 
not  in  the  conducting  wire  itself  is  equal  to  ia>,  where  i  is  the 
strength  of  the  current,  and  o>  is  the  solid  angle  subtended  by  the 
circuit  at  the  point,  and  is  reckoned  positive  when  the  current,  as 
seen  from  P,  circulates  in  the  direction  opposite  to  that  of  the  hands 
of  a  watch. 

The  quantity  i en  is  a  function  having  an  infinite  series  of  values 
whose  common  difference  is  4wf.  The  differential  coefficients  of 
ifa  with  respect  to  the  coordinates  have,  however,  single  and  de* 
terminate  values  for  every  point  of  space. 

486.]  If  a  long  thin  flexible  solenoidal  magnet  were  placed  in 
the  neighbourhood  of  an  electric  circuit,  the  north  and  south  ends 
of  the  solenoid  would  tend  to  move  in  opposite  directions  round 
the  wire,  and  if  they  were  free  to  obey  the  magnetic  force  the 
magnet  would  finally  become  wound  round  the  wire  in  a  close 
coil.  If  it  were  possible  to  obtain  a  magnet  having  only  one  pole, 
or  poles  of  unequal  strength,  such  a  magnet  would  be  moved  round 
and  round  the  wire  continually  in  one  directioii,  but  since  the  poles 
of  every  magnet  are  equal  and  opposite,  this  result  can  never  occur. 
Faraday,  however,  has  shewn  how  to  produce  the  continuous  rotation 
of  one  pole  of  a  magnet  round  an  electric  current  by  making  it 
possible  for  one  pole  to  go  round  and  round  the  current  while 
the  other  pole  does  not.  That  this  process  may  be  repeated  in- 
definitely, the  body  of  the  magnet  must  be  transferred  from  one 
side  of  the  current  to  the  other  once  in  each  revolution.  To  do 
this  without  interrupting  the  flow  of  electricity,  the  current  is  split 
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into  two  branches,  so  that  when  one  branch  is  opened  to  let  the 

magnet   pass  the   current   continues   to  flow  through  the  other. 

Faraday  used  for  this  purpose  a  circular  trough  of  mercury,  as 

shewn  in  Fig.  23,  Art.  491.    The  current  enters  the  trough  through 

the  wire  AB,  it  is  divided  at  -B,  and  after  flowing  through  the  arcs 

B^P  and  BRP  it  uidtes  at  P,  and  leaves  the  trough  through  the 

wire  PO,  the  cup  of  mercury  0,  and  a  vertical  wire  beneath  0, 

down  which  the  current  flows. 

The  magnet  (not  shewn  in  the  figure)  is  mounted  so  as  to  be 

capable  of  revolving  about  a  vertical  axis  through  0,  and  the  wire 

OP  revolves  with  it.    The  body  of  the  magnet  passes  through  the 

aperture  of  the  trough,  one  pole,  say  the  north  pole,  being  beneath 

the  plane  of  the  trough,  and  the  other  above  it.     As  the  magnet 

and  the  wire  OP  revolve  about  the  vertical  axis,  the  current  is 

gradually  transferred  from  the  branch  of  the  trough  which  lies  in 

front  of  the  magnet  to  that  which  lies  behind  it,  so  that  in  every 

complete  revolution  the  magnet  passes  from  one  side  of  the  current 

to  the  other.     The  north  pole  of  the  magnet  revolves  about  the 

descending  current  in  the  direction  N.E.S.W.  and  if  a>,  a>^  are  the 

solid  angles  (irrespective  of  sign)  subtended  by  the  circular  trough 

at  the  two  poles,  the  work  done  by  the  electromagnetic  force  in  a 

complete  revolution  is 

««i(47r— « — ft)'), 

where  m  is  the  strength  of  either  pole,  and  i  the  strength  of  the 
current. 

487.]  Let  us  now  endeavour  to  form  a  notion  of  the  state  of  the 
magnetic  field  near  a  linear  electric  circuit. 

Let  the  value  of  o),  the  solid  angle  subtended  by  the  circuit, 
be  found  for  every  point  of  space,  and  let  the  sur&ces  for  which 
o)  is  constant  be  described.  These  surfaces  will  be  the  equipotential 
surfaces.  Each  of  these  surfaces  will  be  bounded  by  the  circuit, 
and  any  two  surfaces,  Wj  and  0)2,  will  meet  in  the  circuit  at  an 

angle  i(<»i— «2)- 

Figure  XVIII,  at  the  end  of  this  volume,  represents  a  section 
of  the  equipotential  surfaces  due  to  a  circular  current.  The  small 
circle  represents  a  section  of  the  conducting  wire,  and  the  hori- 
zontal line  at  the  bottom  of  the  figure  is  the  perpendicular  to  the 
plane  of  the  circular  current  through  its  centre.  The  equipotential 
surfaces,  24  of  which  are  drawn  corresponding  to  a  series  of  values 

of  ft)  differing  by  - ,  are  surfaces  of  revolution,  having  this  line  for 
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their  common  axis.  They  are  evidently  oblate  figures,  being  flat- 
tened in  the  direction  of  the  axis.  They  meet  each  other  in  the  line 
of  the  circuit  at  angles  of  1 5°. 

The  force  acting  on  a  magnetic  pole  placed  at  any  point  of  an 
equipotential  surface  is  perpendicular  to  this  surface,  and  varies 
inversely  as  the  distance  between  consecutive  surfaces.  The  closed 
curves  surrounding  the  section  of  the  wire  in  Fig.  XVIII  are  the 
lines  of  force.  They  are  copied  from  Sir  W.  Thomson's  Paper  on 
*  Vortex  Motion*.'     See  also  Art.  702. 

Action  of  an  Electric  Circuit  on  any  Magnetic  System, 

488.]  We  are  now  able  to  deduce  the  action  of  an  electric  circuit 
on  any  magnetic  system  in  its  neighbourhood  from  the  theory  of 
magnetic  shells.  For  if  we  construct  a  magnetic  shell,  whose 
strength  is  numerically  equal  to  the  strength  of  the  current,  and 
whose  edge  coincides  in  position  with  the  circuit,  while  the  shell 
itself  does  not  pass  through  any  part  of  the  magnetic  system,  the 
action  of  the  shell  on  the  magnetic  system  will  be  identical  with 
that  of  the  electric  circuit. 

Reaction  of  the  Magnetic  System  on  the  Electric  Circuit, 

489.]  From  this,  applying  the  principle  that  action  and  reaction 
are  equal  and  opposite,  we  conclude  that  the  mechanical  action  of 
the  magnetic  system  on  the  electric  circuit  is  identical  with  its 
action  on  a  magnetic  shell  having  the  circuit  for  its  edge. 

The  potential  energy  of  a  magnetic  shell  of  strength  0  placed 
in  a  field  of  magnetic  force  of  which  the  potential  is  F,  is,  by 
Art.  410, 

where  /, «?,  n  are  the  direction-cosines  of  the  normal  drawn  from  the 
positive  side  of  the  element  dS  of  the  shell,  and  the  integration 
is  extended  over  the  surface  of  the  shell. 
Now  the  surface-integral 


JV=       {la-\-mb  +  nc)dS, 


where  a,  b,  c  are  the  components  of  the  magnetic  induction,  re- 
presents the  quantity  of  magnetic  induction  through  the  shell,  or, 

•  Traw.  R.  8.  Edin.,  vol.  xxv.  p.  217,  (1869). 
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in  the  language  of  Earaday,  the  number  of  lines  of  magnetic  in- 
duction, reckoned  algebraically^  which  pass  through  the  shell  from 
the  negative  to  the  positive  side,  lines  which  pass  through  the 
shell  in  the  opposite  direction  being  reckoned  negative. 

Remembering  that  the  shell  does  not  belong  to  the  magnetic 
system  to  which  the  potential  F  is  due,  and  that  the  magnetic 
force  is  therefore  equal  to  the  magnetic  induction,  we  have 

a--^—        4--—         (?--*—, 

and  we  may  write  the  value  of  M, 

If  da?i  represents  any  displacement  of  the  shell,  and  Xj  the  force 
acting  on  the  shell  so  as  to  aid  the  displacement,  then  by  the 
principle  of  conservation  of  energy, 

Xi5a?i+dJf  =  0, 

We  have  now  determined  the  nature  of  the  force  which  cor- 
responds to  any  given  displacement  of  the  shell.  It  aids  or  resists 
that  displacement  accordingly  as  the  displacement  increases  or 
diminishes  iV,  the  number  of  lines  of  induction  which  pass  through 
the  shell. 

The  same  is  true  of  the  equivalent  electric  circuit.  Any  dis- 
placement of  the  circuit  will  be  aided  or  resisted  accordingly  as  it 
increases  or  diminishes  the  number  of  lines  of  induction  which  pass 
through  the  circuit  in  the  positive  direction. 

We  must  remember  that  the  positive  direction  of  a  line  of 
magnetic  induction  is  the  direction  in  which  the  pole  of  a  magnet 
which  points  north  tends  to  move  along  the  line,  and  that  a  line 
of  induction  passes  through  the  circuit  in  the  positive  direction, 
when  the  direction  of  the  line  of  induction  is  related  to  the 
direction  of  the  current  of  vitreous  electricity  in  the  circuit  as 
the  longitudinal  to  the  rotational  motion  of  a  right-handed  screw. 
See  Art.  23. 

490.]  It  is  manifest  that  the  force  corresponding  to  any  dis- 
placement of  the  circuit  as  a  whole  may  be  deduced  at  once  from 
the  theory  of  the  magnetic  shell.  But  this  is  not  all.  If  a  portion 
of  the  circuit  is  flexible,  so  that  it  may  be  displaced  independently 
of  the  rest,  we  may  make  the  edge  of  the  shell  capable  of  the  same 
kind  of  displacement  by  cutting  up  the  surface  of  the  shell  into 
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a  sufficient  number  of  portions  connected  by  flexible  joints.  Hence 
we  conclude  that  if  by  the  displacement  of  any  portion  of  the  circuit 
in  a  given  direction  the  number  of  lines  of  induction  which  pass 
through  the  circuit  can  be  increased,  this  displacement  will  be  aided 
by  the  electromagnetic  force  acting  on  the  circuit. 

Every  portion  of  the  circuit  therefore  is  acted  on  by  a  force 
urging  it  across  the  lines  of  magnetic  induction  so  as  to  include 
a  greater  number  of  these  lines  within  the  embrace  of  the  circuit, 
and  the  work  done  by  the  force  during  this  displacement  is 
numerically  equal  to  the  number  of  the  additional  lines  of  in* 
duction  multiplied  by  the  strength  of  the  current. 

Let  the  element  ds  of  a  circuity  in  which  a  current  of  strength 
i  is  flowing,  be  moved  parallel  to  itself  through  a  space  bx,  it  will 
sweep  out  an  area  in  the  form  of  a  parallelogram  whose  sides  are 
parallel  and  equal  to  ds  and  bx  respectively. 

If  the  magnetic  induction  is  denoted  by  S,  and  if  its  direction 
makes  an  angle  e  with  the  normal  to  the  parallelogram,  the  value 
of  the  increment  of  N  corresponding  to  the  displacement  is  found 
by  multiplying  the  area  of  the  parallelogram  by  8  cos  €.  The  result 
of  this  operation  is  represented  geometrically  by  the  volume  of  a 
parallelepiped  whose  edges  represent  in  magnitude  and  direction 
bx,  dsy  and  SB^  and  it  is  to  be  reckoned  positive  if  when  we  point 
in  these  three  directions  in  the  order  here  given  the  pointer 
moves  round  the  diagonal  of  the  parallelepiped  in  the  direction  of 
the  hands  of  a  watch.  The  volume  of  this  parallelepiped  is  equal 
to  Xbx, 

If  0  is  the  angle  between  ds  and  SB,  the  area  of  the  parallelogram 

is  ds.fd sin 6,  and  if  t;  is  the  angle  which  the  displacement  bx 

makes  with  the  normal  to  this  parallelogram^  the  volume  of  the 

parallelepiped  is 

rf*  .  S3  sin  ^ .  bx  cos  t;  =  d  iV". 

Now  Xbx  =  ibN  =^  id8.^  sin  6  bx  cos rj, 

and  X  =  i  rf« .  S3  sin  6  cos  t; 

is  the  force  which  urges  d9,  resolved  in  the  direction  bx. 

The  direction  of  this  force  is  therefore  perpendicular  to  the  paral- 
lelogram^ and  is  equal  to  i.ds .fd  sin 0, 

This  is  the  area  of  a  parallelogram  whose  sides  represent  in  mag-* 
nitude  and  direction  i  ds  and  S3.  The  force  acting  on  ds  is  therefore 
represented  in  magnitude  by  the  area  of  this  parallelogram,  and 
in  direction  by  a  normal  to  its  plane  drawn  in  the  direction  of  the 
longitudinal  motion  of  a  right-handed  sorew^  the  handle  of  which 
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is  tunted  from  the  direction  of  the  current  ida  to  that  of  the 
magnetic  induction  9. 


SmiUA 


We  may  ezprees  in  the  language  of 
Qaatemiona,   both   the  direction  and 


the  magnitnde  of  this  force  by  saying 
that  it  is  the  vector  part  of  the  result 
of  multipljing  the  vector  tdi,  the 
element  of  the  current,  by  the  vector 
S),  the  mimetic  induction. 

491.]  We  have  thus  completely  de- 
termined the  force  which  acts  on  any 
portion  of  an  electric  circuit  placed  in 
a  magnetic  field.  If  the  circuit  is 
moved  in  any  vay  so  that,  after  assuming  various  forms  and 
positions,  it  retonia  to  its  original  place,  the  strength  of  the 
current  remaining  constant  during  the  motion,  the  whole  amonnt 
of  work  done  by  the  electromagnetic  forces  will  be  zero.  Since 
tliis  is  true  of  any  cycle  of  motions  of  the  circuit,  it  follows  that 
it  is  impossible  to  maintain  by  electromagnetic  forces  a  motion 
of  continaouB  rotation  in  any  part  of  a  linear  circuit  of  constant 
strength*  against  the  resistance  of  friction,  &c. 

It  is  possible,  however,  to  produce  continuons  rotation  provided 
that  at  some  part  of  the  course  of  the  electric  current  it  passes 
from  one  conductor  to  another  which  slides  or  glides  over  it. 

When  in  a  circuit  there  is  eliding  contact  of  a  conductor  over 
the  surface  of  a  smooth  solid  or 
a  fluid,  the  circuit  can  no  longer 
be  considered  as  a  single  linear 
circuit  of  constant  strength,  but 
must  be  regarded  as  a  system  of 
two  or  of  some  greater  number 
of  circuits  of  variable  strength, 
the  current  being  so  distributed 
among  them  that  those  for 
which  iV  is  increasing  have 
currents  in  the  positive  direc- 
tion, while  those  for  which  2f  is  diminishing  have  currents  in  the 
negative  direction. 

Thus,  in  the  apparatus  represented  in  Fig.  23,  OP  ia  a  moveable 
conductor,  one  end  of  which  rests  in  a  cup  of  mercury  0,  while  the 
other  dips  into  a  circular  trougli  of  mercury  concentric  with  0. 
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The  current  i  enters  along  A3,  and  divides  in  the  circular  trough 
into  two  parts,  one  of  which,  x,  flows  along  the  arc  BQP,  while  the 
other,  ^y  flows  along  3RP,  These  currents,  uniting  at  P,  flow 
along  the  moveable  conductor  PO  and  the  electrode  OZ  to  the  zinc 
end  of  the  battery.  The  strength  of  the  current  along  OP  and  OZ 
is  iP-f  y  or  i. 

Here  we  have  two  circuits,  ABQPOZ,  the  strength  of  the  current 
in  which  is  x,  flowing  in  the  positive  direction,  and  ABRPOZ,  the 
strength  of  the  current  in  which  is  y,  flowing  in  the  negative 
direction. 

Let  S  be  the  magnetic  induction,  and  let  it  be  in  an  upward 
direction,  normal  to  the  plane  of  the  circle. 

While  OP  moves  through  an  angle  0  in  the  direction  opposite 

to  that  of  the  hands  of  a  watch,  the  area  of  the  first  circuit  increases 

by  \0P^.  0,  and  that  of  the  second  diminishes  by  the  same  quantity. 

Since  the  strength  of  the  current  in  the  first  circuit  is  x,  the  work 

done  by  it  is  ^x  ,0P^.  6 .  33,  and  since  the  strength  of  the  second 

is  — y,  the  work  done  by  it  is  ^y,  OP^.  6  S3.     The  whole  work  done 

IB  therefore 

i{x-^y)OP\e^     or     ii.OP^.e^, 

depending  only  on  the  strength  of  the  current  in  PO.  Hence,  if 
i  is  maintained  constant,  the  arm  OP  will  be  carried  round  and 
round  the  circle  with  a  uniform  force  whose  moment  is  ^  i  ,0P^  S3. 
If,  as  in  northern  latitudes,  S3  acts  downwards,  and  if  the  current 
is  inwards,  the  rotation  will  be  in  the  negative  direction,  that  is, 
in  the  direction  PQBR. 

492.]  We  are  now  able  to  pass  from  the  mutual  action  of 
magnets  and  currents  to  the  action  of  one  current  on  another. 
For  we  know  that  the  magnetic  properties  of  an  electric  circuit  0^ 
with  respect  to  any  magnetic  system  M2,  are  identical  with  those 
of  a  magnetic  shell  5^,  whose  edge  coincides  with  the  circuit,  and 
whose  strength  is  numerically  equal  to  that  of  the  electric  current. 
Let  the  magnetic  system  M^  be  a  magnetic  shell  ^2,  then  the 
mutual  action  between  S^  and  S^  is  identical  with  that  between  Si 
and  a  circuit  C2,  coinciding  with  the  edge  of  ^2  and  equal  in 
numerical  strength,  and  this  latter  action  is  identical  with  that 
between  Ci  and  Cg* 

Hence  the  mutual  action  between  two  circuits,  Ci  and  (72,  is 
identical  with  that  between  the  corresponding  magnetic  shells  Si 
and  S2. 

We  have  already  investigated,  iu  Art.  423,   the  mutual  action 
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of  two  magnetic  shells  whose  edges  are  the  closed  curves  s^  and  «2* 

If  we  make  M  =  I     I     dsi  &2> 

Jo  Jo       ^ 

where  €  is  the  angle  between  the  directions  of  the  elements  dsi  and 
d^2f  ^^^  ^  ^^  ^^  distance  between  them,  the  integration  being 
extended  once  round  «2  ^^^  ^^^  round  s^,  and  if  we  call  M  the 
potential  of  the  two  closed  curves  Si  and  «2>  then  the  potential  energy 
due  to  the  mutual  action  of  two  magnetic  shells  whose  strengths 
are  ^  and  i^  bounded  by  the  two  circuits  is 

and  the  force  X,  which  aids  any  displacement  bx^is 

.  .  bM 

The  whole  theory  of  the  force  acting  on  any  portion  of  an  electric 
circuit  due  to  the  action  of  another  electric  circuit  may  be  deduced 
from  this  result. 

493.]  The  method  which  we  have  followed  in  this  chapter  is 
that  of  Faraday.  Instead  of  beginning,  as  we  shall  do,  following 
Ampere,  in  the  next  chapter,  with  the  direct  action  of  a  portion 
of  one  circuit  on  a  portion  of  another^  we  shew,  firsts  that  a  circuit 
produces  the  same  effect  on  a  magnet  as  a  magnetic  shelly  or^  in 
other  words,  we  determine  the  nature  of  the  magnetic  field  due 
to  the  circuit.  We  shew,  secondly,  that  a  circuit  when  placed  in 
any  magnetic  field  experiences  the  same  force  as  a  magnetic  shell. 
We  thus  determine  the  force  acting  on  the  circuit  placed  in  any 
magnetic  field.  Lastly,  by  supposing  the  magnetic  field  to  be  due 
to  a  second  electric  circuit  we  determine  the  action  of  one  circuit 
on  the  whole  or  any  portion  of  the  other. 

494.]  Let  us  apply  this  method  to  the  case  of  a  straight  current 
of  infinite  length  acting  on  a  portion  of  a  parallel  straight  con« 
ductor. 

Let  us  suppose  that  a  current  i  in  the  first  conductor  is  flowing 
vertically  downwards.  In  this  case  the  end  of  a  magnet  which 
points  north  will  point  to  the  right-hand  of  a  man  looking  at  it 
from  the  axis  of  the  current. 

The  lines  of  magnetic  induction  are  therefore  horizontal  circles, 
having  their  centres  in  the  axis  of  the  current,  and  their  positive 
direction  is  north,  east,  south,  west. 

Let  another  descending  vertical  current  be  placed  due  west  of 
the  first.     The  lines  of  magnetic  induction  due  to  the  first  current 
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are  here  directed  towards  the  north.  The  direction  of  the  force 
acting  on  the  second  current  is  to  be  determined  by  turning  the 
handle  of  a  right-handed  screw  from  the  nadir,  the  direction  of 
the  current,  to  the  north,  the  direction  of  the  magnetic  induction. 
The  screw  will  then  move  towards  the  east,  that  is,  the  force  acting 
on  the  second  current  is  directed  towards  the  first  current,  or,  in 
general^  since  the  phenomenon  depends  only  on  the  relative  position 
of  the  currents,  two  parallel  currents  in  the  same  direction  attract 
each  other. 

In  the  same  way  we  may  shew  that  two  parallel  currents  in 
opposite  directions  repel  one  another. 

495.]  The  intensity  of  the  magnetic  induction  at  a  distance  r 
from  a  straight  current  of  strength  i  is^  as  we  have  shewn  in 
Art.  479,  i 

r 
Hence,  a  portion  of  a  second  conductor  parallel  to  the  firsts  and 
carrying  a  current  V  in  the  same  direction,  will  be  attracted  towards 
the  first  with  a  force  ^ 

r 

where  a  is  the  length  of  the  portion  considered,  and  r  is  its  distance 
from  the  first  conductor. 

Since  the  ratio  of  a  to  r  is  a  numerical  quantity  independent  of 
the  absolute  value  of  either  of  these  lines,  the  product  of  two 
currents  measured  in  the  electromagnetic  system  must  be  of  the 
dimensions  of  a  force,  hence  the  dimensions  of  the  unit  current  are 

[i]  =  [^*]  =  [i!fU*2'-i]. 

496.]  Another  method  of  determining  the  direction  of  the  force 
which  acts  on  a  current  is  to  consider  the  relation  of  the  magnetic 
action  of  the  current  to  that  of  other  currents  and  magnets. 

If  on  one  side  of  the  wire  which  carries  the  current  the  magnetic 
action  due  to  the  current  is  in  the  same  or  nearly  the  same  direction 
as  that' due  to  other  currents,  then,  on  the  other  side  of  the  wire^ 
these  forces  will  be  in  opposite  or  nearly  opposite  directions^  and 
the  force  acting  on  the  wire  will  be  from  the  side  on  which  the 
forces  strengthen  each  other  to  the  side  on  which  they  oppose  each 
other. 

Thus,  if  a  descending  current  is  placed  in  a  field  of  magnetic 
force  directed  towards  the  north,  its  magnetic  action  will  be  to  the 
north  on  the  west  side,  and  to  the  south  on  the  east  side.  Hence 
the  forces  strengthen  each  other  on  the  west  side  and  oppose  each 
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other  on  the  east  side,  and  the  current  will  therefore  be  acted 
on  by  a  force  from  west  to  east.     See  Fig.  22,  p.  138. 

In  Fig.  XVII  at  the  end  of  this  volume  the  small  circle  represents 
a  section  of  the  wire  carrying  a  descending  current,  and  placed 
in  a  uniform  field  of  magnetic  force  acting  towards  the  left-hand 
of  the  figure.  The  magnetic  force  is  greater  below  the  wire  than, 
above  it.  It  will  therefore  be  urged  from  the  bottom  towards  the 
top  of  the  figure. 

497.]  If  two  currents  are  in  the  same  plane  but  not  parallel, 
we  may  apply  this  principle.  Let  one  of  the  conductors  be  an 
infinite  straight  wire  in  the  plane  of  the  paper,  supposed  horizontal. 
On  the  right  side  of  the  current  the  magnetic  force  acts  downward, 
and  on  the  left  side  it  acts  upwards.  The  same  is  true  of  the  mag- 
netic force  due  to  any  short  portion  of  a  second  current  in  the  same 
plane.  If  the  second  current  is  on  the  right  side  of  the  first,  the 
magnetic  forces  will  strengthen  each  other  on  its  right  side  and 
oppose  each  other  on  its  left  side.  Hence  the  second  current  will 
be  acted  on  by  a  force  urging  it  from  its  right  side  to  its  left  side. 
The  magnitude  of  this  force  depends  only  on  the  position  of- the 
second  current  and  not  on  its  direction.  If  the  second  current  is 
on  the  left  side  of  the  first  it  will  be  urged  from  left  to  right. 

Hence,  if  the  second  current  is  in  the  same  direction  as  the  first 
it  is  attracted,  if  in  the  opposite  direction  it  is  repelled,  if  it  flows 
at  right  angles  to  the  first  and  away  from  it,  it  is  urged  in  the 
direction  of  the  first  current,  and  if  it  flows  toward  the  first  current, 
it  is  urged  in  the  direction  opposite  to  that  in  which  the  first 
current  flows. 

In  considering  the  mutual  action  of  two  currents  it  is  not  neces- 
sary to  bear  in  mind  the  relations  between  electricity  and  magnetism 
which  we  have  endeavoured  to  illustrate  by  means  of  a  right-handed 
screw.  Even  if  we  have  forgotten  these  relations  we  shall  arrive 
at  correct  results,  provided  we  adhere  consistently  to  one  of  the  two 
possible  forms  of  the  relation. 

498.]  Let  us  now  bring  together  the  magnetic  phenomena  of 
the  electric  circuit  so  far  as  we  have  investigated  them. 

We  may  conceive  the  electric  circuit  to  consist  of  a  voltaic 
battery,  and  a  wire  connecting  its  extremities,  or  of  a  thermoelectric 
arrangement,  or  of  a  charged  Leyden  jar  with  a  wire  connecting  its 
positive  and  negative  coatings,  or  of  any  other  arrangement  for 
producing  an  electric  current  along  a  definite  path. 

The  current  produces  magnetic  phenomena  in  its  neighbourhood. 
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If  any  closed  curve  be  drawn,  and  the  line-integral  of  the 
magnetic  force  taken  completely  round  it,  then,  if  the  closed  curve 
is  not  linked  with  the  circuit,  the  line-integral  is  zero,  but  if  it 
is  linked  with  the  circuity  so  that  the  current  i  flows  through  the 
closed  curve,  the  line-integral  is  4  tt  i,  and  is  positive  if  the  direction 
of  integration  round  the  dosed  curve  would  coincide  with  that 
of  the  hands  of  a  watch  as  seen  by  a  person  passing  through  it 
in  the  direction  in  which  the  electric  current  flows.  To  a  person 
movihg  along  the  closed  curve  in  the  direction  of  integration,  and 
passing  through  the  electric  circuit,  the  direction  of  the  current 
would  appear  to  be  that  of  the  hands  of  a  watch.  We  may  express 
this  in  another  way  by  saying  that  the  relation  between  the  direc- 
tions of  the  two  closed  curves  may  be  expressed  by  describing  a 
right-handed  screw  round  the  electric  circuit  and  a  right-handed 
screw  round  the  closed  curve.  If  the  direction  of  rotation  of  the 
thread  of  either,  as  we  pass  along  it,  coincides  with  the  positive 
direction  in  the  other,  then  the  line-integral  will  be  positive,  and 
in  the  opposite  case  it  will  be  negative. 


Fig.  24. 

Relation  betweeD  the  electric  current  and  the  lines  of  magnetic  induction  indicated 
by  a  right-handed  screw. 

499.]  No^. — The  line-integral  4  -tt  f  depends  solely  on  the  quan- 
tity of  the  current,  and  not  on  any  other  thing  whatever.  It 
does  not  depend  on  the  nature  of  the  conductor  through  which 
the  current  is  passing,  as,  for  instance,  whether  it  be  a  metal 
or  an  electrolyte,  or  an  imperfect  conductor.  We  have  reason 
for  believing  that  even  when  there  is  no  proper  conduction,  but 
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merely  a  variation  of  electric  displacement^  as  in  the  glass  of  a 
Leyden  jar  during  charge  or  discharge,  the  magnetic  effect  of  the 
electric  movement  is  precisely  the  same. 

Again^  the  value  of  the  line-integral  iiri  does  not  depend  on 
the  nature  of  the  medium  in  which  the  closed  curve  is  drawn. 
It  is  the  same  whether  the  closed  curve  is  drawn  entirely  through 
air^  or  passes  through  a  magnet,  or  soft  iron,  or  any  other  sub- 
stance, whether  paramagnetic  or  diamagnetic. 

600.]  When  a  circuit  is  placed  in  a  magnetic  field  the  mutual 
action  between  the  current  and  the  other  constituents  of  the  field 
depends  on  the  surface-integral  of  the  magnetic  induction  through 
any  surface  bounded  by  that  circuit.  If  by  any  given  motion  of 
the  circuit,  or  of  part  of  it,  this  surfiu^e-integral  can  be  increased^ 
there  will  be  a  mechanical  force  tending  to  move  the  conductor 
or  the  portion  of  the  conductor  in  the  given  manner. 

The  kind  of  motion  of  the  conductor  which  increases  the  surface- 
integral  is  motion  of  the  conductor  perpendicular  to  the  direction 
of  the  current  and  across  the  lines  of  induction. 

If  a  parallelogram  be  drawn,  whose  sides  are  parallel  and  pro- 
portional to  the  strength  of  the  current  at  any  point,  and  to  the 
magnetic  induction  at  the  same  point,  then  the  force  on  unit  of 
length  of  the  conductor  is  numerically  equal  to  the  area  of  this 
parallelogram^  and  is  perpendicular  to  its  plane,  and  acts  in  the 
direction  in  which  the  motion  of  turning  the  handle  of  a  right- 
handed  screw  from  the  direction  of  the  current  to  the  direction 
of  the  magnetic  induction  would  cause  the  screw  to  move. 

Hence  we  have  a  new  electromagnetic  definition  of  a  line  of 
magnetic  induction.  It  is  that  line  to  which  the  force  on  the 
conductor  is  always  perpendicular. 

It  may  also  be  defined  as  a  line  along  which,  if  an  electric  current 
be  transmitted^  the  conductor  carrying  it  will  experience  no  force. 

501.]  It  must  be  carefully  remembered^  that  the  mechanical  force 
which  urges  a  conductor  carrying  a  current  across  the  lines  of 
magnetic  force,  acts,  not  on  the  electric  current,  but  on  the  con- 
ductor which  carries  it.  If  the  conductor  be  a  rotating  disk  or  a 
fluid  it  will  move  in  obedience  to  this  force,  and  this  motion  may 
or  may  not  be  accompanied  with  a  change  of  position  of  the  electric 
current  which  it  carries.  But  if  the  current  itself  be  free  to  choose 
any  path  through  a  fixed  solid  conductor  or  a  network  of  wires, 
then,  when  a  constant  magnetic  force  is  made  to  act  on  the  system, 
the  path  of  the  current  through  the  conductors  is  not  permanently 
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altered,  but  after  certain  transient  phenomena,  called  induction 
currents,  have  subsided,  the  dietiibution  of  the  current  will  be  found 
to  be  the  eaine  as  if  no  ma^aetio  force  were  in  action. 

The  only  force  which  acte  on  electric  currents  ie  electnanotiTe 
force,  which  must  be  distin^ished  from  the  mechanical  force  which 
is  the  subject  of  this  chapter. 


Bel&tioiu  batwsen  the  poaitiTa  directioiu  of  to 
three  right-handed  screwB. 


n  and  of  rotation  indioktad  b; 


CHAPTER   II. 

ampere's  investigation  of  the  mutual  action  op 

electric  currents. 

502.]  We  have  considered  in  the  last  chapter  the  nature  of  the 
magnetic  field  produced  by  an  electric  current,  and  the  mechanical 
action  on  a  conductor  carrying  an  electric  current  placed  in  a  mag- 
netic field.  From  this  we  went  on  to  consider  the  action  of  one 
electric  circuit  upon  another,  by  determining  the  action  on  the  first 
due  to  the  magnetic  field  produced  by  the  second.  But  the  action 
of  one  circuit  upon  another  was  originally  investigated  in  a  direct 
manner  by  Ampere  almost  immediately  after  the  publication  of 
Orsted's  discovery.  We  shall  therefore  give  an  outline  of  Ampere's 
method,  resuming  the  method  of  this  treatise  in  the  next  chapter. 

The  ideas  which  guided  Ampere  belong  to  the  system  which 
admits  direct  action  at  a  distance,  and  we  shall  find  that  a  remark- 
able course  of  speculation  and  investigation  founded  on  these  ideas 
has  been  carried  on  by  Gauss,  Weber,  J.  Neumann,  Riemann, 
Betti,  C.  Neumann,  Lorenz,  and  others,  with  very  remarkable 
results  both  in  the  discovery  of  new  facts  and  in  the  formation  of 
a  theory  of  electricity.     See  Arts.  846-866. 

The  ideas  which  I  have  attempted  to  follow  out  are  those  of 
action  through  a  medium  from  one  portion  to  the  contiguous 
portion.  These  ideas  were  much  employed  by  Faraday,  and  the 
development  of  them  in  a  mathematical  form,  and  the  comparison  of 
the  results  with  known  facts,  have  been  my  aim  in  several  published 
papers.  The  comparison,  from  a  philosophical  point  of  view,  of  the 
results  of  two  methods  so  completely  opposed  in  their  first  prin- 
ciples must  lead  to  valuable  data  for  the  study  of  the  conditions 
of  scientific  speculation. 

503.]  Ampfere's  theory  of  the  mutual  action  of  electric  currents 
is  founded  on  four  experimental  facts  and  one  assumption. 
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Ampere's  fundamental  experiments  are  all  of  them  examples  of 
what  has  been  called  the  null  method  of  comparing  forces.  See 
Art.  214.  Instead  of  measuring  the  force  by  the  dynamical  effect 
of  communicating  motion  to  a  body,  or  the  statical  method  of 
placing  it  in  equilibrium  with  the  weight  of  a  body  or  the  elasticity 
of  a  fibre,  in  the  null  method  two  forces,  due  to  the  same  source, 
are  made  to  act  simultaneously  on  a  body  already  in  equilibrium, 
and  no  effect  is  produced,  which  shews  that  these  forces  are  them- 
selves in  equilibrium.  This  method  is  peculiarly  valuable  for 
comparing  the  effects  of  the  electric  current  when  it  passes  through 
circuits  of  different  forms.  By  connecting  all  the  conductors  in 
one  continuous  series,  we  ensure  that  the  strength  of  the  current 
is  the  same  at  every  point  of  its  course,  and  since  the  current 
begins  everywhere  throughout  its  course  almost  at  the  same  instant, 
we  may  prove  that  the  forces  due  to  its  action  on  a  suspended 
body  are  in  equilibrium  by  observing  that  the  body  is  not  at  all 
affected  by  the  starting  or  the  stopping  of  the  current. 

504.]  Ampere's  balance  consists  of  a  light  frame  capable  of 
revolving  about  a  vertical  axis,  and  carrying  a  wire  which  forms 
two  circuits  of  equal  area,  in  the  same  plane  or  in  parallel  planes, 
in  which  the  current  flows  in  opposite  directions.  The  object  of 
this  arrangement  is  to  get  rid  of  the  effects  of  terrestrial  magnetism 
on  the  conducting  wire.  When  an  electric  circuit  is  free  to  move 
it  tends  to  place  itself  so  as  to  embrace  the  largest  possible  number 
of  the  lines  of  induction.  If  these  lines  are  due  to  terrestrial 
magnetism,  this  position,  for  a  circuit  in  a  vertical  plane,  will  be 
when  the  plane  of  the  circuit  is  east  and  west,  and  when  the 
direction  of  the  current  is  opposed  to  the  apparent  course  of  the 
sun. 

By  rigidly  connecting  two  circuits  of  equal  area  in  parallel  planes, 
in  which  equal  currents  run  in  opposite  directions,  a  combination 
is  formed  which  is  unaffected  by  terrestrial  magnetism,  and  is 
therefore  called  an  Astatic  Combination,  see  Fig.  26.  It  is  acted 
on,  however,  by  forces  arising  from  currents  or  magnets  which  are 
so  near  it  that  they  act  differently  on  the  two  circuits. 

505.]  Ampere's  first  experiment  is  on  the  effect  of  two  equal 
currents  close  together  in  opposite  directions.  A  wire  covered  with 
insulating  material  is  doubled  on  itself,  and  placed  near  one  of  the 
circuits  of  the  astatic  balance.  When  a  current  is  made  to  pass 
through  the  wire  and  the  balance,  the  equilibrium  of  the  balance 
remains  undisturbed,  shewing  that  two  equal  currents  close  together 
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in  opposite  directions  neutralize  each  other.     If,  instead  of  two 
wires  side  by  aide,  a  wire  be  insulated  in  the  middle  of  a  metal 


taboj  and  if  the  corrent  pass  through  the  wire  and  back  by  the 
tube,  the  action  outside  the  tube  is  not  only  approximately  but 
accurately  null.  This  principle  is  of  great  importance  in  the  con- 
struction of  electric  apparatus,  as  it  affords  the  means  of  conveying 
ihe  current  to  uid  from  any  galvanometer  or  other  instrument  in 
such  a  way  that  no  electromagnetic  effect  is  produced  by  the  current 
on  its  passage  to  and  from  the  instrument.  In  practice  it  is  gene- 
rally sufficient  to  bind  the  wires  together,  care  being  taken  that 
they  are  kept  perfectly  insulated  from  each  other,  but  where  they 
must  pass  near  any  sensitive  part  of  the  apparatus  it  is  better  to 
make  one  of  the  conductors  a  tube  and  the  other  a  wire  inside  it. 
See  Art.  683. 

506.]  In  Ampere's  second  experiment  one  of  the  wires  is  bent 
and  crooked  with  a  number  of  small  sinuosities,  but  so  that  in 
every  part  of  its  course  it  remains  very  near  the  straight  wire. 
A  current,  flowing  through  the  crooked  wire  and  back  again 
through  the  straight  wire,  is  found  to  be  without  influence  on  the 
astatic  balance.  This  proves  that  the  effect  of  the  current  running 
through  any  crooked  part  of  the  wire  is  equivalent  to  the  same 
current  running  in  the  straight  line  joining  its  extremities,  pro- 
vided the  crooked  line  is  in  no  part  of  its  course  far  from  the 
straight  one.  Hence  any  small  element  of  a  circuit  is  equivalent 
to  two  or  more  component  elements,  the  relation  between  the 
component  elements  and  the  resultant  element  being  the  same  aa 
that  between  component  and  resultant  displacements  or  velocities. 

507.]    In  the  third  experiment  a  conductor  capable  of  moving 
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only  in  the  direction  of  its  length  is  substituted  for  the  astatic 
balance,  the  current  enters  the  conductor  and  leaves  it  at  fixed 
points  of  space^  and  it  is  found  that  no  closed  circuit  placed  in 
the  neighbourhood  is  able  to  move  the  conductor. 


Fig.  27. 

The  conductor  in  this  experiment  is  a  wire  in  the  form  of  a 
circular  arc  suspended  on  a  frame  which  is  capable  of  rotation 
about  a  vertical  axis.  The  circular  arc  is  horizontal,  and  its  centre 
coincides  with  the  vertical  axis.  Two  small  troughs  are  filled  with 
mercury  till  the  convex  surface  of  the  mercury  rises  above  the 
level  of  the  troughs.  The  troughs  are  placed  under  the  circular 
arc  and  adjusted  till  the  mercury  touches  the  wire,  which  is  of 
copper  well  amalgamated.  The  current  is  made  to  enter  one  of 
these  troughs,  to  traverse  the  part  of  the  circular  arc  between  the 
troughs,  and  to  escape  by  the  other  trough.  Thus  part  of  the 
circular  arc  is  traversed  by  the  current,  and  the  arc  is  at  the  same 
time  capable  of  moving  with  considerable  freedom  in  the  direc* 
tion  of  its  length.  Any  closed  currents  or  magnets  may  now  be 
made  to  approach  the  moveable  conductor  without  producing  the 
slightest  tendency  to  move  it  in  the  direction  of  its  length. 

508.]  In  the  fourth  experiment  with  the  astatic  balance  two 
circuits  are  employed,  each  similar  to  one  of  those  in  the  balance, 
but  one  of  them,  C,  having  dimensions  n  times  greater,  and  the 
other,  A,  n  times  less.  These  are  placed  on  opposite  sides  of  the 
circuit  of  the  balance,  which  we  shall  call  5,  so  that  they  are 
similarly  placed  with  respect  to  it,  the  distance  of  C  from  JB  being 
n  times  greater  than  the  distance  of  B  from  A.    The  direction  and 
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strength  of  the  current  is  the  same  in  A  and  C,  Its  direction  in 
B  may  be  the  same  or  opposite.  Under  these  circumstances  it  is 
found  that  ^  is  in  equilibrium  under  the  action  of  A  and  C,  whatever 
be  the  forms  and  distances  of  the  three  circuits,  provided  they  have 
the  relations  given  above. 

Since  the  actions  between  the  complete  circuits  may  be  considered 
to  be  due  to  actions  between  the  elements  of  the  circuits^  we  may 
use  the  following  method  of  determining  the  law  of  these  actions. 

Let  Ji,  B^i  Ci,  Pig.  28,  be  corresponding  elements  of  the  three 
circuits,  and  let  A^,  B^,  C^  be  also  corresponding  elements  in  an- 
other part  of  the  circuits.  Then  the  situation  of  B^  with  respect 
to  A^  is  similar  to  the  situation  of  Ci  with  respect  to  B2,  but  the 


Fig.  28. 

distance  and  dimensions  of  (7^  and  J?2  ^^^  ^  times  the  distance  and 
dimensions  of  B^  and  A2,  respectively.  If  the  law  of  electromag- 
netic action  is  a  Amction  of  the  distance^  then  the  action^  what- 
ever be  its  form  or  quality,  between  B^  and  A2,  may  be  written 

F=B^.A2/(B;A,)ab, 
and  that  between  C^  and  B2 

r^c^.B^fic^^bc, 

where  fl,  b,  c  are  the  strengths  of  the  cuiTents  in  A^  B,  C.     But 

nBi  =  Cj,  nA^  =  B2,  nB^A^  =  C^B^y  and  a  ^^c.     Hence 

jT  =  ti^B^.A^finB^^ab, 
and  this  is  equal  to  ^P  by  experiment,  so  that  we  have 

or,  the  force  varies  inversely  as  the  square  of  ike  distance . 
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509.]  It  may  be  observed  with  reference  to  these  experiments 
that  every  electric  current  forms  a  closed  circuit.  The  currents 
used  by  Ampdre,  being  produced  by  the  voltaic  battery,  were  of 
course  in  closed  circuits.  It  might  be  supposed  that  in  the  case 
of  the  current  of  discharge  of  a  conductor  by  a  spark  we  might 
have  a  current  forming  an  open  finite  line,  but  according  to  the 
views  of  this  book  even  this  case  is  that  of  a  closed  circuit.  No 
experiments  on  the  mutual  action  of  unclosed  currents  have  been 
made.  Hence  no  statement  about  the  mutual  action  of  two  ele- 
ments of  circuits  can  be  said  to  rest  on  purely  experimental  grounds. 
It  is  true  we  may  render  a  portion  of  a  circuit  moveable^  so  as  to 
ascertain  the  action  of  the  other  currents  upon  it^  but  these  cur- 
rents,  together  with  that  in  the  moveable  portion,  necessarily  form 
closed  circuits,  so  that  the  ultimate  result  of  the  experiment  is  the 
action  of  one  or  more  closed  currents  upon  the  whole  or  a  part  of  a 
closed  current. 

510.]  In  the  analysis  of  the  phenomena,  however,  we  may  re- 
gard the  action  of  a  closed  circuit  on  an  element  of  itself  or  of 
another  circuit  as  the  resultant  of  a  number  of  separate  forces, 
depending  on  the  separate  parts  into  which  the  first  circuit  may 
be  conceived,  for  mathematical  purposes,  to  be  divided. 

This  is  a  merely  mathematical  analysis  of  the  action,  and  is 
therefore  perfectly  legitimate,  whether  these  forces  can  really  act 
separately  or  not, 

511.]  We  shall  begin  by  considering  the  purely  geometrical 
relations  between  two  lines  in  space  representing  the  circuits,  and 
between  elementary  portions  of  these  lines. 

Let  there  be  two  curves  in  space  in  each  of  which  a  fixed  point 
is  taken  from  which  the  arcs  are 
measured  in  a  defined  direction 
along  the  curve.  Let  A^  A'  be 
these  points.  Let  P  Q  and  P'  Q' 
be  elements  of  the  two  curves. 

Let    AP=s,     A'F=^8\  ) 

pq^ds,  Fq^ds'S   ^^ 

and  let  the  distance  PP"  be  de-  ^^-  ^^• 

noted  by  r.  Let  the  angle  P'PQ  be  denoted  by  0,  and  PF(^ 
by  ^,  and  let  the  angle  between  the  planes  of  these  angles  be 
denoted  by  17. 

The  relative  position  of  the  two  elements  is  suflBciently  defined  by 
their  distance  r  and  the  three  angles  0,  ff,  and  ??,  for  if  these  be 
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given  their  relative  position  is  as  completely  determined  as  if  they 
formed  part  of  the  same  rigid  body. 

612.]  If  we  use  rectangular  coordinates  and  make  x,  y,  z  the 
coordinates  of  P,  and  af,  y,  sf  those  of  P',  and  if  we  denote  by  /,  m, 
n  and  by  l\  m\  ft'  the  direction-cosines  of  PQ,  and  of  P'Q'  re- 
spectively, then 

dy  dz  -\ 

rf>  =  '"'    ^  =  *'  I 

dy       ,      d/      ,     \ 


dx      J 

*  =  '' 


dil 


d/ 


=  r. 


(2) 


and  l{af^w)  +  m{/'-y)  +  n{/''z)=     rcos^,  \ 

^(a<— a?)  +  w'(/-j^)  +  «'(/— 2r)  =-rcos^,(  (3) 

/^-ff»  !»'+««'  =  cose,  ) 

where  e  is  the  angle  between  the  directions  of  the  elements  them- 
selves, and 

cos  6  =  —cos  $  cos  ^+ sin  ^  sin  ^  cos  rj,  (4) 


Again 
whence 


^  /^      \^      t  J      <^y      //      .dz    ^ 


dB 


da 


ds  ^"^      "^^  rf* 

=  — rcos^. 

Similarly     r^.=     (or'-a;)— +(/-y)^  +  (/-^)S 


^*' 


efo'         '  '  d/ 

=  — rcos^; 

rf^r        dr  dr  dx  daf      dy  dy       dz  d/ 

dsd^       ds  ds'  ""      ds  d^       ds  ds'      ds  ds'  ^ 

=  —  {IV  '\'mm''\-nn') 

=  —  cos  6. 


ds" 


(6) 


(7) 


We  can  therefore  express  the  three  angles  0,  ff,  and  ry,  and  the 
auxiliary  angle  c  in  terms  of  the  differential  coefficients  of  r  with 
respect  to  *  and  s'  as  follows, 

COB0  = r-    > 

(Is 

d^r       dr  dr 
cose  =— r 


sin  $  sin  0'  cos  rj  =  — r 


</^fl^y      <fo  dy 
d^r 

« 

dsds' 


(8) 
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513.]  We  shall  next  consider  in  what  way  it  is  mathematically 
conceivable  that  the  elements  PQ  and  P'Q'  might  act  on  each 
other,  and  in  doing  so  we  shall  not  at  first  assume  that  their  mutual 
action  is  necessarily  in  the  line  joining  them. 

We  have  seen  that  we  may  suppose  each  element  resolved  into 
other  elements,  provided  that  these  components,  when  combined 
according  to  the  rule  of  addition  of  vectors,  produce  the  original 
element  as  their  resultant. 

We  shall  therefore  consider  ds  as  resolved  into  coBOds  =  am  the 
direction  of  r,  and  sm  0  ds  =  fi         ^  a'         ^ 

in  a  direction  perpendicular  to  \  /  ^^^Z* 

r  in  the  plane  P'PQ.  1^  '"^v 

We  shall  also  consider   ds'  ^' 

88  resolved  into  cos  ^  ds'  =  a  in  the  direction  of  r  reversed, 
sin  ^  cos  r}d9'=  fi  in  a  direction  parallel  to  that  in  which  )3  was 
measured,  and  sin  ^sinT;fl?/=  y  in  a  direction  perpendicular  to 
a  and  ^. 

Let  us  consider  the  action  between  the  components  a  and  )3  on 
the  one  hand,  and  a',  p^^  y  on  the  other. 

(1)  o  and  a'  are  in  the  same  straight  line.  The  force  between 
them  must  therefore  be  in  this  line.  We  shall  suppose  it  to  be 
an  attraction  =:Aaaii\ 

where  ^  is  a  function  of  r,  and  i,  V  are  the  intensities  of  the 
currents  in  ds  and  ds^  respectively.  This  expression  satisfies  the 
condition  of  changing  sign  with  i  and  with  i\ 

(2)  )3  and  ^  are  parallel  to  each  other  and  perpendicular  to  the 
line  joining  them.     The  action  between  them  may  be  written 

This  force  is  evidently  in  the  line  joining  /3  and  p",  for  it  must 
be  in  the  plane  in  which  they  both  lie,  and  if  we  were  to  measure 
j3  and  ^  in  the  reversed  direction,  the  value  of  this  expression 
would  remain  the  same,  which  shews  that,  if  it  represents  a  force, 
that  force  has  no  component  in  the  direction  of  /3,  and  must  there- 
fore be  directed  along  r.  Let  us  assume  that  this  expression,  when 
positive,  represents  an  attraction. 

(3)  /3  and  /  are  perpendicular  to  each  other  and  to  the  line 
joining  them.  The  only  action  possible  between  elements  so  related 
is  a  couple  whose  axis  is  parallel  to  r.  We  are  at  present  engaged 
with  forces,  so  we  shall  leave  this  out  of  account. 

(4)  The  action  of  a  and  jS',  if  they  act  on  each  other,  must  be 
expressed  by  Caji'  ii\ 
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The  sign  of  this  expression  is  reversed  if  we  reverse  the  direction 
in  which  we  measure  ^.  It  must  therefore  represent  either  a  force 
in  the  direction  of  /9^,  or  a  couple  in  the  plane  of  a  and  ^.  As  we 
are  not  investigating  couples,  we  shall  take  it  as  a  force  acting 
on  a  in  the  direction  of  ^. 

There  is  of  course  an  equal  force  acting  on  ^  in  the  opposite 
direction. 

We  have  for  the  same  reason  a  force 

Cay  it' 
acting  on  a  in  the  direction  of  -/,  and  a  force 

CpariV 

acting  on  fi  in  the  opposite  direction. 

514.]  Collecting  our  results,  we  iSnd  that  the  action  on  ds  is 
compounded  of  the  following  forces, 

X=  {Aaa^-\-Bppf)iV  in  the  direction  of  r,  \ 
r=  C{ap^-^ap)ii'  in  the  direction  of  ft    (  (9) 

and  Z  =  Ca-yii^  in  the  direction  of  y'.  ) 

Let  us  suppose  that  this  action  on  ds  is  the  resultant  of  three 
forces^  BiVdsd/  acting  in  the  direction  of  r,  Sii'dsds'  acting  in 
the  direction  of  rf*,  and  S^iVd%d^  acting  in  the  direction  of  rf/, 
then  in  terms  of  Q^  &y  and  ?;, 

i?  =     ^  cos  0  cos  d'+ -^  sin  0  sin  ^cos  ?;, 
iSzii-Ccos^,        S'-  Ccos0. 

In  terms  of  the  differential  coefficients  of  r 


\  (10) 


72=     A^—-^Br^^y 
ds  d/  d^d/^ 

ds  d% 


(11) 


In  terms  of  /,  «i,  »,  and  /',  m\  n\ 
8  =  C-{ri-^m'ri^n'Q,      S'=  C-{l$  +  mr,+nC), 

T  T 


(12) 


where  f,  ry,  fare  written  for  x' —x^  ^ —y^  ^^'^  /— x?  respectively. 

515.]  We  have  next  to  calculate  the  force  with  which  the  finite 
current  9  acts  on  the  finite  current  a.  The  current  *  extends  from 
A^  where  *  =  0,  to  P,  where  it  has  the  value  8.  The  current  s' 
extends  from  A\  where  /=  0,  to  P',  where  it  has  the  value  /• 
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The  coordinates  of  points  on  either  current  are  fhnctions  of  *  or 
of/. 

If  F  is  any  fuuction  of  the  position  of  a  point,  then  we  shall  use 
the  subscript  (,  q)  to  denote  the  excess  of  its  value  at  P  over  that 
at  A,  thus  F^,^^^  =  Fp^Fa* 

Such  functions  necessarily  disappear  when  the  circuit  is  closed. 

Let  the  components  of  the  total  force  with  which  4' P'  acts  on 
A  A  be  ii'  X,  ii'Yy  and  iVZ,    Then  the  component  parallel  to  X  of 

the  force  with  which  dn'  acts  on  da  will  be  iV  ,    , ,  ds  d/. 

dids 

Hence  -J^  =  iZi  ^Sl^S'l'.  (13) 

Substituting  the  values  of  72,  S^  and  &'  from  (12),  remembering 

that  »//•/./>         dr  ,,.v 

r^^m'ri+n'C-r^i  (14) 

and  arranging  the  terms  with  respect  to  /,  m,  n,  we  find 

4«{-(^-f^±^ff+C^^+5'^^j.  (16) 

Since  A^  B,  and  C  are  functions  of  r,  we  may  write 

P=.J'iA  +  B)-^dr,         Q=J'cdr,  (16) 

the  integration  being  taken  between  r  and  oo  because  A,  J?,  C 
vanish  when  r  =  cx>. 

Hence        (^  +  iO-^=-4^>     and     C  =  -^.  (17) 

516.]  Now  we  know,  by  Ampere's  third  case  of  equilibrium,  that 
when  /  is  a  closed  circuit,  the  force  acting  on  ds  is  perpendicular 
to  the  direction  of  da,  or,  in  other  words,  the  component  of  the  force 
in  the  direction  of  da  itself  is  zero.  Let  us  therefore  assume  the 
direction  of  the  axis  o{  x  so  as  to  be  parallel  to  da  by  making  /=  1^ 
«i  =  0,  «  —  0.     Equation  (15)  then  becomes 

To  find  -r-  ,  the  force  on  da  referred  to  unit  of  length,  we  must 
da 
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integrate  this  expression  with  respect  to  /.     Integrating  the  first 
term  by  parts,  we  find 


^=  {P^*-q)u.o)-f\'iPr-B-C)^.d/. 


(19) 


When  /  is  a  closed  circuit  this  expression  must  be  zero.  The 
first  term  will  disappear  of  itself.  The  second  term,  however,  will 
not  in  general  disappear  in  the  case  of  a  closed  circuit  unless  the 
quantity  under  the  sign  of  integration  is  always  zero.  Hence^  to 
satisfy  Ampere's  condition, 

P=  JL(j5  +  C).  (20) 


2r 


517.]  We  can  now  eliminate  P,  and  find  the  general  value  of 


dX 
da 


dX      {B+O^,,.  ,,     ^) 


•/A 


0       2  r  Jo       2  r 


ds'.      (21) 


When  «'  is  a  closed  circuit  the  first  term  of  this  expression 
vanishes,  and  if  we  make 


•'o 


2  r 

B-CVC-n'$ 

2  r 

B-C  m'^-l'r, 


di', 
d^, 
d»'. 


(22) 


2  r 

where  the  integration  is  extended  round  the  closed  circuit  «',  we 
may  write  dX 


Similarly 


ds 

dT 

ds 


=  n  a —  I  y\     \ 


^^       1  of  f 


(23) 


The  quantities  o',  ^,  y  are  sometimes  called  the  determinants  of 
the  circuit  /  referred  to  the  point  P.  Their  resultant  is  called  by 
Ampere  the  directrix  of  the  electrodynamic  action. 

It  is  evident  from  the  equation,  that  the  force  whose  components 

are  ^->    -=- ,  and    -y-  is  perpendicular  both  to  da  and  to  this 

directrix,  and  is  represented  numerically  by  the  area  of  the  parallel- 
ogram whose  sides  are  da  and  the  directrix. 
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In  the  language  of  quaternions^  the  resultant  force  on  ds  is  the 
vector  part  of  the  product  of  the  directrix  multiplied  by  ds. 

Since  we  already  know  that  the  directrix  is  the  same  thing  as 
the  magnetic  force  due  to  a  unit  current  in  the  circuit  /,  we  shall 
henceforth  speak  of  the  directrix  as  the  magnetic  force  due  to  the 
circuit. 

518.]  We  shall  now  complete  the  calculation  of  the  components 
of  the  force  acting  between  two  finite  currents,  whether  closed  or 
open. 

Let  p  be  a  new  function  of  r,  such  that 

p^\j\B-C)dr,  (24) 

then  by  (17)  and  (20) 

2(  +  5  =  r^,(Q  +  p)-^(Q+p),  (25) 

and  equations  (11)  become 


dt'  d» 


(26) 


With  these  values  of  the  component  forces,  equation  (13)  becomes 
dsd/  drr      ^dsd/^^     ^^       ds'         ds 

-     '^^''^+      dsds'      '^^'di'-'^di'  (^^^ 

519.]  Let 

F=      Ipds,  ^  =  /   ntpds,  H=z     npds,         (28) 

•/©  •'o  •'0 

F'  =  fl'pd/,        &=('m'pd/,        S'=f"n'pdtr.       (29) 

^0  •^O  •'0 

These  quantities  have  definite  values  for  any  given  point  of  space. 
When  the  circuits  are  closed,  they  correspond  to  the  components  of 
the  vector-potentials  of  the  circuits. 

Let  Jy  be  a  new  function  of  r,  such  that 

L=  rr{Q  +  p)dr,  (30) 

Jo 

and  let  if  be  the  double  integral 

M=  pco8€dsd/,  (31) 
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which,  when  the  circuits  are  closed,  becomes  their  mutual  potential, 
then  (27)  may  be  written 

d^X        d^     UM     dL 


dsd^      d^da  (  dx 


-'^+M-        <'^' 


520.]  Integrating;  with  respect  to  9  and  /,  between  the  given 
limits,  we  find 

^r^-^F^^F^^Fj,,,  (33) 

where  the  subscripts  of  L  indicate  the  distance,  r,  of  which  the 
quantity  Jy  is  a  function^  and  the  subscripts  of  F  and  F"  indicate 
the  points  at  which  their  values  are  to  be  taken. 

The  expressions  for  Y  and  Z  may  be  written  down  from  this. 
Multiplying  the  three  components  by  rfa?,  dy^  and  dz  respectively, 
we  obtain 

Xdx-\-Ydy-\-Zdz  =  1)M-D{Lpp,—Lap,—La'P'\'Laa)7 

-\-{F'dx-{-(?dy-\-H'dz),p^A^, 
^{Fdx  '\-Gdy^  Hdz^p^^A)'}  (34) 

where  D  is  the  symbol  of  a  complete  differential. 

Since  Fdx  ■\-Gdy-\-  Hdz  is  not  in  general  a  complete  differential  of 
a  fimction  of  a?,y,  x?,  X da -\- T dy -^  Z dz  is  not  a  complete  differential 
for  currents  either  of  which  is  not  closed. 

521.]  If,  however,  both  currents  are  closed,  the  terms  in  L,  F^ 
0,  H,  r,  G\  H'  disappear,  and 

Xdx-\-rdy-hZdzz=  J)M,  (35) 

where  M  is  the  mutual  potential  of  two  closed  circuits  carrying  unit 
currents.  The  quantity  M  expresses  the  work  done  by  the  electro- 
magnetic forces  on  either  conducting  circuit  when  it  is  moved 
parallel  to  itself  from  an  infinite  distance  to  its  actual  position.  Any 
alteration  of  its  position,  by  which  M  is  increased,  will  be  assisted  by 
the  electromagnetic  forces. 

It  may  be  shewn,  as  in  Arts.  490,  596,  that  when  the  motion  of 
the  circuit  is  not  parallel  to  itself  the  forces  acting  on  it  are  still 
determined  by  the  variation  of  Jf,  the  potential  of  the  one  circuit  on 
the  other. 

522.]  The  only  experimental  fact  which  we  have  made  use  of 
in  this  investigation  is  the  fact  established  by  Ampfere  that  the 
action  of  a  closed  current  on  any  portion  of  another  current  is 
perpendicular  to  the  direction  of  the  latter.     Every  other  part  of 
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the  investigation  depends  on  purely  mathematical  considerations 
depending  on  the  properties  of  lines  in  space.  The  reasoning  there- 
fore may  be  presented  in  a  much  more  condensed  and  appropriate 
form  by  the  use  of  the  ideas  and  language  of  the  mathematical 
method  specially  adapted  to  the  expression  of  such  geometrical 
relations — the  Quaternions  of  Hamilton. 

This  has  been  done  by  Professor  Tait  in  the  Quarterly  MatAe^ 
maticalJoumal,  1866,  and  in  his  treatise  on  Quaternions^  §  399,  for 
Ampere's  original  investigation,  and  the  student  can  easily  adapt 
the  same  method  to  the  somewhat  more  general  investigation  given 

here. 

523.]   Hitherto  we  have  made  no  assumption  with  respect  to  the 

quantities  A^  By  C,  except  that  they  are  functions  of  r ,  the  distance 

between  the  elements.     We  have  next  to  ascertain  the  form  of 

these  functions^  and  for  this  purpose  we  make  use  of  Ampere's 

fourth  case  of  equilibrium,  Art.  508,  in  which  it  is  shewn  that  if 

all  the  linear  dimensions  and  distances  of  a  system  of  two  circuits 

be  altered  in  the  same  proportion,  the  currents  remaining  the  same^ 

the  force  between  the  two  circuits  will  remain  the  same. 

Now  the  force  between  the  circuits  for  unit  currents  is  -r—  ,  and 

ax 

since  this  is  independent  of  the  dimensions  of  the  system,  it  must 
be  a  numerical  quantity.  Hence  M  itself,  the  coefficient  of  the 
mutual  potential  of  the  circuits,  must  be  a  quantity  of  the  dimen- 
sions of  a  line.  It  follows^  from  equation  (31),  that  p  must  be  the 
reciprocal  of  a  line,  and  therefore  by  (24),  5— C  must  be  the  inverse 
square  of  a  line.  But  since  JB  and  C  are  both  functions  oir,B—0 
must  be  the  inverse  square  of  r  or  some  numerical  multiple  of  it. 

524.]  The  multiple  we  adopt  depends  on  our  system  of  measure- 
ment. If  we  adopt  the  electromagnetic  system,  so  called  because 
it  agrees  with  the  system  already  established  for  magnetic  measure- 
ments, the  value  of  M  ought  to  coincide  with  that  of  the  potential 
of  two  magnetic  shells  of  strength  unity  whose  boundaries  are  the 
two  circuits  respectively.  The  value  of  M  in  that  case  is,  by 
Art.  423,  ff  cos  € 


if 


=  //^*^,  (36) 

the  integration  being  performed  round  both  circuits  in  the  positive 
direction.  Adopting  this  as  the  numerical  value  of  Jf,  and  com- 
paring with  (31),  we  find 

p  =  l       and    jB-C=-V  (37) 

r  T 
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525.]  We  may  now  express  the  components  of  the  force  on  ds 
arising  from  the  action  of  da  in  the  most  general  form  consistent 
with  experimental  facts. 

The  force  on  ds  is  compounded  of  an  attraction 

^       1  fdr  dr      ^     d^r  ^  ..,  ,  ,,        d^Q  .., ,    ,. 

in  the  direction  of  r, 

5  = j^.iVdsds'  in  the  direction  oi ds.  \         \     ) 

dH 

and       S  -=.  -^  iVds  d^  in  the  direction  of  ds\ 

da 

/•oo 

where  Q  =  /     Cdr^  and  since  C  is  an  unknown  function  of  r,  ^® 

know  only  that  Q  is  some  function  of  r. 

526.]  The  quantity  Q  cannot  be  determined^  without  assump- 
tions of  some  kind,  from  experiments  in  which  the  active  current 
forms  a  closed  circuit.  If  we  suppose  with  Ampere  that  the  action 
between  the  elements  da  and  da  is  in  the  line  joining  them,  then 
S  and  8'  must  disappear^  and  Q  must  be  constant^  or  zero.  The 
force  is  then  reduced  to  an  attraction  whose  value  is 

„       1  /dr  dr      ^     d^r  \  ..,,   ,,  ,     , 

Ampere,  who  made  this  investigation  long  before  the  magnetic 
system  of  units  had  been  established^  uses  a  formula  having  a 
numerical  value  half  of  this,  namely 

Here  the  strength  of  the  current  is  measured  in  what  is  called 
electrodynamic  measure.  If  i,  i'  are  the  strength  of  the  currents  in 
electromagnetic  measm-e,  and  j\  J'  the  same  in  electrodynamic  mea- 
sure, then  it  is  plain  that 

y/=2it',     or    y=^/2^.  (41) 

Hence  the  unit  current  adopted  in  electromagnetic  measure  is 
greater  than  that  adopted  in  electrodynamic  measure  in  the  ratio 
of  ^2  to  1. 

The  only  title  of  the  electrodynamic  unit  to  consideration  is 
that  it  was  originally  adopted  by  Ampere,  the  discoverer  of  the 
law  of  action  between  currents.  The  continual  recurrence  of  v''2 
in  calculations  founded  on  it  is  inconvenient,  and  the  electro- 
magnetic system  has  the  great  advantage  of  coinciding  numerically 
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with  all  our  magnetic  formulae.  As  it  is  di£Scult  for  the  student 
to  bear  in  mind  whether  he  is  to  multiply  or  to  divide  by  \/2,  we 
shall  henceforth  use  only  the  electromagnetic  system^  as  adopted  by 
Weber  and  most  other  writers. 

Since  the  form  and  value  of  Q  have  no  effect  on  any  of  the 
experiments  hitherto  made,  in  which  the  active  current  at  least 
is  always  a  closed  one,  we  may,  if  we  please,  adopt  any  value  of  Q 
which  appears  to  us  to  simplify  the  formulae. 

Thus  Ampere  assumes  that  the  force  between  two  elements  is  in 
the  line  joining  them.     This  gives  Q  =  0, 

Grassmann  ^  assumes  that  two  elements  in  the  same  straight  line 
have  no  mutual  action.     This  gives 

^-"" 27-'  ^--275^'' ^-"2;^^''    ^-27^**^^^^ 

We  might,  if  we  pleased,  assume  that  the  attraction  between  two 
elements  at  a  given  distance  is  proportional  to  the  cosine  of  the 
angle  between  them.     In  this  case 

«=-!,    s^^^..   «=-^*.    »-=i,*.    («) 

Finally,  we  might  assume  that  the  attraction  and  the  oblique 
forces  depend  only  on  the  angles  which  the  elements  make  with  the 
line  joining  them,  and  then  we  should  have 

527.]  Of  these  four  different  assumptions  that  of  Ampere  is 
undoubtedly  the  best,  since  it  is  the  only  one  which  makes  the 
forces  on  the  two  elements  not  only  equal  and  opposite  but  in  the 
straight  line  which  joins  them. 

•  Pogg.,  Ann.  Ixiv.  p.  1  (1845). 


VOL.  II.  M 


CHAPTER  III. 


ON   THE   INDUCTION  OF   ELECTRIC   CURRENTS. 

528.]  The  discovery  by  Orsted  of  the  magnetic  action  of  an 
electric  current  led  by  a  direct  process  of  reasoning  to  that  of 
magnetization  by  electric  currents^  and  of  the  mechanical  action 
between  electric  currents.  It  was  not,  however,  till  1831  that 
Faraday,  who  had  been  for  some  time  endeavouring  to  produce 
electric  currents  by  magnetic  or  electric  action,  discovered  the  con- 
ditions of  magneto-electric  induction.  The  method  which  Faraday 
employed  in  his  researches  consisted  in  a  constant  appeal  to  ex- 
periment as  a  means  of  testing  the  truth  of  his  ideas,  and  a  constant 
cultivation  of  ideas  under  the  direct  influence  of  experiment.  In 
his  published  researches  we  find  these  ideas  expressed  in  language 
which  is  all  the  better  fitted  for  a  nascent  science,  because  it  is 
somewhat  alien  from  the  style  of  physicists  who  have  been  accus- 
tomed to  established  mathematical  forms  of  thought. 

The  experimental  investigation  by  which  Ampere  established  the 
laws  of  the  mechanical  action  between  electric  currents  is  one  of 
the  most  brilliant  achievements  in  science. 

The  whole,  theory  and  experiment,  seems  as  if  it  had  leaped^, 
full  grown  and  full  armed,  from  the  brain  of  the  *  Newton  of  elec- 
tricity.' It  is  perfect  in  form,  and  unassailable  in  accuracy,  and 
it  is  summed  up  in  a  formula  from  which  all  the  phenomena  may 
be  deduced,  and  which  must  always  remain  the  cardinal  formula  of 
electro-dynamics. 

The  method  of  Ampere,  however,  though  cast  into  an  inductive 
form,  does  not  allow  us  to  trace  the  formation  of  the  ideas  which 
guided  it.  We  can  scarcely  believe  that  Ampere  really  discovered 
the  law  of  action  by  means  of  the  experiments  which  he  describes. 
We  are  led  to  suspect,  what,  indeed,  he  tells  us  himself*,  that  he 

*  ThioHe  dtt  Phenomines  EUdrodynamiques,  p.  9. 
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discovered  the  law  by  some  process  which  he  has  not  shewn  us^ 
and  that  when  he  had  afterwards  built  up  a  perfect  demon- 
stration he  removed  all  traces  of  the  scaffolding  by  which  he  had 
raised  it. 

Faraday,  on  the  other  hand,  shews  us  his  unsuccessful  as  well 
as  his  successful  experiments,  and  his  crude  ideas  as  well  as  his 
developed  ones,  and  the  reader,  however  inferior  to  him  in  inductive 
power,  feels  sympathy  even  more  than  admiration,  and  is  tempted 
to  believe  that,  if  he  had  the  opportunity,  he  too  would  be  a  dis- 
coverer. Every  student  therefore  should  read  Ampfere's  research 
as  a  splendid  example  of  scientific  style  in  the  statement  of  a  dis- 
covery, but  he  should  also  study  Faraday  for  the  cultivation  of  a 
scientific  spirit,  by  means  of  the  action  and  reaction  which  will 
take  place  between  newly  discovered  facts  and  nascent  ideas  in  his 
own  mind. 

It  was  perhaps  for  the  advantage  of  science  that  Faraday,  though 
thoroughly  conscious  of  the  fundamental  forms  of  space,  time,  and 
force,  was  not  a  professed  mathematician.  He  was  not  tempted 
to  enter  into  the  many  interesting  researches  in  pure  mathematics 
which  his  discoveries  would  have  suggested  if  they  had  been 
exhibited  in  a  mathematical  form,  and  he  did  not  feel  called  upon 
either  to  force  his  results  into  a  shape  acceptable  to  the  mathe- 
matical taste  of  the  time,  or  to  express  them  in  a  form  which 
mathematicians  might  attack.  He  was  thus  left  at  leisure  to 
do  his  proper  work,  to  coordinate  his  ideas  with  his  facts,  and  to 
express  them  in  natural,  untechnical  language. 

It  is  mainly  with  the  hope  of  making  these  ideas  the  basis  of  a 
mathematical  method  that  I  have  undertaken  this  treatise. 

529.]  We  are  accustomed  to  consider  the  universe  as  made  up  of 
parts,  and  mathematicians  usually  begin  by  considering  a  single  par- 
ticle, and  then  conceiving  its  relation  to  another  particle,  and  so  on. 
This  has  generally  been  supposed  the  most  natural  method.  To 
conceive  of  a  particle,  however,  requires  a  process  of  abstraction, 
since  all  our  perceptions  are  related  to  extended  bodies,  so  that 
the  idea  of  the  all  that  is  in  our  consciousness  at  a  given  instant 
is  perhaps  as  primitive  an  idea  as  that  of  any  individual  thing. 
Hence  there  may  be  a  mathematical  method  in  which  we  proceed 
from  the  whole  to  the  parts  instead  of  from  the  parts  to  the  whole. 
For  example,  Euclid,  in  his  first  book,  conceives  a  line  as  traced 
out  by  a  point,  a  surface  as  swept  out  by  a  line^  and  a  solid  as 
generated  by  a  surface.     But  he  also  defines  a  surfEice  as  the 

M  2 
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boundary  of  a  solid^  a  line  as  the  edge  of  a  surfisice,  and  a  point 
as  the  extremity  of  a  line. 

In  like  manner  we  may  conceive  the  potential  of  a  material 
system  as  a  function  found  by  a  certain  process  of  integration  with 
respect  to  the  masses  of  the  bodies  in  the  field,  or  we  may  suppose 
these  masses  themselves  to  have  no  other  mathematical  meaning 

than  the  volume-integrals  of  -—  v^*>  where  4^  is  the  potential. 

47r 

In  electrical  investigations  we  may  use  formulae  in  which  the 
quantities  involved  are  the  distances  of  certain  bodies,  and  the 
electrifications  or  currents  in  these  bodies,  or  we  may  use  formulae 
which  involve  other  quantities,  each  of  which  is  continuous  through 
all  space. 

The  mathematical  process  employed  in  the  first  method  is  in- 
tegration along  lines,  over  surfaces,  and  throughout  finite  spaces, 
those  employed  in  the  second  method  are  partial  differential  equa- 
tions and  integrations  throughout  all  space. 

The  method  of  Faraday  seems  to  be  intimately  related  to  the 
second  of  these  modes  of  treatment.  He  never  considers  bodies 
as  existing  with  nothing  between  them  but  their  distance,  and 
acting  on  one  another  according  to  some  function  of  that  distance. 
He  conceives  all  space  as  a  field  of  force,  the  lines  of  force  being 
in  general  curved,  and  those  due  to  any  body  extending  &om  it  on 
all  sides,  their  directions  being  modified  by  the  presence  of  other 
bodies.  He  even  speaks  *  of  the  lines  of  force  belonging  to  a  body 
as  in  some  sense  part  of  itself,  so  that  in  its  action  on  distant 
bodies  it  cannot  be  said  to  act  where  it  is  not.  This,  however, 
is  not  a  dominant  idea  with  Faraday.  I  think  he  would  rather 
have  said  that  the  field  of  space  is  full  of  lines  of  force,  whose 
arrangement  depends  on  that  of  the  bodies  in  the  field,  and  that 
the  mechanical  and  electrical  action  on  each  body  is  determined  by 
the  lines  which  abut  on  it. 


PHENOMENA  OP  MAGNETO-ELECTRIC   INDUCTION  f. 

530.]    1.  Induction  by  Variation  of  the  Primary  Current. 

Let  there  be  two   conducting   circuits,   the   Primary  and   the 
Secondary  circuit.     The  primary  circuit  is  connected  with  a  voltaic 

♦  Exp,  Res.,  ii.  p.  298  ;   iii.  p.  447. 

t  Bead  Faraday's  Experimenial  ResearcheSt  aeries  i  and  ii. 
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battery  by  which  the  primary  current  may  be  produced,  maintained, 
stopped,  or  reversed.  The  secondary  circuit  includes  a  galvano- 
meter to  indicate  any  currents  which  may  be  formed  in  it.  This 
galvanometer  is  placed  at  such  a  distance  from  all  parts  of  the 
primary  circuit  that  the  primary  current  has  no  sensible  direct 
influence  on  its  indications. 

Let  part  of  the  primary  circuit  consist  of  a  straight  wire,  and 
part  of  the  secondary  circuit  of  a  straight  wire  near,  and  parallel  to 
the  first,  the  other  parts  of  the  circuits  being  at  a  greater  distance 
from  each  other. 

It  is  found  that  at  the  instant  of  sending  a  current  through 
the  straight  wire  of  the  primary  circuit  the  galvanometer  of  the 
secondary  circuit  indicates  a  current  in  the  secondary  straight  wire 
in  the  opposite  direction.  This  is  called  the  induced  current.  If 
the  primary  current  is  maintained  constant,  the  induced  current  soon 
disappears,  and  the  primary  current  appears  to  produce  no  eflfect 
on  the  secondary  circuit.  If  now  the  primary  current  is  stopped, 
a  secondary  current  is  observed,  which  is  in  the  same  direction  as 
the  primary  current.  Every  variation  of  the  primary  current 
produces  electromotive  force  in  the  secondary  circuit.  When  the 
primary  current  increases,  the  electromotive  force  is  in  the  opposite 
direction  to  the  current.  When  it  diminishes,  the  electromotive 
force  is  in  the  same  direction  as  the  current.  When  the  primary 
current  is  constant,  there  is  no  electromotive  force. 

These  efiects  of  induction  are  increased  by  bringing  the  two  wires 
nearer  together.  They  are  also  increased  by  forming  them  into 
two  circular  or  spiral  coils  placed  close  together,  and  still  more  by 
placing  an  iron  rod  or  a  bundle  of  iron  wires  inside  the  coils. 

2.  Induction  hy  Motion  of  the  Primary  Circuit, 

We  have  seen  that  when  the  primary  current  is  maintained 
constant  and  at  rest  the  secondary  current  rapidly  disappears. 

Now  let  the  primary  current  be  maintained  constant,  but  let  the 
primary  straight  wire  be  made  to  approach  the  secondary  straight 
wire.  During  the  approach  there  will  be  a  secondary  current  in 
the  opposite  direction  from  the  primary. 

K  the  primary  circuit  be  moved  away  from  the  secondary,  there 
will  be  a  secondary  current  in  the  same  direction  as  the  primary. 

3.  Induction  hy  Motion  of  the  Secondary  Circuit. 
K  the   secondary  circuit   be  moved,   the  secondary  cuxrent  is 
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opposite  to  the  primary  when  the  secoDdary  wire  is  approaching 
the  primary  wire^  and  in  the  same  direction  when  it  is  receding 
from  it. 

In  all  cases  the  direction  of  the  secondary  current  is  such  that 
the  mechanical  action  between  the  two  conductors  is  opposite  to 
the  direction  of  motion,  being  a  repulsion  when  the  wires  are  ap- 
proaching, and  an  attraction  when  they  are  receding.  This  very 
important  fact  was  established  by  Lenz  ^. 

4.  Inductiofi  by  the  Relative  Motiofi  of  a  Magnet  and  the  Secondary 

Circuit. 

If  we  substitute  for  the  primary  circuit  a  magnetic  shell,  whose 
edge  coincides  with  the  circuit,  whose  strength  is  numerically  equal 
to  that  of  the  current  in  the  circuit,  and  whose  austral  &ce  cor- 
responds to  the  positive  face  of  the  circuit,  then  the  phenomena 
produced  by  the  relative  motion  of  this  shell  and  the  secondary 
circuit  are  the  same  as  those  observed  in  the  case  of  the  primary 
circuit. 

581.]  The  whole  of  these  phenomena  may  be  summed  up  in  one 
law.  When  the  number  of  lines  of  magnetic  induction  which  pass 
through  the  secondary  circuit  in  the  positive  direction  is  altered, 
an  electromotive  force  acts  round  the  circuit,  which  is  measured 
by  the  rate  of  decrease  of  the  magnetic  induction  through  the 
circuit. 

532.]  For  instance,  let  the  rails  of  a  railway  be  insulated  from 
the  earth,  but  connected  at  one  terminus  through  a  galvanometer, 
and  let  the  circuit  be  completed  by  the  wheels  and  axle  of  a  rail- 
way carriage  at  a  distance  x  from  the  terminus.  Neglecting  the 
height  of  the  axle  above  the  level  of  the  rails,  the  induction 
through  the  secondary  circuit  is  due  to  the  vertical  component  of 
the  earth's  magnetic  force,  which  in  northern  latitudes  is  directed 
downwards.  Hence,  if  J  is  the  gauge  of  the  railway,  the  horizontal 
area  of  the  circuit  is  J  a?,  and  the  surface-integral  of  the  magnetic 
induction  through  it  is  Zbx,  where  Z  is  the  vertical  component  of 
the  magnetic  force  of  ih^  earth.  Since  Z  is  downwards,  the  lower 
face  of  the  circuit  is  to  be  reckoned  positive,  and  the  positive 
direction  of  the  circuit  itself  is  north,  east,  south,  west,  that  is,  in 
the  direction  of  the  sun's  apparent  diurnal  course. 

Now  let  the  carriage  be  set  in  motion,  then  x  will  vary,  and 

♦  Pogg.,  Ann.  xxi.  483  (1884.) 
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tbere  will  be  an  electromotive  force  in  the  circuit  whrne  value 

If  X  is  increasing,  that  is,  if  the  carriage  is  moving  away  from 
the  terminus,  this  electromotive  force  is  in  the  negative  direction, 
or  north,  west,  south,  east.  Hence  the  direction  of  this  force 
through  the  axle  is  from  right  to  left.  If  «  were  dimimshiug,  the 
absolute  direction  of  the  force  would  be  reversed,  but  since  the 
direction  of  the  motion  of  the  carriage  is  also  reversed,  the  electro- 
motive force  on  the  axle  is  still  &om  right  to  left,  the  observer 
in  the  carriage  being  always  supposed  to  move  face  forwards.  In 
southern  latitudes,  where  the  south  end  of  the  needle  dips,  the 
electromotive  force  on  a  moving  body  is  from  left  to  right. 

Hence  we  have  the  following  rule  for  determining  the  electro- 
motive force  on  a  wire  moving  through  a  field  of  magnetic  force. 
Place,  in  imagination,  your  head  and  feet  in  the  position  occupied 
by  the  ends  of  a  compass  needle  which  point  north  and  south  respec- 
tively ;  turn  your  face  in  the  forward  direction  of  motion,  then  the 
electromotive  force  due  to  the  motion  will  he  trom  left  to  right. 

533.]  As  these  directional  relations  are  important,  let  ns  take 
another  illustration.  Suppose  a  metal  girdle  Uid  round  the  earth 
at  the  equator,  and  a  metal  wire 
Uid  along  the  meridian  of  Green- 
wich firom  the  equator  to  the  north 
pole. 

Let  a  great  quadrantal  arch  of 
metal  be  constructed,  of  which  one 
extremity  is  pivoted  on  the  north 
pole,  while  the  other  is  carried  round 
the  equator,  sliding  on  the  great 
girdle  of  the  earth,  and  following 
the  sun  in  his  daily  course.  There 
will  then  be  an  electromotive  force 
along  the  moving  quadrant,  acting 
from  the  pole  towards  the  equator.  Fig.  31. 

The  electromotive  force  will  be  the  same  whether  we  suppose 
the  earth  at  reEt  and  the  quadrant  moved  from  east  to  west,  or 
whether  we  suppose  the  quadrant  at  rest  and  the  earth  turned  from 
west  to  east.  If  we  suppose  the  earth  to  rotate,  the  electromotive 
force  will  be  the  same  whatever  be  the  form  of  the  part  of  the 
circuit  fixed  in  space  of  which  one  end  touches  one  of  the  poles 
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and  the  other  the  equator.  The  current  in  this  part  of  the  circuit 
is  from  the  pole  to  the  equator. 

The  other  part  of  the  circuit,  which  is  fixed  with  respect  to  the 
earth,  may  also  be  of  any  form^  and  either  within  or  without  the 
earth.     In  this  part  the  current  is  from  the  equator  to  either  pole. 

584.]  The  intensity  of  the  electromotive  force  of  magneto-electric 
induction  is  entirely  independent  of  the  nature  of  the  substance 
of  the  conductor  in  which  it  acts^  and  also  of  the  nature  of  the 
conductor  which  carries  the  inducing  current. 

To  shew  this,  Faraday  *  made  a  conductor  of  two  wires  of  different 
metals  insulated  from  one  another  by  a  silk  covering,  but  twisted 
together,  and  soldered  together  at  one  end.  The  other  ends  of  the 
wires  were  connected  with  a  galvanometer.  In  this  way  the  wires 
were  similarly  situated  with  respect  to  the  primary  circuit,  but  if 
the  electromotive  force  were  stronger  in  the  one  wire  than  in  the 
other  it  would  produce  a  current  which  would  be  indicated  by  the 
galvanometer.  He  founds  however,  that  such  a  combination  may 
be  exposed  to  the  most  powerful  electromotive  forces  due  to  in- 
duction without  the  galvanometer  being  affected.  He  also  found 
that  whether  the  two  branches  of  the  compound  conductor  consisted 
of  two  metals,  or  of  a  metal  and  an  electrolyte^  the  galvanometer 
was  not  affected  f. 

Hence  the  electromotive  force  on  any  conductor  depends  only  on 
the  form  and  the  motion  of  that  conductor,  together  with  the 
strength,  form,  and  motion  of  the  electric  currents  in  the  field. 

535.]  Another  negative  property  of  electromotive  force  is  that 
it  has  of  itself  no  tendency  to  cause  the  mechanical  motion  of  any 
body,  but  only  to  cause  a  current  of  electricity  within  it. 

If  it  actually  produces  a  current  in  the  body,  there  will  be 
mechanical  action  due  to  that  current,  but  if  we  prevent  the 
current  from  being  formed,  there  will  be  no  mechanical  action  on 
the  body  itself.  If  the  body  is  electrified,  however,  the  electro- 
motive force  will  move  the  body,  as  we  have  described  in  Electro- 
statics. 

536.]  The  experimental  investigation  of  the  laws  of  the  induction 
of  electric  currents  in  fixed  circuits  may  be  conducted  with 
considerable  accuracy  by  methods  in  which  the  electromotive  force, 
and  therefore  the  current,  in  the  galvanometer  circuit  is  rendered 
zero. 

For  instance,  if  we  wish  to  shew  that  the  induction  of  the  coil 

•  Exp.  Res.,  195.  t  lb..  200. 
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A^  on  the  coil  X  is  equal  to  that  of  B  upon  7",  we  place  the  first 
pair  of  coils  A  and  X  at  a  6uj£cient  distance  from  the  second  pair 


Fig.  82. 

B  and  T,  We  then  connect  A  and  B  with  a  voltaic  battery,  so 
that  we  can  make  the  same  primary  current  flow  through  A  in  the 
positive  direction  and  then  through  B  in  the  negative  direction. 
We  also  connect  X  and  Y  with  a  galvanometer,  so  that  the  secondary 
current^  if  it  exists,  shall  flow  in  the  same  direction  through  X  and 
T  in  series. 

Then,  if  the  induction  of  J  on  X  is  equal  to  that  of  B  on  Y, 
the  galvanometer  will  indicate  no  induction  current  when  the 
battery  circuit  is  closed  or  broken. 

The  accuracy  of  this  method  increases  with  the  strength  of  the 
primary  current  and  the  sensitiveness  of  the  galvanometer  to  in- 
stantaneous currents^  and  the  experiments  are  much  more  easily 
performed  than  those  relating  to  electromagnetic  attractions^  where 
the  conductor  itself  has  to  be  delicately  suspended. 

A  very  instructive  series  of  well  devised  experiments  of  this  kind 
is  described  by  Professor  Felici  of  Pisa  *. 

I  shall  only  indicate  briefly  some  of  the  laws  which  may  be  proved 
in  this  way. 

(1)  The  electromotive  force  of  the  induction  of  one  circuit  on 
Another  is  independent  of  the  area  of  the  section  of  the  conductors 
and  of  the  material  of  which  they  are  made. 

For  we  can  exchange  any  one  of  the  circuits  in  the  experiment 
for  another  of  a  diflerent  section  and  material,  but  of  the  same  form, 
without  altering  the  result. 


AnnaJUa  de  Chimie^  xxxiv.  p.  G6  (1852),  and  Nuovo  Cimento,  ix.  p.  845  (1859). 
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(2)  The  induction  of  the  circuit  A  on  the  circuit  X  is  equal  to 
that  of  X  upon  A. 

For  if  we  put  A  in  the  galvanometer  circuit,  and  X  in  the  battery 
circuit,  the  equilibrium  of  electromotive  force  is  not  disturbed. 

(3)  The  induction  is  proportional  to  the  inducing  current. 

For  if  we  have  ascertained  that  the  induction  of  J  on  X  is  equal 
to  that  of  B  on  J*,  and  also  to  that  of  C  on  Z^  we  may  make  the 
battery  current  first  flow  through  Ay  and  then  divide  itself  in  any 
proportion  between  B  and  C,  Then  if  we  connect  X  reversed,  Y 
and  Z  direct,  all  in  series^  with  the  galvanometer^  the  electromotive 
force  in  X  will  balance  the  sum  of  the  electromotive  forces  in  Y 
and  Z, 

(4)  In  pairs  of  circuits  forming  systems  geometrically  similar 
the  induction  is  proportional  to  their  linear  dimensions. 

For  if  the  three  pairs  of  circuits  above  mentioned  are  all  similar, 
but  if  the  linear  dimension  of  the  first  pair  is  the  sum  of  the 
corresponding  linear  dimensions  of  the  second  and  third  pairs,  then, 
if  Ay  By  and  C  are  connected  in  series  with  the  battery^  and  X 
reversed^  Y  and  Z  also  in  series  with  the  galvanometer^  there  will 
be  equilibrium. 

(5)  The  electromotive  force  produced  in  a  coil  of  n  windings  by 
a  current  in  a  coil  of  m  windings  is  proportional  to  the  product  mn, 

537.]  For  experiments  of  the  kind  we  have  been  considering  the 
galvanometer  should  be  as  sensitive  as  possible,  and  its  needle  as 
light  as  possible,  so  as  to  give  a  sensible  indication  of  a  very 
small  transient  current.  The  experiments  on  induction  due  to 
motion  require  the  needle  to  have  a  somewhat  longer  period  of 
vibration,  so  that  there  may  be  time  to  efiect  certain  motions 
of  the  conductors  while  the  needle  is  not  far  from  its  position 
of  equilibrium.  In  the  former  experiments,  the  electromotive 
forces  in  the  galvanometer  circuit  were  in  equilibrium  during 
the  whole  time,  so  that  no  current  passed  through  the  galvano- 
meter coU.  In  those  now  to  be  described,  the  electromotive  forces 
act  first  in  one  direction  and  then  in  the  other,  so  as  to  produce 
in  succession  two  currents  in  opposite  directions  through  the  gal- 
vanometer, and  we  have  to  shew  that  the  impulses  on  the  galvano- 
meter needle  due  to  these  successive  currents  are  in  certain  cases 
equal  and  opposite. 

The  theory  of  the  application  of  the  galvanometer  to  the 
measurement  of  transient  currents  will  be  considered  more  at  length 
in  Art.  748.     At  present  it  is  sufficient  for  our  purpose  to  ob- 
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serve  that  as  long  as  the  galvanometer  needle  is  near  its  position 
of  equilibrium  the  deflecting  force  of  the  current  is  proportional 
to  the  current  itself,  and  if  the  whole  time  of  action  of  the  current 
is  small  compared  with  the  period  of  vibration  of  the  needle,  the 
final  velocity  of  the  magnet  will  be  proportional  to  the  total 
quantity  of  electricity  in  the  current.  Hence,  if  two  currents  pass 
in  rapid  succession,  conveying  equal  quantities  of  electricity  in 
opposite  directions,  the  needle  will  be  left  without  any  final 
velocity. 

Thus,  to  shew  that  the  induction-currents  in  the  secondary  circuit, 
due  to  the  closing  and  the  breaking  of  the  primary  circuit,  are 
equal  in  total  quantity  but  opposite  in  direction,  we  may  arrange 
the  primary  circuit  in  connexion  with  the  battery,  so  that  by 
touching  a  key  the  current  may  be  sent  through  the  primary  circuit, 
or  by  removing  the  finger  the  contact  may  be  broken  at  pleasure. 
If  the  key  is  pressed  down  for  some  time,  the  galvanometer  in 
the  secondary  circuit  indicates,  at  the  time  of  making  contact,  a 
transient  current  in  the  opposite  direction  to  the  primary  current. 
If  contact  be  maintained,  the  induction  current  simply  passes  and 
disappears.  If  we  now  break  contact,  another  transient  current 
passes  in  the  opposite  direction  through  the  secondary  circuit, 
and  the  galvanometer  needle  receives  an  impulse  in  the  opposite 
direction. 

But  if  we  make  contact  only  for  an  instant,  and  then  break 
contact,  the  two  induced  currents  pass  through  the  galvanometer 
in  such  rapid  succession  that  the  needle,  when  acted  on  by  the  first 
current,  has  not  time  to  move  a  sensible  distance  from  its  position 
of  equilibrium  before  it  is  stopped  by  the  second,  and,  on  account 
of  the  exact  equality  between  the  quantities  of  these  transient 
currents,  the  needle  is  stopped  dead. 

If  the  needle  is  watched  carefully,  it  appears  to  be  jerked  suddenly 
from  one  position  of  rest  to  another  position  of  rest  very  near 
the  first.  ^ 

In  this  way  we  prove  that  the  quantity  of  electricity  in  the 
induction  current,  when  contact  is  broken,  is  exactly  equal  and 
opposite  to  that  in  the  induction  current  when  contact  is  made. 

538.]  Another  application  of  this  method  is  the  following,  which 
is  given  by  Felici  in  the  second  series  of  his  Beaearchea, 

It  is  always  possible  to  find  many  difierent  positions  of  the 
secondary  coil  j5,  such  that  the  making  or  the  breaking  of  contact 
in  the  primary  coil  A  produces  no  induction  current  in  B,     The 
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positions  of  the  two  coils  are  in  such  cases  said  to  be  conjugate  to 
each  other. 

Let  ^i  and  B^  be  two  of  these  positions.  If  the  coil  B  be  sud- 
denly moved  from  the  position  B^  to  the  position  B^y  the  algebraical 
sum  of  the  transient  currents  in  the  coil  B  is  exactly  zero,  so 
that  the  galvanometer  needle  is  left  at  rest  when  the  motion  of  B  is 
completed. 

This  is  true  in  whatever  way  the  coil  B  is  moved  from  B^\Ai  B^^ 
and  also  whether  the  current  in  the  primary  coil  A  be  continued 
constant,  or  made  to  vary  during  the  motion. 

Again,  let  Bf  be  any  other  position  of  B  not  conjugate  to  Ay 
so  that  the  making  or  breaking  of  contact  in  A  produces  an  in- 
duction current  when  £  is  in  the  position  V. 

Let  the  contact  be  made  when  ^  is  in  the  conjugate  position  B^^ 
there  will  be  no  induction  current.  Move  B  to  jB',  there  will  be 
an  induction  current  due  to  the  motion,  but  if  B  is  moved  rapidly 
to  jB',  and  the  primary  contact  then  broken,  the  induction  current 
due  to  breaking  contact  will  exactly  annul  the  effect  of  that  due  to 
the  motion,  so  that  the  galvanometer  needle  will  be  left  at  rest. 
Hence  the  current  due  to  the  motion  from  a  conjugate  position 
to  any  other  position  is  equal  and  opposite  to  the  current  due  to 
breaking  contact  in  the  latter  position. 

Since  the  effect  of  making  contact  is  equal  and  opposite  to  that 
of  breaking  it,  it  follows  that  the  effect  of  making  contact  when  the 
coil  B  is  in  any  position  B^  is  equal  to  that  of  bringing  the  coil 
from  any  conjugate  position  B^  to  B^  while  the  current  is  flowing 
through  A. 

If  the  change  of  the  relative  position  of  the  coils  is  made  by 
moving  the  primary  circuit  instead  of  the  secondary,  the  result  is 
found  to  be  the  same. 

539.]  It  follows  from  these  experiments  that  the  total  induction 
current  in  B  during  the  simultaneous  motion  otA  from  A^  to  Jgj  ^^^ 
of  B  from  B^  to  B^y  while  the  current  in  A  changes  from  y^  to  yg, 
depends  only  on  the  initial  state  Ai,  jBj,  y^,  and  the  final  state 
A2,  B,^,  y2,  and  not  at  all  on  the  nature  of  the  intermediate  states 
through  which  the  system  may  pass. 

Hence  the  value  of  the  total  induction  current  must  be  of  the 
form  F{A,,  B^,  y^-F{A,,  B,,  y,), 

where  i^  is  a  function  of  A,  B^  and  y. 

With  respect  to  the  form  of  this  function,  we  know,  by  Art.  536, 
that  when  there  is  no  motion,  and  therefore  A^^  =  A^  and  B^  =  jBg* 


540-]  ELECTROTONIC   STATE.  173 

the  induction  current  is  proportional  to  the  primary  current. 
Hence  y  enters  simply  as  a  &ctor^  the  other  factor  being  a  func- 
tion of  the  form  and  position  of  the  circuits  A  and  B. 

We  also  know  that  the  value  of  this  function  depends  on  the 
relative  and  not  on  the  absolute  positions  of  A  and  J9,  so  that 
it  must  be  capable  of  being  expressed  as  a  function  of  the  distances 
of  the  different  elements  of  which  the  circuits  are  composed^  and 
of  the  angles  which  these  elements  make  with  each  other. 

Let  M  be  this  function,  then  the  total  induction  current  may  be 
written  C  {M^y^^M^y>^, 

where  C  is  the  conductivity  of  the  secondary  circuit,  and  Jfj,  y^ 
are  the  original,  and  M^^  y^  the  final  values  of  Jf  and  y. 

These  experiments,  therefore,  shew  that  the  total  current  of 
induction  depends  on  the  change  which  takes  place  in  a  certain 
quantity,  My^  and  that  this  change  may  arise  either  from  variation 
of  the  primary  current  y,  or  from  any  motion  of  the  primary  or 
secondary  circuit  which  alters  M, 

540.]  The  conception  of  such  a  quantity,  on  the  changes  of  which, 
and  not  on  its  absolute  magnitude,  the  induction  current  depends, 
occurred  to  Faraday  at  an  early  stage  of  his  researches*.  He 
observed  that  the  secondary  circuit,  when  at  rest  in  an  electro- 
magnetic field  which  remains  of  constant  intensity,  does  not  shew 
any  electrical  effect,  whereas,  if  the  same  state  of  the  field  had  been 
suddenly  produced,  there  would  have  been  a  current.  Again,  if  the 
primary  circuit  is  removed  from  the  field,  or  the  magnetic  forces 
abolished,  there  is  a  current  of  the  opposite  kind.  He  therefore 
recognised  in  the  secondary  circuit,  when  in  the  electromagnetic 
field,  a  '  peculiar  electrical  condition  of  matter,'  to  which  he  gave 
the  name  of  the  Electrotonic  State.  He  afterwards  found  that  he 
could  dispense  with  this  idea  by  means  of  considerations  founded  on 
the  lines  of  magnetic  force  t»  but  even  in  his  latest  researches  X^ 
he  says,  '  Aarain  and  a&rain  the  idea  of  an  electrotonic  state  6  has 
been  Led^  my  mTd.' 

The  whole  history  of  this  idea  in  the  mind  of  Earaday,  as  shewn 
in  his  published  researches,  is  well  worthy  of  study.  By  a  course 
of  experiments,  g^ded  by  intense  application  of  thought,  but 
without  the  aid  of  mathematical  calculations,  he  was  led  to  recog- 
nise the  existence  of  something  which  we  now  know  to  be  a  mathe- 
matical quantity,  and  which  may  even  be  called  the  fundamental 

*  Esfg,  lUs.,  series  i.  60.  %  I^->  3269. 

t  lb.,  series  ii.  (242).  $  lb..  60, 1114,  1661,  1729,  1733. 
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quantity  in  the  theory  of  electromagnetism.  But  as  he  was  led 
up  to  this  conception  by  a  purely  experimental  path^  he  ascribed 
to  it  a  physical  existence,  and  supposed  it  to  be  a  peculiar  con- 
dition of  matter^  though  he  was  ready  to  abandon  this  theory  as 
soon  as  he  could  explain  the  phenomena  by  any  more  familiar  forms 
of  thought. 

Other  investigators  were  long  afterwards  led  up  to  the  same 
idea  by  a  purely  mathematical  path,  but,  so  far  as  I  know^  none 
of  them  recognised,  in  the  re&ded  mathematical  idea  of  the  potential 
of  two  circuits,  Faraday's  bold  hypothesis  of  an  electrotonic  state. 
Those^  therefore^  who  have  approached  this  subject  in  the  way 
pointed  out  by  those  eminent  investigators  who  first  reduced  its 
laws  to  a  mathematical  form,  have  sometimes  foimd  it  difficult 
to  appreciate  the  scientific  accuracy  of  the  statements  of  laws  which 
Faraday,  in  the  first  two  series  of  his  Researches^  has  given  with 
such  wonderfiil  completeness. 

The  scientific  value  of  Faraday's  conception  of  an  electrotonic 
state  consists  in  its  directing  the  mind  to  lay  hold  of  a  certain 
quantity^  on  the  changes  of  which  the  actual  phenomena  depend. 
Without  a  much  greater  degree  of  development  than  Faraday  gave 
it^  this  conception  does  not  easily  lend  itself  to  the  exphmation  of  the 
phenomena.     We  shall  return  to  this  subject  again  in  Art.  584. 

541.]  A  method  which^  in  Faraday's  hands,  was  far  more  powerful 
is  that  in  which  he  makes  use  of  those  lines  of  magnetic  force 
which  were  always  in  his  mind's  eye  when  contemplating  his 
magnets  or  electric  currents^  and  the  delineation  of  which  by 
means  of  iron  filings  he  rightly  regarded  "^  as  a  most  valuable  aid 
to  the  experimentalist. 

Faraday  looked  on  these  lines  as  expressing,  not  only  by  their 
direction  that  of  the  magnetic  force,  but  by  their  number  and 
concentration  the  intensity  of  that  force^  and  in  his  later  re- 
searches t  he  shews  how  to  conceive  of  unit  lines  of  force.  I  have 
explained  in  various  parts  of  this  treatise  the  relation  between  the 
properties  which  Faraday  recognised  in  the  lines  of  force  and  the 
mathematical  conditions  of  electric  and  magnetic  forces,  and  how 
Faraday's  notion  of  unit  lines  and  of  the  number  of  lines  within 
certain  limits  may  be  made  mathematically  precise.  See  Arts.  82, 
404,  490. 

In  the  first  series  of  his  Researches  %  he  shews  clearly  how  the 
direction  of  the  current  in  a  conducting  circuit,  part  of  which  is 

•  Exp.  Res.,  8284.  t  lb.,  8122.  t  lb..  114. 
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moveable^  depends  on  the  mode  in  which  the  moving  part  cuts 
through  the  lines  of  magnetic  force. 

In  the  second  series*  he  shews  how  the  phenomena  produced 
by  variation  of  the  strength  of  a  current  or  a  magnet  may  be 
explained,  by  supposing  the  system  of  lines  of  force  to  expand  from 
or  contract  towards  the  wire  or  magnet  as  its  power  rises  or  foils. 

I  am  not  certain  with  what  degree  of  clearness  he  then  held  the 
doctrine  afterwards  so  distinctly  laid  down  by  himf,  that  the 
moving  conductor,  as  it  cuts  the  lines  of  force,  sums  up  the  action 
due  to  an  area  or  section  of  the  lines  of  force.  This,  however, 
appears  no  new  view  of  the  case  after  the  investigations  of  the 
second  series  %  have  been  taken  into  account. 

The  conception  which  Faraday  had  of  the  continuity  of  the  lines 
of  force  precludes  the  possibility  of  their  suddenly  starting  into 
existence  in  a  place  where  there  were  none  before.  If,  therefore, 
the  number  of  lines  which  pass  through  a  conducting  circuit  is 
made  to  vary,  it  can  only  be  by  the  circuit  moving  across  the  lines 
of  force,  or  else  by  the  lines  of  force  moving  across  the  circuit. 
In  either  case  a  current  is  generated  in  the  circuit. 

The  number  of  the  lines  of  force  which  at  any  instant  pass  through 
the  circuit  is  mathematically  equivalent  to  Faraday's  earlier  con- 
ception of  the  electrotonic  state  of  that  circuit,  and  it  is  represented 
by  the  quantity  My. 

.  It  is  only  since  the  definitions  of  electromotive  force.  Arts.  69, 
274,  and  its  measurement  have  been  made  more  precise,  that  we 
can  enunciate  completely  the  true  law  of  magneto-electric  induction 
in  the  following  terms : — 

The  total  electromotive  force  acting  round  a  circuit  at  any 
instant  is  measured  by  the  rate  of  decrease  of  the  number  of  lines 
of  magnetic  force  which  pass  through  it. 

When  integrated  with  respect  to  the  time  this  statement  be- 
comes:— 

The  time-integral  of  the  total  electromotive  force  acting  round 
any  circuit,  together  with  the  number  of  lines  of  magnetic  force 
which  pass  through  the  circuit,  is  a  constant  quantity. 

Instead  of  speaking  of  the  number  of  lines  of  magnetic  force,  we 
may  speak  of  the  magnetic  induction  through  the  circuit,  or  the 
surface-integral  of  magnetic  induction  extended  over  any  surface 
bounded  by  the  circuit. 

♦  Exp.  Res.,  288.  t  lb.,  8082,  8087,  8118. 

tib.,  217,&c. 
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We  shall  return  again  to  this  method  of  Faraday.  In  the  mean 
time  we  must  enumerate  the  theories  of  induction  which  are 
founded  on  other  considerations. 

Lenz^i  Law. 

542.]  In  1834,  Lenz'^  enunciated  the  following  remarkahle 
relation  hetween  the  phenomena  of  the  mechanical  action  of  electric 
currents,  as  defined  hy  Ampere's  formula,  and  the  induction  of 
electric  currents  by  the  relative  motion  of  conductors.  An  earlier 
attempt  at  a  statement  of  such  a  relation  was  given  by  Ritchie  in 
the  PAilosqpAical  Magazine  for  January  of  the  same  year,  but  the 
direction  of  the  induced  current  was  in  every  case  stated  wrongly. 
Lenz's  law  is  as  follows. — 

If  a  constant  current  flows  in  the  primary  circuit  Ay  and  if^  hy  the 
motion  of  Ay  or  of  the  secondary  circuit  B,  a  current  is  induced  in  By  the 
direction  of  this  induced  currefit  unll  he  such  thaty  hy  its  electromagnetic 
action  on  Ay  it  tends  to  oppose  the  relative  motion  of  the  circuits. 

On  this  law  J.  Neumann  t  founded  his  mathematical  theory  of 
induction,  in  which  he  established  the  mathematical  laws  of  the 
induced  currents  due  to  the  motion  of  the  primary  or  secondary 
conductor.  He  shewed  that  the  quantity  M,  which  we  have  called 
the  potential  of  the  one  circuit  on  the  other,  is  the  same  as  the 
electromagnetic  potential  of  the  one  circuit  on  the  other,  which 
we  have  already  investigated  in  connexion  with  Ampere's  formiila. 
We  may  regard  J.  Neumann,  therefore,  as  having  completed  for 
the  induction  of  currents  the  mathematical  treatment  which  Ampere 
had  applied  to  their  mechanical  action. 

543.]  A  step  of  still  greater  scientific  importance  was  soon  after 
made  by  Helmholtz  in  his  Essay  on  the  Conservation  of  Force  J,  and 
by  Sir  W.  Thomson  §,  working  somewhat  later,  but  independently 
of  Helmholtz.  They  shewed  that  the  induction  of  electric  currents 
discovered  by  Faraday  could  be  mathematically  deduced  from  the 
electromagnetic  actions  discovered  by  Orsted  and  Ampere  by  the 
application  of  the  principle  of  the  Conservation  of  Energy. 

Helmholtz  takes  the  case  of  a  conducting  circuit  of  resistance  R, 
in  which  an  electromotive  force  A,  arising  from  a  voltaic  or  thermo- 

•  Pogg.,  Ann,  xxxi.  488  (1834). 

t  Berlin  Acad,,  1845  and  1847. 

X  Read  before  the  Physical  Society  of  Berlin,  July  28,  1847.  Translated  in 
Taylor's  *  Scientific  Memoirs/  part  ii.  p.  114. 

§  Trans,  Brit.  Am,,  1848,  and  PhU.  Mag,,  Dec.  1851.  See  also  his  paper  on 
•Transient  Electric  Currents,'  PhU,  Mag.,  1858. 
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electric  arrangement,  acts.  The  current  in  the  circuit  at  any- 
instant  is  /.  He  supposes  that  a  magnet  is  in  motion  in  the 
neighbourhood  of  the  circuit,  and  that  its  potential  with  respect  to 
the  conductor  is  F,  so  that,  during  any  small  interval  of  time  dt,  the 
energy  communicated  to  the  magnet  by  the  electromagnetic  action 

IS  I-rrdt. 
at 

The  work  done  in  generating  heat  in  the  circuit  is,  by  Joule's 

law.  Art.  242,  I^Bdl,  and  the  work  spent  by  the  electromotive 

force  Ai  in  maintaining  the  current  /  during  the  time  dt,  is  A  Idt. 

Hence,  since  the  total  work  done  must  be  equal  to  the  work  spent, 

dF 
JIdt  =  I^Bdt-\-I^dt, 

at 

whence  we  find  the  intensity  of  the  current 

^   ^   dt 

^=— s — 

Now  the  value  of  A  may  be  what  we  please.  Let,  therefore, 
-4  =  0,  and  then  1   ^jr 

^^"Rlt' 

or,  there  will  be  a  current  due  to  the  motion  of  the  magnet,  equal 

dV 

to  that  due  to  an  electromotive  force =7-  • 

dt 

The  whole  induced  current  during  the  motion  of  the  magnet 

from  a  place  where  its  potential  is  F^  to  a  place  where  its  potential 

J^^^^-Rilt^'^R'<^-'-^^^ 

and  therefore  the  total  current  is  independent  of  the  velocity  or 
the  path  of  the  magnet,  and  depends  only  on  its  initial  and  final 
positions. 

In  Helmholtz's  original  investigation  he  adopted  a  system  of 
units  founded  on  the  measurement  of  the  heat  generated  in  the 
conductor  by  the  current.  Considering  the  imit  of  current  as 
arbitrary,  the  unit  of  resistance  is  that  of  a  conductor  in  which  this 
unit  current  generates  unit  of  heat  in  unit  of  time.  The  unit  of 
electromotive  force  in  this  system  is  that  required  to  produce  the 
unit  of  current  in  the  conductor  of  unit  resistance.  The  adoption 
of  this  system  of  units  necessitates  the  introduction  into  the  equa- 
tions of  a  quantity  a,  which  is  the  mechanical  equivalent  of  the 
unit  of  heat.     As  we  invariably  adopt  either  the  electrostatic  or 

VOL.  II.  N 
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the  electromagnetic  system  of  units,  this  factor  does  not  occar  in 
the  equations  here  given. 

544.]  Helmholtz  also  deduces  the  current  of  induction  when  a 
conducting  circuit  and  a  circuit  carrying  a  constant  current  are 
made  to  move  relatively  to  one  another. 

Let  R^,  R^  he  the  resistances,  I^,  I2  the  currents,  Ai,  A^  the 
external  electromotive  forces,  and  V  the  potential  of  the  one  circuit 
on  the  other  due  to  unit  current  in  each,  then  we  have,  as  before, 

dV 

If  we  suppose  /^  to  be  the  primary  current^  and  I^  so  much  less 

than  I^y  that  it  does  not  by  its  induction  produce  any  sensible 

J 
alteration  in  Z^,  so  that  we  may  put  /^  =  —^ ,  then 

^^  =  —F, — ' 

a  result  which  may  be  interpreted  exactly  as  in  the  ease  of  the 
magnet. 

If  we  suppose  /g  to  be  the  primary  current,  and  I^  to  be  very 
much  smaller  than  I2,  we  get  for  /j. 

This  shews  that  for  equal  currents  the  electromotive  force  of  the 
first  circuit  on  the  second  is  equal  to  that  of  the  second  on  the  first, 
whatever  be  the  forms  of  the  circuits. 

Helmholtz  does  not  in  this  memoir  discuss  the  case  of  induction 
due  to  the  strengthening  or  weakening  of  the  primary  current,  or 
the  induction  of  a  current  on  itself.  Thomson  *  applied  the  same 
principle  to  the  determination  of  the  mechanical  value  of  a  current, 
and  pointed  out  that  when  work  is  done  by  the  mutual  action  of 
two  constant  currents,  their  mechanical  value  is  increased  by  the 
same  amount,  so  that  the  battery  has  to  supply  double  that  amount 
of  work,  in  addition  to  that  required  to  maintain  the  currents 
against  the  resistance  of  the  circuits  f* 

545.]   The  introduction,  by  W.  Weber,  of  a  system  of  absolute 

*  Mechanical  Theory  of  Electrolysifl,  PkU.  Mag.,  Dec.,  1861. 
t  NichoPs  Cychpaedia  of  PhyticcU  Science,  ed.  1860,  Article  '  Magnetism,  Dy- 
namical Relations  of/  and  Reprint,  §  571. 
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units  for  the  measurement  of  electrical  quantities  is  one  of  the  most 
important  steps  in  the  progress  of  the  science.  Having  already,  in 
conjunction  with  Grauss^  placed  the  measurement  of  magnetic  quan- 
tities in  the  first  rank  of  methods  of  precision^  Weher  proceeded 
in  his  Electrodynamic  Measurements  not  only  to  lay  down  sound 
principles  for  fixing  the  units  to  be  employed,  but  to  make  de- 
terminations of  particular  electrical  quantities  in  terms  of  these 
units^  with  a  degree  of  accuracy  previously  unattempted.  Both  the 
electromagnetic  and  the  electrostatic  systems  of  units  owe  their 
development  and  practical  application  to  these  researches. 

Weber  has  also  formed  a  general  theory  of  electric  action  from 
which  he  deduces  both  electrostatic  and  electromagnetic  force,  and 
also  the  induction  of  electric  currents.  We  shall  consider  this 
theory,  with  some  of  its  more  recent  developments,  in  a  separate 
chapter.     See  Art.  846. 


N  2 


CHAPTER  IV. 


ON   THE   INDUCTION   OF   A   CURRENT   ON   ITSELF. 

546.]  Faraday  has  devoted  the  ninth  series  of  his  Researches  to 
the  investigation  of  a  class  of  phenomena  exhibited  by  the  current 
in  a  wire  which  forms  the  coil  of  an  electromagnet. 

Mr.  Jenkin  had  observed  that,  although  it  is  impossible  to  pro- 
duce a  sensible  shock  by  the  direct  action  of  a  voltaic  system 
consisting  of  only  one  pair  of  plates,  yet^  if  the  current  is  made 
to  pass  through  the  coil  of  an  electromagnet,  and  if  contact  is 
then  broken  between  the  extremities  of  two  wires  held  one  in  each 
hand^  a  smart  shock  will  be  felt.  No  such  shock  is  felt  on  making 
contact. 

Faraday  shewed  that  this  and  other  phenomena^  which  he  de- 
scribes^ are  due  to  the  same  inductive  action  which  he  had  already 
observed  the  current  to  exert  on  neighbouring  conductors.  In  this 
case,  however,  the  inductive  action  is  exerted  on  the  same  conductor 
which  carries  the  current,  and  it  is  so  much  the  more  powerful 
as  the  wire  itself  is  nearer  to  the  different  elements  of  the  current 
than  any  other  wire  can  be. 

547.]  He  observes,  however  *,  that  '  the  first  thought  that  arises 
in  the  mind  is  that  the  electricity  circulates  with  something  like 
momentum  or  inertia  in  the  wire.'  Indeed,  when  we  consider  one 
particular  wire  only,  the  phenomena  are  exactly  analogous  to  those 
of  a  pipe  full  of  water  flowing  in  a  continued  stream.  If  while 
the  stream  is  flowing  we  suddenly  close  the  end  of  the  tube,  the 
momentum  of  the  water  produces  a  sudden  pressure,  which  is  much 
greater  than  that  due  to  the  head  of  water,  and  may  be  sufficient 
to  burst  the  pipe. 

If  the  water  has  the  means  of  escaping  through  a  narrow  jet 

♦  Eoqp.  RtM.,  1077- 
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when  the  principal  aperture  is  closed,  it  will  be  projected  with  a 
velocity  much  greater  than  that  due  to  the  head  of  water,  and 
if  it  can  escape  through  a  valve  into  a  chamber,  it  will  do  so, 
even  when  the  pressure  in  the  chamber  is  greater  than  that  due 
to  the  head  of  water. 

It  is  on  this  principle  that  the  hydraulic  ram  is  constructed, 
by  which  a  small  quantity  of  water  inay  be  raised  to  a  great  height 
by  means  of  a  large  quantity  flowing  down  from  a  much  lower 
level. 

548.]  These  efiects  of  the  inertia  of  the  fluid  in  the  tube  depend 
solely  on  the  quantity  of  fluid  running  through  the  tube,  on  its 
length,  and  on  its  section  in  different  parts  of  its  length.  They 
do  not  depend  on  anything  outside  the  tube,  nor  on  the  form  into 
which  the  tube  may  be  bent,  provided  its  length  remains  the 
same. 

In  the  case  of  the  wire  conveying  a  current  this  is  not  the  case, 
for  if  a  long  wire  is  doubled  on  itself  the  effect  is  very  small,  if 
the  two  parts  are  separated  from  each  other  it  is  greater,  if  it 
is  coiled  up  into  a  helix  it  is  still  greater,  and  greatest  of  all  if, 
when  so  coiled,  a  piece  of  soft  iron  is  placed  inside  the  coil. 

Again,  if  a  second  wire  is  coiled  up  with  the  first,  but  insulated 
from  it,  then,  if  the  second  wire  does  not  form  a  closed  circuit, 
the  phenomena  are  as  before,  but  if  the  second  wire  forms  a  closed 
circuit,  an  induction  current  is  formed  in  the  second  wire,  and 
the  effects  of  self-induction  in  the  first  wire  are  retarded. 

549.]  These  results  shew  clearly  that,  if  the  phenomena  are  due 
to  momentum,  the  momentum  is  certainly  not  that  of  the  electricity 
in  the  wire,  because  the  same  wire,  conveying  the  same  current, 
exhibits  effects  which  differ  according  to  its  form ;  and  even  when 
its  form  remains  the  same,  the  presence  of  other  bodies,  such  as 
a  piece  of  iron  or  a  closed  metallic  circuit,  affects  the  result. 

550.]  It  is  dij£cult,  however,  for  the  mind  which  has  once 
recognised  the  analogy  between  the  phenomena  of  self-induction 
and  those  of  the  motion  of  material  bodies,  to  abandon  altogether 
the  help  of  this  analogy,  or  to  admit  that  it  is  entirely  superficial 
and  misleading.  The  fundamental  dynamical  idea  of  matter,  as 
capable  by  its  motion  of  becoming  the  recipient  of  momentum  and 
of  energy,  is  so  interwoven  with  our  forms  of  thought  that,  when- 
ever we  catch  a  glimpse  of  it  in  any  part  of  nature,  we  feel  that 
a  path  is  before  us  leading,  sooner  or  later,  to  the  complete  under- 
standing of  the  subject. 
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551.]  In  the  case  of  the  electric  current,  we  find  that,  when  the 
electromotive  force  begins  to  act,  it  does  not  at  once  produce  the 
full  current,  but  that  the  current  rises  gradually.  What  is  the 
electromotive  force  doing  during  the  time  that  the  opposing  re- 
sistance is  not  able  to  balance  it?  It  is  increasing  the  electric 
current. 

Now  an  ordinary  force^  acting  on  a  body  in  the  direction  of  its 
motion,  increases  its  momentum^  and  communicates  to  it  kinetic 
energy,  or  the  power  of  doing  work  on  account  of  its  motion. 

In  like  manner  the  unresisted  part  of  the  electromotive  force  has 
been  employed  in  increasing  the  electric  current.  Has  the  electric 
current^  when  thus  produced,  either  momentum  or  kinetic  energy  ? 

We  have  already  shewn  that  it  has  something  very  like  mo- 
mentum, that  it  resists  being  suddenly  stopped^  and  that  it  can 
exert,  for  a  short  time,  a  great  electromotive  force. 

But  a  conducting  circuit  in  which  a  current  has  been  set  up 
has  the  power  of  doing  work  in  virtue  of  this  current,  and  this 
power  cannot  be  said  to  be  something  very  like  energy,  for  it 
is  really  and  truly  energy. 

Thus,  if  the  current  be  left  to  itself,  it  will  continue  to  circulate 
till  it  is  stopped  by  the  resistance  of  the  circuit.  Before  it  is 
stopped,  however,  it  will  have  generated  a  certain  quantity  of 
heat,  and  the  amount  of  this  heat  in  dynamical  measure  is  equal 
to  the  energy  originally  existing  in  the  current. 

Again,  when  the  current  is  left  to  itself,  it  may  be  made  to 
do  mechanical  work  by  moving  magnets,  and  the  inductive  effect 
of  these  motions  will,  by  Lenz's  law,  stop  the  current  sooner  than 
the  resistance  of  the  circuit  alone  would  have  stopped  it.  In  this 
way  part  of  the  energy  of  the  current  may  be  transformed  into 
mechanical  work  instead  of  heat. 

552.]  It  appears,  therefore,  that  a  system  containing  an  electric 
current  is  a  seat  of  energy  of  some  kind ;  and  since  we  can  form 
no  conception  of  an  electric  current  except  as  a  kinetic  pheno- 
menon*, its  energy  must  be  kinetic  energy,  that  is  to  say,  the 
energy  which  a  moving  body  has  in  virtue  of  its  motion. 

We  have  already  shewn  that  the  electricity  in  the  wire  cannot 
be  considered  as  the  moving  body  in  which  we  are  to  find  this 
energy,  for  the  energy  of  a  moving  body  does  not  depend  on 
anything  external  to  itself,  whereas  the  presence  of  other  bodies 
near  the  current  alters  its  energy. 

♦  Faraday,  Exp.  JRes.  (283.) 
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We  are  therefore  led  to  enquire  whether  there  may  not  be  some 
motion  going  on  in  the  space  outside  the  wire,  which  is  not  occupied 
by  the  electric  current,  but  in  which  the  electromagnetic  effects  of 
the  current  are  manifested. 

I  shall  not  at  present  enter  on  the  reasons  for  looking  in  one 
place  rather  than  another  for  such  motions,  or  for  regarding  these 
motions  as  of  one  kind  rather  than  another. 

What  I  propose  now  to  do  is  to  examine  the  consequences  of 
the  assumption  that  the  phenomena  of  the  electric  current  are  those 
of  a  moving  system,  the  motion  being  communicated  from  one  part 
of  the  system  to  another  by  forces,  the  nature  and  laws  of  which 
we  do  not  yet  even  attempt  to  define^  because  we  can  eliminate 
these  forces  from  the  equations  of  motion  by  the  method  given 
by  Lagrange  for  any  connected  system. 

In  the  next  five  chapters  of  this  treatise  I  propose  to  deduce 
the  main  structure  of  the  theory  of  electricity  from  a  dynamical 
hypothesis  of  this  kind^  instead  of  following  the  path  which  has 
led  Weber  and  other  investigators  to  many  remarkable  discoveries 
and  experiments,  and  to  conceptions,  some  of  which  are  as  beautiful 
as  they  are  bold.  I  have  chosen  this  method  because  I  wish  to 
shew  that  there  are  other  ways  of  viewing  the  phenomena  which 
appear  to  me  more  satisfJEUstoiy,  and  at  the  same  time  are  more 
consistent  with  the  methods  followed  in  the  preceding  parts  of  this 
book  than  those  which  proceed  on  the  hypothesis  of  direct  action 
at  a  distance. 


CHAPTER  V. 


ON   THE   BQUATI0N8  OP    MOTION   OP   A   CONNBCTBD   SYSTEM. 


553.]  In  tbe  fourth  section  of  the  second  part  of  his  Mecanique 
Analytique^  Lagrange  has  given  a  method  of  reducing  the  ordinary 
dynamical  equations  of  the  motion  of  the  parts  of  a  connected 
system  to  a  number  equal  to  that  of  the  degrees  of  freedom  of 
the  system. 

The  equations  of  motion  of  a  connected  system  have  been  given 
in  a  different  form  by  Hamilton^  and  have  led  to  a  great  extension 
of  the  higher  part  of  pure  dynamics  *. 

As  we  shall  find  it  necessary,  in  our  endeavours  to  bring  electrical 
phenomena  within  the  province  of  d3mamics^  to  have  our  dynamical 
ideas  in  a  state  fit  for  direct  application  to  physical  questions,  we 
shall  devote  this  chapter  to  an  exposition  of  these  dynamical  ideas 
from  a  physical  point  of  view. 

554.]  The  aim  of  Lagrange  was  to  bring  dynamics  under  the 
power  of  the  calculus.  He  began  by  expressing  the  elementary 
dynamical  relations  in  terms  of  the  corresponding  relations  of  pure 
algebraical  quantities,  and  from  the  equations  thus  obtained  he 
deduced  his  final  equations  by  a  purely  algebraical  process.  Certain 
quantities  (expressing  the  reactions  between  the  parts  of  the  system 
called  into  play  by  its  physical  connexions)  appear  in  the  equations 
of  motion  of  the  component  parts  of  the  system,  and  Lagrange's 
investigation,  as  seen  from  a  mathematical  point  of  view,  is  a 
method  of  eliminating  these  quantities  from  the  final  equations. 

In  following  the  steps  of  this  elimination  the  mind  is  exercised 
in  calculation,  and  should  therefore  be  kept  free  from  the  intrusion 
of  dynamical  ideas.     Our  aim,  on  the  other  hand,  is  to  cultivate 

•   See  Profe88or  Cayley's  *  Report  on  Theoretical  Dynamics/   British  Agwciatian, 
1 857 ;   and  Thomson  and  Tait*B  NcUural  Philosophy. 
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our  dynamical  ideas.  We  therefore  avail  ourselves  of  the  labours 
of  the  mathematicians,  and  retranslate  their  results  from  the  lan- 
guage of  the  calculus  into  the  language  of  dynamics,  so  that  our 
words  may  call  up  the  mental  image^  not  of  some  algebraical 
process,  but  of  some  property  of  moving  bodies. 

The  language  of  dynamics  has  been  considerably  extended  by 
those  who  have  expounded  in  popular  terms  the  doctrine  of  the 
Conservation  of  Energy,  and  it  will  be  seen  that  much  of  the 
following  statement  is  suggested  by  the  investigation  in  Thomson 
and  Tait's  Natural  PMlosopAyy  especially  the  method  of  beginning 
with  the  theory  of  impulsive  forces. 

I  have  applied  this  method  so  as  to  avoid  the  explicit  con- 
sideration of  the  motion  of  any  part  of  the  system  except  the 
coordinates  or  variables,  on  which  the  motion  of  the  whole  depends. 
It  is  doubtless  important  that  the  student  should  be  able  to  trace 
the  connexion  of  the  motion  of  each  part  of  the  system  with  that 
of  the  variables,  but  it  is  by  no  means  necessary  to  do  this  in 
the  process  of  obtaining  the  final  equations,  which  are  independent 
of  the  particular  form  (»f  these  connexions. 

TAe  Variables, 

555.]  The  number  of  degrees  of  freedom  of  a  system  is  the 
number  of  data  which  must  be  given  in  order  completely  to 
determine  its  position.  Different  forms  may  be  given  to  these 
data,  but  their  number  depends  on  the  nature  of  the  system  itself^ 
and  cannot  be  altered. 

To  fix  our  ideas  we  may  conceive  the  system  connected  by  means 
of  suitable  mechanism  with  a  number  of  moveable  pieces,  each 
capable  of  motion  along  a  straight  line,  and  of  no  other  kind  of 
motion.  The  imaginary  mechanism  which  connects  each  of  these 
pieces  with  the  system  must  be  conceived  to  be  free  from  friction, 
destitute  of  inertia,  and  incapable  of  being  strained  by  the  action 
of  the  applied  forces.  The  use  of  this  mechanism  is  merely  to 
assist  the  imagination  in  ascribing  position^  velocity,  and  momentum 
to  what  appear,  in  Lagrange's  investigation,  as  pure  algebraical 
quantities. 

Let  q  denote  the  position  of  one  of  the  moveable  pieces  as  defined 
by  its  distance  from  a  fixed  point  in  its  line  of  motion.  We  shall 
distinguish  the  values  of  q  corresponding  to  the  different  pieces 
by  the  suffixes  j,  2»  ^^'  When  we  are  dealing  with  a  set  of 
quantities  belonging  to  one  piece  only  we  may  omit  the  suffix. 
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When  the  values  of  all  the  variables  (q)  are  given,  the  position 
of  each  of  the  movable  pieces  is  known,  and^  in  virtue  of  the 
imaginary  mechanism,  the  configuration  of  the  entire  system  is 
determined. 

TAe  Velocities, 

556.]  During  the  motion  of  the  system  the  configuration  changes 
in  some  definite  manner,  and  since  the  configuration  at  each  instant 
is  fully  defined  by  the  values  of  the  variables  (j),  the  velocity  of 
every  part  of  the  system,  as  well  as  its  configuration^  will  be  com- 
pletely defined  if  we  know  the  values  of  the  variables  {^),  together 

with  their  velocities  C^  ,  or,  according  to  Newton's  notation,  q\ • 


The  Forces. 


557.]  By  a  proper  regulation  of  the  motion  of  the  variables,  any 
motion  of  the  system,  consistent  with  the  nature  of  the  connexions, 
may  be  produced.  In  order  to  produce  this  motion  by  moving 
the  variable  pieces,  forces  must  be  applied  to  these  pieces. 

We  shall  denote  the  force  which  must  be  applied  to  any  variable 
q^  by  F^.  The  system  of  forces  {F)  is  mechanically  equivalent  (in 
virtue  of  the  connexions  of  the  system)  to  the  system  of  forces, 
whatever  it  may  be,  which  really  produces  the  motion. 

The  Momenta, 

558.]  When  a  body  moves  in  such  a  way  that  its  configuration, 
with  respect  to  the  force  which  acts  on  it,  remains  always  the  same, 
(as,  for  instance,  in  the  case  of  a  force  acting  on  a  single  particle  in 
the  line  of  its  motion,)  the  moving  force  is  measured  by  the  rate 
of  increase  of  the  momentum.  If  F  is  the  moving  force,  and  p  the 
momentum,  ^^« 


=/■ 


whence  P=  \  Fdt. 

The  time-integral  of  a  force  is  called  the  Impulse  of  the  force ; 
so  that  we  may  assert  that  the  momentum  is  the  impulse  of  the 
force  which  would  bring  the  body  from  a  state  of  rest  into  the  given 
state  of  motion. 

In  the  case  of  a  connected  system  in  motion,  the  configuration  is 
continually  changing  at  a  rate  depending  on  the  velocities  {q\  so 
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that  we  can  no  longer  assume  that  the  momentum  is  the  time- 
integral  of  the  force  which  acts  on  it. 

But  the  increment  bq  o{  any  variable  cannot  be  greater  than 
qbty  where  bl  is  the  time  during  which  the  increment  takes  place, 
and  q  is  the  greatest  value  of  the  velocity  during  that  time.  In  the 
case  of  a  system  moving  from  rest  under  the  action  of  forces  always 
in  the  same  direction,  this  is  evidently  the  final  velocity. 

If  the  final  velocity  and  configuration  of  the  system  are  given^ 
we  may  conceive  the  velocity  to  be  communicated  to  the  system 
in  a  very  small  time  bl,  the  original  configuration  differing  from 
the  final  configuration  by  quantities  d^^,  bq2,  &e.,  which  are  less 
than  qibt,  j'j^^*  &c.,  respectively. 

The  smaller  we  suppose  the  increment  of  time  bl^  the  greater 
must  be  the  impressed  forces,  but  the  time-integral,  or  impulse, 
of  each  force  will  remain  finite.  The  limiting  value  of  the  impulse, 
when  the  time  is  diminished  and  ultimately  vanishes,  is  defined 
as  the  instantaneous  impulse,  and  the  momentum  p,  corresponding 
to  any  variable  ^,  is  defined  as  the  impulse  corresponding  to  that 
variable^  when  the  system  is  brought  instantaneously  from  a  state 
of  rest  into  the  given  state  of  motion. 

This  conception,  that  the  momenta  are  capable  of  being  produced 
by  instantaneous  impulses  on  the  system  at  rest^  is  introduced  only 
as  a  method  of  defining  the  magnitude  of  the  momenta^  for  the 
momenta  of  the  system  depend  only  on  the  instantaneous  state 
of  motion  of  the  system,  and  not  on  the  process  by  which  that  state 
was  produced. 

In  a  connected  system  the  momentum  corresponding  to  any 
variable  is  in  general  a  linear  fnnction  of  the  velocities  of  all  the 
variables,  instead  of  being,  as  in  the  dynamics  of  a  particle,  simply 
proportional  to  the  velocity. 

The  impulses  required  to  change  the  velocities  of  the  system 
suddenly  from  q^^  q^^  &c.  to  y*/,  q^^  &c.  are  evidently  equal  to 
Pi' "  P\i  JP%  ^ Pi^  ^^^  changes  of  momentum  of  the  several  variables. 

Work  done  hy  a  Small  Impulse, 

559.]  The  work  done  by  the  force  F^  during  the  impulse  is  the 
space-integral  of  the  force,  or 

=JF,q^dt. 
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If  q{  is  the  greatest  and  q{'  the  least  value  of  the  velocity  ^| 
during  the  action  of  the  force^  W  must  be  less  than 

q{  JFdt     or     q{{p{-Pi\ 
and  greater  than     q{'  I  Fdt    or     q{'  ( jo/— i?i). 

If  we  now  suppose  the  impulse  /  Fdt  to  be  diminished  without 

limit,  the  values  of  q{  and  q^^  will  approach  and  ultimately  coincide 
with  that  of  ^1,  and  we  may  write  j»i'—j»i  =  ^jo^,  so  that  the  work 
done  is  ultimately  »  to-        •  • 

or,  the  work  done  hif  a  very  small  impulse  is  ultimately  the  product 
of  the  impulse  and  the  velocity. 

Increment  of  the  Kinetic  Energy, 

560.]  When  work  is  done  in  setting  a  conservative  system  in 
motion,  energy  is  communicated  to  it,  and  the  system  becomes 
capable  of  doing  an  equal  amount  of  work  against  resistances 
before  it  is  reduced  to  rest. 

The  energy  which  a  system  possesses  in  virtue  of  its  motion 
is  called  its  Kinetic  Energy,  and  is  communicated  to  it  in  the  form 
of  the  work  done  by  the  forces  which  set  it  in  motion. 

If  T  be  the  kinetic  energy  of  the  system,  and  if  it  becomes 
T {-IT,  on  account  of  the  action  of  an  infinitesimal  impulse  whose 
components  are  gjOj,  5j»2>  &c.,  the  increment  57  must  be  the  sum 
of  the  quantities  of  work  done  by  the  components  of  the  impulse, 
or  in  symbols.  IT  =  q,hp,  +  q, hp,  +  &c., 

=  ^{qhp).  (1) 

The  instantaneous  state  of  the  system  is  completely  defined  if 
the  variables  and  the  momenta  are  given.  Hence  the  kinetic 
energy,  which  depends  on  the  instantaneous  state  of  the  system, 
can  be  expressed  in  terms  of  the  variables  {q\  and  the  momenta  (/?). 
This  is  the  mode  .of  expressing  T  introduced  by  Hamilton.  When 
T  is  expressed  in  this  way  we  shall  distinguish  it  by  the  suffix  ^, 
thus,  T^, 

The  complete  variation  of  T^  is 
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The  last  term  may  be  written 

which  diminishes  with  bt,  and  ultimately  vanishes  with  it  when  the 
impulse  becomes  instantaneous. 

Hence,  equating  the  coefficients  of  bp  in  equations  (1)  and  (2), 
we  obtain  ^T 

or^  lAe  velocity  corresponding  to  tie  variable  q  is  the  differential 
coefficient  of  T^  with  respect  to  the  corresponding  momentum  p. 

We  have  arrived  at  this  result  by  the  consideration  of  impulsive 
forces.  By  this  method  we  have  avoided  the  consideration  of  the 
change  of  configuration  during  the  action  of  the  forces.  But  the 
instantaneous  state  of  the  system  is  in  all  respects  the  same^  whether 
the  system  was  brought  from  a  state  of  rest  to  the  given  state 
of  motion  by  the  transient  application  of  impulsive  forces,  or 
whether  it  arrived  at  that  state  in  any  manner,  however  gradual. 

In  other  words^  the  variables,  and  the  corresponding  velocities 
and  momenta,  depend  on  the  actual  state  of  motion  of  the  system 
at  the  g^ven  instant^  and  not  on  its  previous  history. 

Hence,  the  equation  (3)  is  equally  valid^  whether  the  state  of 
motion  of  the  system  is  supposed  due  to  impulsive  forces^  or  to 
forces  acting  in  any  manner  whatever. 

We  may  now  therefore  dismiss  the  consideration  of  impulsive 
forces,  together  with  the  limitations  imposed  on  their  time  of 
action^  and  on  the  changes  of  configuration  during  their  action. 

Hamilton's  Equations  of  Motion. 

561.]  We  have  already  shewn  that 

dT 

Let  the  system  move  in  any  arbitrary  way,  subject  to  the  con- 
ditions imposed  by  its  connexions,  then  the  variations  oip  and  q  are 

hp  =  ^U,         hq^qht.  (6) 

dT.  dp  . 

Hence  -^8^  =  ^,«<, 


=  !»..  («) 
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=M(l+§)^»)-  <') 


and  the  complete  variation  of  T^,  is 

dq 

But  the  increment  of  the  kinetic  energy  arises  from  the  work 
done  by  the  impressed  forces^  or 

82;  =  S(f8?).  (8) 

In  these  two  expressions  the  variations  hq  are  all  independent  of 
each  other,  so  that  we  are  entitled  to  equate  the  coefficients  of  each 
of  them  in  the  two  expressions  (7)  and  (8).     We  thus  obtain 

where  the  momentum  j^^  and  the  force  F^  belong  to  the  variable  j,. 
There  are  as  many  equations  of  this  form  as  there  are  variables. 
These  equations  were  given  by  Hamilton.  They  shew  that  the 
force  corresponding  to  any  variable  is  the  sum  of  two  parts.  The 
first  part  is  the  rate  of  increase  of  the  momentum  of  that  variable 
with  respect  to  the  time.  The  second  part  is  the  rate  of  increase 
of  the  kinetic  energy  per  unit  of  increment  of  the  variable,  the 
other  variables  and  all  the  momenta  being  constant. 

The  Kinetic  Energy  expressed  in  Term^  of  the  Momenta  and 

Velocities, 

562.]  Let  p^y  p2>  ^*  ^  ^^^  momenta,  and  q^,  q^,  &c.  the 
velocities  at  a  given  instant^  and  let  p^,  pg,  &c.,  qi>  qj)  &c-  be 
another  system  of  momenta  and  velocities,  such  that 

Pi  =  «/?!,         qi  =  «^i,  &c.  (10) 

It  is  manifest  that  the  systems  p,  q  will  be  consistent  with  each 
other  if  the  systems  p,  q  are  so. 

Now  let  n  vary  by  ^n.     The  work  done  by  the  force  Fi  is 

F^bq^  =qiftpi  =  qiP^nln,  (11) 

Let  71  increase  from  0  to  1,  then  the  system  is  brought  from 
a  state  of  rest  into  the  state  of  motion  (qp),  and  the  whole  work 
expended  in  producing  this  motion  is 

But  /    ndn  =  \, 
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and  the  work  spent  in  producing  the  motion  is  equivalent  to  the 
kinetic  energy.     Hence 

2^4=   i(j»l?l  +  i>2?2  +  &cO»  (13) 

where  Tp^  denotes  the  kinetic  energy  expressed  in  terms  of  the 
momenta  and  velocities.  The  variables  q-^^  q^^  &c.  do  not  enter  into 
this  expression. 

The  kinetic  energy  is  therefore  half  the  sum  of  the  products  of 
the  momenta  into  their  corresponding  velocities. 

When  the  kinetic  energy  is  expressed  in  this  way  we  shall  denote 
it  by  the  symbol  Tp^ .  It  is  a  function  of  the  momenta  and  velo- 
cities only,  and  does  not  involve  the  variables  themselves. 

563.]  There  is  a  third  method  of  expressing  the  kinetic  energy, 
which  is  generally,  indeed^  regarded  as  the  fundamental  one.  By 
solving  the  equations  (3)  we  may  express  the  momenta  in  terms 
of  the  velocities,  and  then,  introducing  these  values  in  (13),  we  shall 
have  an  expression  for  T  involving*  only  the  velocities  and  the 
variables.  When  T  is  expressed  in  this  form  we  shall  indicate  it 
by  the  symbol  T^ .  This  is  the  form  in  which  the  kinetic  energy  is 
expressed  in  the  equations  of  Lagrange. 

564.]  It  is  manifest  that^  since  T^jT^^  and  Tp^  are  three  different 
expressions  for  the  same  thing, 

T^-\-T^^2Tp4  =  0, 
or  2;  +  r4-.j»i^i-i?2?2-&c.  =  0.  (14) 

Hence,  if  all  the  quantities  jo,  q,  and  q  vary. 

The  variations  hp  are  not  independent  of  the  variations  bq  and 
bq,  BO  that  we  cannot  at  once  assert  that  the  coefficient  of  each 
variation  in  this  equation  is  zero.     But  we  know,  from  equations 

(3),  that  ^       •        A  fi..  nfi^ 

^  -?i  =  0,  fee,  (16) 

so  that  the  terms  involving  the  variations  bp  vanish  of  themselves. 
The  remaining  variations  bq  and  bq  are  now  all  independent, 
so  that  we  find,  by  equating  to  zero  the  coefficients  of  bqi,  &c , 
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or,  the  components  of  momentum  are  the  differential  coefficients  of  T^ 
with  respect  to  the  corresponding  velocities. 

Again,  by  equating  to  zero  the  coefficients  of  hq^^  &c.; 

dq^        dq^ 

or,  the  differential  coefficient  of  the  kinetic  energy  with  respect  to  any 
variable  q^  is  equal  in  magnitude  but  opposite  in  sign  when  T  is 
expressed  as  a  function  of  the  velocities  instead  of  as  a  function  of 
the  momenta. 

In  virti^e  of  equation  (18)  we  may  write  the  equation  of  motion  (9)^ 

p  _  dpx      dT^  .     . 

or  i^-i_^«^,  (20) 

^       dt   dq^        dq^  '  ^  ^ 

which  is  the  form  in  which  the  equations  of  motion  were  given  by 
Lagrange. 

565.]  In  the  preceding  investigation  we  have  avoided  the  con- 
sideration of  the  form  of  the  function  which  expresses  the  kinetic 
energy  in  terms  either  of  the  velocities  or  of  the  momenta.  The 
only  explicit  form  which  we  have  assigned  to  it  is 

^P^  =  i(;?i^i  +  i^2^  +  &c.),  (21) 

in  which  it  is  expressed  as  half  the  sum  of  the  products  of  the 
momenta  each  into  its  corresponding  velocity. 

We  may  express  the  velocities  in  terms  of  the  differential  co- 
efficients of  Tp  with  respect  to  the  momenta,  as  in  equation  (3), 

This  shews  that  T^  is  a  homogeneous  function  of  the  second 
degree  of  the  momenta  PxiP%i  &<;. 

We  may  also  express  the  momenta  in  terms  of  2^,  and  we  find 

^.=  iGx^+^.f +&C.)  (23) 

which  shews  that  T^  is  a  homogeneoiis  function  of  the  second  degree 
with  respect  to  the  velocities  ^j,  q^,  &c. 
If  we  write 

i'ufor-^/,        P^for^^,&c. 
and  «nfor^^',         Q^for^^.&c.; 
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then,  since  both  T^  and  T^  are  functions  of  the  second  degree  of 
q  and  of  p  respectively,  both  the  P's  and  the  Q's  will  be  functions 
of  the  variables  q  only,  and  independent  of  the  velocities  and  the 
momenta.     We  thus  obtain  the  expressions  for  T, 

2T^  =  Pii^i*  +  2Pi2^i?2+&c-,  (24) 

2  T^  =  QnPi^  +  2  q^^p^p^  +  &c.  (26) 

The  momenta  are  expressed  in  terms  of  the  velocities  by  the 

linear  equations      j^^  =  p^^  q^  +  -P12  ?2  +  &«•>  (26) 

and  the  velocities  are  expressed  in  terms  of  the  momenta  by  the 
linear  equations       q^  =  q^^^^  +  q^^p^  +  &c.  (27) 

In  treatises  on  the  dynamics  of  a  rigid  body,  the  coefficients 
corresponding  to  P^ ,  in  which  the  suffixes  are  the  same,  are  called 
Moments  of  Inertia,  and  those  corresponding  to  P^^y  in  which 
the  suffixes  are  different,  are  called  Products  of  Inertia.  We  may 
extend  these  names  to  the  more  general  problem  which  is  now 
before  us,  in  which  these  quantities  are  not,  as  in  the  case  of  a 
rigid  body,  absolute  constants,  but  are  functions  of  the  variables 

il}  ?2>  &c- 

In  like  manner  we  may  call  the  coefficients  of  the  form  Q^^ 
Moments  of  Mobility,  and  those  of  the  form  Q^,  Products  of 
Mobility.  It  is  not  often,  however,  that  we  shall  have  occasion 
to  speak  of  the  coefficients  of  mobility. 

566.]  The  kinetic  energy  of  the  system  is  a  quantity  essentially 
positive  or  zero.  Hence,  whether  it  be  expressed  in  terms  of  the 
velocities,  or  in  terms  of  the  momenta,  the  coefficients  must  be 
such  that  no  real  values  of  the  variables  can  make  T  negative. 

We  thus  obtain  a  set  of  necessary  conditions  which  the  values  of 
the  coefficients  P  must  satisfy. 

The  quantities  P^^,  P22,  &c.,  and  all  determinants  of  the  sym- 


metrical  form 

A, 

^13 

-^13       • 

Pu 

i'22 

P23       . 

A» 

Pt. 

-^33       • 

• 

• 

•           . 

which  can  be  formed  from  the  system  of  coefficients  must  be  positive 
or  zero.     The  number  of  such  conditions  for  n  variables  is  2*—  1. 

The  coefficients  Q  are  subject  to  conditions  of  the  same  kind. 

567.]  In  this  outline  of  the  fundamental  principles  of  the  dy- 
namics of  a  connected  system,  we  have  kept  out  of  view  the 
mechanism  by  which  the  parts  of  the  system  are  connected.     We 

VOL.  II.  o 


194  KINBTICS.  [567. 

have  not  even  written  down  a  set  of  equations  to  indicate  how 
the  motion  of  any  part  of  the  sjrstem  depends  on  the  variation 
of  the  variables.  We  have  confined  our  attention  to  the  variables^ 
their  velocities  and  momenta,  and  the  forces  which  act  on  the 
pieces  representing  the  variables.  Oar  only  assumptions  are,  that 
the  connexions  of  the  system  are  such  that  the  time  is  not  explicitly 
contained  in  the  equations  of  condition,  and  that  the  principle  of 
the  conservation  of  energy  is  applicable  to  the  system. 

Such  a  description  of  the  methods  of  pure  djmamics  is  not  un- 
necessary^ because  Lagrange  and  most  of  his  followers,  to  whom 
we  are  indebted  for  these  methods,  have  in  general  confined  them- 
selves to  a  demonstration  of  them,  and,  in  order  to  devote  their 
attention  to  the  symbols  before  them,  they  have  endeavoured  to 
banish  all  ideas  except  those  of  pure  quantity,  so  as  not  only  to 
dispense  with  diagrams^  but  even  to  get  rid  of  the  ideas  of  velocity, 
momentum,  and  energy,  after  they  have  been  once  for  all  sup- 
planted by  symbols  in  the  original  equations.  In  order  to  be  able 
to  refer  to  the  results  of  this  analysis  in  ordinary  dynamical  lan- 
g^uage,  we  have  endeavoured  to  retranslate  the  principal  equations 
of  the  method  into  language  which  may  be  intelligible  without  the 
use  of  symbols. 

As  the  development  of  the  ideas  and  methods  of  pure  mathe- 
matics has  rendered  it  possible,  by  forming  a  mathematical  theory 
of  dynamics,  to  bring  to  light  many  truths  which  could  not  have 
been  discovered  without  mathematical  training,  so,  if  we  are  to 
form  dynamical  theories  of  other  sciences,  we  must  have  our  minds 
imbued  with  these  dynamical  truths  as  well  as  with  mathematical 
methods. 

In  forming  the  ideas  and  words  relating  to  any  science,  which, 
like  electricity,  deals  with  forces  and  their  efiects,  we  must  keep 
constantly  in  mind  the  ideas  appropriate  to  the  fundamental  science 
of  dynamics,  so  that  we  may,  during  the  first  development  of  the 
science,  avoid  inconsistency  with  what  is  already  established,  and 
also  that  when  our  views  become  clearer,  the  language  we  have 
adopted  may  be  a  help  to  us  and  not  a  hindrance. 


CHAPTER  VL 


DYNAMICAL   THEORY   OP  BLBCTROMAGNBTISM. 


568.]  We  have  shewn^  in  Art.  552^  that,  when  an  electric  current 
exists  in  a  conducting  circuity  it  has  a  capacity  for  doing  a  certain 
amount  of  mechanical  work,  and  this  independently  of  any  external 
electromotive  force  maintaining  the  current.  Now  capacity  for 
performing  work  is  nothing  else  than  energy,  in  whatever  way 
it  arises,  and  all  energy  is  the  same  in  kind,  however  it  may  differ 
in  form.  The  energy  of  an  electric  current  is  either  of  that  form 
which  consists  in  the  actual  motion  of  matter,  or  of  that  which 
consists  in  the  capacity  for  being  set  in  motion^  arising  from  forces 
acting  between  bodies  placed  in  certain  positions  relative  to  each 
other. 

The  first  kind  of  energy,  that  of  motion,  is  called  Kinetic  energy, 
and  when  once  understood  it  appears  so  fundamental  a  &ct  of 
nature  that  we  can  hardly  conceive  the  possibility  of  resolving 
it  into  anything  else.  The  second  kind  of  energy^  that  depending 
on  position,  is  called  Potential  energy^  and  is  due  to  the  action 
of  what  we  call  forces,  that  is  to  say,  tendencies  towards  change 
of  relative  position.  With  respect  to  these  forces,  though  we  may 
accept  their  existence  as  a  demonstrated  fact,  yet  we  always  feel 
that  every  explanation  of  the  mechanism  by  which  bodies  are  set 
in  motion  forms  a  real  addition  to  our  knowledge. 

569.]  The  electric  current  cannot  be  conceived  except  as  a  kinetic 
phenomenon.  Even  Faraday,  who  constantly  endeavoured  to 
emancipate  his  mind  from  the  influence  of  those  suggestions  which 
the  words  '  electric  current'  and  *  electric  fluid'  are  too  apt  to  carry 
with  them,  speaks  of  the  electric  current  as  '  something  progressive, 
and  not  a  mere  arrangement '  *. 
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The  effects  of  the  current^  such  as  electrolysis^  and  the  transfer 
of  electrification  from  one  body  to  another^  are  all  progressive 
actions  which  require  time  for  their  accomplishment,  and  are  there- 
fore of  the  nature  of  motions. 

As  to  the  velocity  of  the  current,  we  have  shewn  that  we  know 
nothing  about  it^  it  may  be  the  tenth  of  an  inch  in  an  hour^  or 
a  hundred  thousand  miles  in  a  second  ^.  So  far  are  we  from 
knowing  its  absolute  value  in  any  case,  that  we  do  not  even  know 
whether  what  we  call  the  positive  direction  is  the  actual  direction 
of  the  motion  or  the  reverse. 

But  all  that  we  assume  here  is  that  the  electric  current  involves 
motion  of  some  kind.  That  which  is  the  cause  of  electric  currents 
has  been  called  Electromotive  Force.  This  name  has  long  been 
used  with  gresit  advantage,  and  has  never  led  to  any  inconsistency 
in  the  language  of  science.  Electromotive  force  is  always  to  be 
understood  to  act  on  electricity  only^  not  on  the  bodies  in  which 
the  electricity  resides.  It  is  never  to  be  confounded  with  ordinary 
mechanical  force^  which  acts  on  bodies  only,  not  on  the  electricity 
in  them.  If  we  ever  come  to  know  the  formal  relation  between 
electricity  and  ordinary  matter,  we  shall  probably  also  know  the 
relation  between  electromotive  force  and  ordinary  force. 

570.]  When  ordinary  force  acts  on  a  body,  and  when  the  body 
yields  to  the  force,  the  work  done  by  the  force  is  measured  by  the 
product  of  the  force  into  the  amount  by  which  the  body  yields. 
Thus,  in  the  case  of  water  forced  through  a  pipe,  the  work  done 
at  any  section  is  measured  by  the  fluid  pressure  at  the  section 
multiplied  into  the  quantity  of  water  which  crosses  the  section. 

In  the  same  way  the  work  done  by  an  electromotive  force  is 
measured  by  the  product  of  the  electromotive  force  into  the  quantity 
of  electricity  which  crosses  a  section  of  the  conductor  under  the 
action  of  the  electromotive  force. 

The  work  done  by  an  electromotive  force  is  of  exactly  the  same 
kind  as  the  work  done  by  an  ordinary  force,  and  both  are  measured 
by  the  same  standards  or  units. 

Part  of  the  work  done  by  an  electromotive  force  acting  on  a 
conducting  circuit  is  spent  in  overcoming  the  resistance  of  the 
circuit,  and  this  part  of  the  work  is  thereby  converted  into  heat. 
Another  part  of  the  work  is  spent  in  producing  the  electromag- 
netic phenomena  observed  by  Ampere,  in  which  conductors  are 
made  to  move  by  electromagnetic  forces.     The  rest  of  the  work 
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is  spent  in  increasing  the  kinetic  energy  of  the  current,  and  the 
effects  of  this  part  of  the  action  are  shewn  in  the  phenomena  of  the 
induction  of  currents  observed  by  Faraday. 

We  therefore  know  enough  about  electric  currents  to  recognise, 
in  a  system  of  material  conductors  carrying  currents,  a  dynamical 
system  which  is  the  seat  of  energy,  part  of  which  may  be  kinetic 
and  part  potential. 

The  nature  of  the  connexions  of  the  parts  of  this  system  is 
unknown  to  us,  but  as  we  have  dynamical  methods  of  investigation 
which  do  not  require  a  knowledge  of  the  mechanism  of  the  system, 
we  shall  apply  them  to  this  case. 

We  shall  first  examine  the  consequences  of  assuming  the  most 
general  form  for  the  function  which  expresses  the  kinetic  energy  of 
the  system. 

571.]  Let  the  system  consist  of  a  number  of  conducting  circuits, 
the  form  and  position  of  which  are  determined  by  the  values  of 
a  system  of  variables  x^,  x<^y  &c.,  the  number  of  which  is  equal 
to  the  number  of  degrees  of  freedom  of  the  system. 

If  the  whole  kinetic  energy  of  the  system  were  that  due  to  the 
motion  of  these  conductors,  it  would  be  expressed  in  the  form 

r=:    \{x^X'^i^  -iciSLQ.'\-{x^X^i^i^'\'%[Xi,^ 

where  the  symbols  {x^^  x^,  &c.)  denote  the  quantities  which  we  have 
called  moments  of  inertia,  and  (^r^,  x^^  &c.)  denote  the  products  of 
inertia. 

If  X'  is  the  impressed  force,  tending  to  increase  the  coordinate  x^ 
which  is  required  to  produce  the  actual  motion,  then,  by  Lagrange's 
equation,  d  dT     dT ^  ^ 

dt  dx       dx  ^ 

When  T  denotes  the  energy  due  to  the  visible  motion  only,  we 
shall  indicate  it  by  the  suffix  ^,  thus,  T^, 

But  in  a  system  of  conductors  carrying  electric  currents,  part  of 
the  kinetic  energy  is  due  to  the  existence  of  these  currents.  Let 
the  motion  of  the  electricity,  and  of  anything  whose  motion  is 
governed  by  that  of  the  electricity,  be  determined  by  another  set 
of  coordinates  y^  y2  9  &c.,  then  T  will  be  a  homogeneous  function 
of  squares  and  products  of  all  the  velocities  of  the  two  sets  of 
coordinates.  We  may  therefore  divide  T  into  three  portions,  in  the 
first  of  which,  T^,  the  velocities  of  the  coordinates  x  only  occur, 
while  in  the  second,  T^,  the  velocities  of  the  coordinates  y  only 
occur,  and  in  the  third,  T^^,  each  term  contains  the  product  of  the 
velocities  of  two  coordinates  of  which  one  is  x  and  the  other  ^. 
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We  have  therefore      T=  T  +T  -^-T^ne 
where  ^=  i(^i^i)^i*  +  ^«  +  (^]^2)^i^2  +  ^'> 

^•Mr=  (a^iyi)^yi+&c. 

572.]  In  the  general  dynamical  theory,  the  coefficients  of  every 
term  may  be  functions  of  all  the  coordinates,  both  w  and  y.  In 
the  case  of  electric  currents,  however,  it  is  easy  to  see  that  the 
coordinates  of  the  class  y  do  not  enter  into  the  coefficients. 

For,  if  all  the  electric  currents  are  maintained  constant,  and  the 
conductors  at  rest,  the  whole  state  of  the  field  will  remain  constant. 
But  in  this  case  the  coordinates  y  are  variable,  though  the  velocities 
y  are  constant.  Hence  the  coordinates  y  cannot  enter  into  the 
expression  for  7,  or  into  any  other  expression  of  what  actually  takes 
place. 

Besides  this,  in  virtue  of  the  equation  of  continuity,  if  the  con- 
ductors are  of  the  nature  of  linear  circuits,  only  one  variable  is 
required  to  express  the  strength  of  the  current  in  each  conductor. 
Let  the  velocities  y^y^i  &<^*  represent  the  strengths  of  the  currents 
in  the  several  conductors. 

All  this  would  be  true,  if,  instead  of  electric  currents,  we  had 
currents  of  an  incompressible  fluid  running  in  flexible  tubes.  In 
this  case  the  velocities  of  these  currents  would  enter  into  the 
expression  for  T^  but  the  coefficients  would  depend  only  on  the 
variables  x^  which  determine  the  form  and  position  of  the  tubes. 

In  the  case  of  the  fluid,  the  motion  of  the  fluid  in  one  tube  does 
not  directly  affect  that  of  any  other  tube,  or  of  the  fluid  in  it. 
Hence,  in  the  value  of  T^,  only  the  squares  of  the  velocities  y,  and 
not  their  products,  occur,  and  in  T^  any  velocity  y  is  associated 
only  with  those  velocities  of  the  form  x  which  belong  to  its  own 
tube. 

In  the  case  of  electrical  currents  we  know  that  this  restriction 
does  not  hold,  for  the  currents  in  different  circuits  act  on  each  other. 
Hence  we  must  admit  the  existence  of  terms  involving  products 
of  the  form  yiy^i  ^^^  this  involves  the  existence  of  something  in 
motion,  whose  motion  depends  on  the  strength  of  both  electric 
currents  y^  and  ^g*  This  moving  matter,  whatever  it  is,  is  not 
confined  to  the  interior  of  the  conductors  carrying  the  two  currents, 
but  probably  extends  throughout  the  whole  space  surrounding  them. 

578.]  Let  us  next  consider  the  form  which  Lagrange's  equations 
of  motion  assume  in  this  case.     Let  X'  be  the  impressed  force 
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corresponding  to  the  coordinate  a?,  one  of  those  which  determine 
the  form  and  position  of  the  conducting  circuits.  This  is  a  force 
in  the  ordinary  sense,  a  tendency  towards  change  of  position.  It 
is  given  by  the  equation 

^  dt  dx       dx 

We  may  consider  this  force  as  the  sum  of  three  parts,  corre- 
sponding to  the  three  parts  into  which  we  divided  the  kinetic 
energy  of  the  system,  and  we  may  distinguish  them  by  the  same 
suffixes.     Thus  JC'=X'  +X' 4-X' 

The  part  X^^  is  that  which  depends  on  ordinary  dynamical  con- 
siderations, and  we  need  not  attend  to  it. 

Since  T^  does  not  contain  Xy  the  first  term  of  the  expression 
for  X\  is  zero,  and  its  value  is  reduced  to 

dT 
dx 

This  is  the  expression  for  the  mechanical  force  which  must  be 

applied  to  a  conductor  to  balance  the  electromagnetic  force,  and  it 

asserts  that  it  is  measured  by  the  rate  of  diminution  of  the  purely 

electrokinetic  energy  due  to  the  variation  of  the  coordinate  x.     The 

electromagnetic  force,  X^,  which  brings  this  external  mechanical 

force  into  play,  is  equal  and  opposite  to  it,  and  is  therefore  measured 

by  the  rate  of  increase  of  the  electrokinetic  energy  corresponding 

to  an  increase  of  the  coordinate  x.    The  value  oiX^y  since  it  depends 

on  squares  and  products  of  the  currents,  remains  the  same  if  we 

reverse  the  directions  of  all  the  currents. 

The  third  part  of  X'  is 

_  d  dT^      dt^ 

"^^  dt    dx  dx   ' 

The  quantity  T^  contains  only  products  of  the  form  xy,  so  that 

dT 
jy   is  a  linear  function  of  the  strengths  of  the  currents  y.     The 
ax 

first  term,  therefore,  depends  on  the  rate  of  variation  of  the 
strengths  of  the  currents,  and  indicates  a  mechanical  force  on 
the  conductor,  which  is  zero  when  the  currents  are  constant,  and 
which  is  positive  or  negative  according  as  the  currents  are  in- 
creasing or  decreasing  in  strength. 

The  second  term  depends,  not  on  the  variation  of  the  currents, 
but  on  their  actual  strength.  As  it  is  a  linear  function  with 
respect  to  these  currents,  it  changes  sign  when  the  currents  change 
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sign.     Since  every  term  involves  a  velocity  x,  it  is  zero  when  the 
conductors  are  at  rest. 

We  may  therefore  investigate  these  terms  separately.  If  the 
conductors  are  at  rest,  we  have  only  the  first  term  to  deal  with. 
If  the  currents  are  constant,  we  have  only  the  second. 

674.]  As  it  is  of  great  importance  to  determine  whether  any 
part  of  the  kinetic  energy  is  of  the  form  T^y  consisting  of  products 
of  ordinary  velocities  and  strengths  of  electric  currents,  it  is  de- 
sirable that  experiments  should  be  made  on  this  subject  with  great 
care. 

The  determination  of  the  forces  acting  on  bodies  in  rapid  motion 
is  difficult.  Let  us  therefore  attend  to  the  first  term,  which  depends 
on  the  variation  of  the  strength  of  the  current. 

If  any  part  of  the  kinetic  energy  depends  on  the  product  of 

an  ordinary  velocity  and  the  strength  of  a 
current,  it  will  probably  be  most  easily  ob- 
served when  the  velocity  and  the  current  are 
in  the  same  or  in  opposite  directions.  We 
therefore  take  a  circular  coil  of  a  great  many 
windings,  and  suspend  it  by  a  fine  vertical  wire, 
so  that  its  windings  are  horizontal,  and  the 
coil  is  capable  of  rotating  about  a  vertical  axis, 
either  in  the  same  direction  as  the  current  in 
the  coil,  or  in  the  opposite  direction. 

We  shall  suppose  the  current  to  be  conveyed 
into  the  coil  by  means  of  the  suspending  wire, 
and,  after  passing  round  the  windings,  to  com- 
plete i^s  circuit  by  passing  downwards  through 
a  wire  in  the  same  line  with  the  suspending 
wire  and  dipping  into  a  cup  of  mercury. 

Since  the  action  of  the  horizontal  component 
of  terrestrial  magnetism  would  tend  to  turn 
this  coil  round  a  horizontal  axis  when  the 
current  flows  through  it,  we  shall  suppose  that  the  horizontal  com- 
ponent of  terrestrial  magnetism  is  exactly  neutralized  by  means 
of  fixed  magnets,  or  that  the  experiment  is  made  at  the  magnetic 
pole.  A  vertical  mirror  is  attached  to  the  coil  to  detect  any  motion 
in  azimuth. 

Now  let  a  current  be  made  to  pass  through  the  coil  in  the 
direction  N.E.S.W.  If  electricity  were  a  fluid  like  water,  flowing 
aloug  the  wire,  then,  at  the  moment  of  starting  the  current,  and  as 
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long  as  its  velocity  is  increasiDg,  a  force  would  require  to  be 
supplied  to  produce  the  angular  momentum  of  the  fluid  in  passing 
round  the  coil,  and  as  this  must  be  supplied  by  the  elasticity  of 
the  suspending  wire,  the  coil  would  at  first  rotate  in  the  opposite 
direction  or  W.S.E.N.,  and  this  would  be  detected  by  means  of 
the  mirror.  On  stopping  the  current  there  would  be  another 
movement  of  the  mirror,  this  time  in  the  same  direction  as  that 
of  the  current. 

No  phenomenon  of  this  kind  has  yet  been  observed.  Such  an 
action,  if  it  existed,  might  be  easily  distinguished  from  the  already 
known  actions  of  the  current  by  the  following  peculiarities. 

(1)  It  would  occur  only  when  the  strength  of  the  current  varies, 
as  when  contact  is  made  or  broken,  and  not  when  the  current  is 
constant. 

All  the  known  mechanical  actions  of  the  current  depend  on  the 
strength  of  the  currents,  and  not  on  the  rate  of  variation.  The 
electromotive  action  in  the  case  of  induced  currents  cannot  be 
confounded  with  this  electromagnetic  action. 

(2)  The  direction  of  this  action  would  be  reversed  when  that 
of  all  the  currents  in  the  field  is  reversed. 

All  the  known  mechanical  actions  of  the  current  remain  the  same 
when  all  the  currents  are  reversed,  since  they  depend  on  squares 
and  products  of  these  currents. 

If  any  action  of  this  kind  were  discovered,  we  should  be  able 
to  regard  one  of  the  so-called  kinds  of  electricity,  either  the  positive 
or  the  negative  kind,  as  a  real  substance,  and  we  should  be  able 
to  describe  the  electric  current  as  a  true  motion  of  this  substance 
in  a  particular  direction.  In  fact,  if  electrical  motions  were  in  any 
way  comparable  with  the  motions  of  ordinary  matter,  terms  of  the 
form  T^  would  exist,  and  their  existence  would  be  manifested  by 
the  mechanical  force  X^g . 

According  to  Fechner^s  hypothesis,  that  an  electric  current  con- 
sists of  two  equal  currents  of  positive  and  negative  electricity, 
flowing  in  opposite  directions  through  the  same  conductor,  the 
terms  of  the  second  class  T^^  would  vanish,  each  term  belonging 
to  the  positive  current  being  accompanied  by  an  equal  t«rm  of 
opposite  sign  belonging  to  the  negative  current,  and  the  phe- 
nomena depending  on  these  terms  would  have  no  existence. 

It  appears  to  me,  however,  that  while  we  derive  great  advantage 
from  the  recognition  of  the  many  analogies  between  the  electric 
current  and  a  current  of  a  material  fluid,  we  must  carefully  avoid 
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mftkiDg  any  assumption  not  warranted  Ly  experimental  eridence, 
and  that  there  is,  as  yet,  do  experimental  evidence  to  shew  whether 
the  electric  current  is  really  a  current  of  a  material  substance,  or 
a  double  current,  or  whether  its  velocity  is  great  or  small  as  mea- 
sured in  feet  per  second. 

A  knowledge  of  these  things  would  amount  to  at  least  the  begin- 
nings of  a  complete  dynamical  theory  of  electricity,  in  which  we 
should  r^;ard  electrical  action,  not,  as  in  this  treatise,  as  a  phe- 
nomenon due  to  an  unknown  cause,  subject  only  to  the  general 
laws  of  dynamics,  but  as  the  result  of  known  motions  of  known 
portions  of  matter,  in  which  not  only  the  total  effects  and  final 
resolts,  but  the  whole  intermediate  mechanism  and  details  of  the 
motion,  are  taken  as  the  objects  of  study. 

575.]   The  experimental  investigation  of  the  second  term  of  X^, 


namely  - 


I  more  difficult,  as  it  involves  the  observation  of 


the  effect  of  forces  on  a  body  in  n^id  motion. 


The  apparatus  shewn  in  Pig.  84,  which  I  had  constructed  in 
1861,  is  intended  to  test  the  existence  of  a  force  of  this  kind. 
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The  electromagnet  A  is  capable  of  rotating  about  the  horizontal 
axis  BB^,  within  a  ring  which  itself  revolves  about  a  vertical 
axis. 

Let  A^  By  Che  the  moments  of  inertia  of  the  electromagnet 
about  the  axis  of  the  coil,  the  horizontal  axis  BB^,  and  a  third  axis 
CC  respectively. 

Let  0  be  the  angle  which  CC  makes  with  the  vertical,  ^  the 
azimuth  of  the  axis  BB^^  and  y^  a  variable  on  which  the  motion  of 
electricity  in  the  coil  depends. 

Then  the  kinetic  energy  of  the  electromagnet  may  be  written 

2T=  A4>^  sin^  O+BO^  +  C4>^  coo^  e+E{4sm0+\^)^, 

where  ^  is  a  quantity  which  may  be  called  the  moment  of  inertia 
of  the  electricity  in  the  coil. 

If  0  is  the  moment  of  the  impressed  force  tending  to  increase  0^ 
we  have,  by  the  equations  of  dynamics, 

(P0  '  ... 

Q=^B-^—{{A-C)4>^aiiieco&e-^B4>coBe{4>Bine  +  \lf)}. 

By  making  4^,  the  impressed  force  tending  to  increase  yjf,  equal 
to  zero,  we  obtain 

^sin^+^  =  y, 

a  constant,  which  we  may  consider  as  representing  the  strength  of 
the  current  in  the  coil. 

If  C  is  somewhat  greater  than  A,  0  will  be  zero,  and  the  equi- 
librium about  the  axis  BB"  will  be  stable  when 

sin  (9  = ^^* 

{C^A)<I> 

This  value  of  $  depends  on  that  of  y,  the  electric  current,  and 
is  positive  or  negative  according  to  the  direction  of  the  current. 

The  current  is  passed  through  the  coil  by  its  bearings  at  B 
and  B^,  which  are  connected  with  the  battery  by  means  of  springs 
rubbing  on  metal  rings  placed  on  the  vertical  axis. 

To  determine  the  value  of  0,  a  disk  of  paper  is  placed  at  C, 
divided  by  a  diameter  parallel  to  BB^  into  two  parts,  one  of  which 
is  painted  red  and  the  other  green. 

When  the  instrument  is  in  motion  a  red  circle  is  seen  at  C 
when  0  is  positive,  the  radius  of  which  indicates  roughly  the  value 
of  0,     When  0  is  negative,  a  green  circle  is  seen  at  C, 

By  means  of  nuts  working  on  screws  attached  to  the  electro- 
magnet, the  axis  CC^  is  adjusted  to  be  a  principal  axis  having 
its  moment  of  inertia  just  exceeding  that  round  the  axis  J,  so  as 
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to  make  the  instrument  very  sensible  to  the  action  of  the  force 
if  it  exists. 

The  chief  difficulty  in  the  experiments  arose  from  the  disturbing 
action  of  the  earth's  magDetic  force,  which  caused  the  electro- 
magnet to  act  like  a  dip-needle.  The  results  obtained  were  on  this 
account  very  rough,  but  no  evidence  of  any  change  in  0  could  be 
obtained  even  when  an  iron  core  was  inserted  in  the  coil,  so  as 
to  make  it  a  powerful  electromagnet. 

If,  therefore,  a  magnet  contains  matter  in  rapid  rotation,  the 
angular  momentum  of  this  rotation  must  be  very  small  compared 
with  any  quantities  which  we  can  measure,  and  we  have  as  yet  no 
evidence  of  the  existence  of  the  terms  T^g  derived  from  their  me- 
chanical action. 

576.]  Let  us  next  consider  the  forces  acting  on  the  currents 
of  electricity,  that  is,  the  electromotive  forces. 

Let  Y  be  the  effective  electromotive  force  due  to  induction,  the 
electromotive  force  which  must  act  on  the  circuit  from  without 
to  balance  it  is  1^'=  —  Y,  and,  by  Lagrange's  equation, 

dl  d^       dy 

Since  there  are  no  terms  in  T  involving  the  coordinate  y,  the 
second  term  is  zero,  and  Y  is  reduced  to  its  first  term.  Hence, 
electromotive  force  cannot  exist  in  a  system  at  rest,  and  with  con- 
stant currents. 

Again,  if  we  divide  Y  into  three  parts,  Y^^  Y^y  and  Y^^^  cor- 
responding to  the  three  parts  of  T,  we  find  that,  since  T^  does  not 
contain  j^,  Z^  =  0. 

We  also  find  K  =  — ,,  — rr*  • 

*  di   dy 

dT 
Here  -j^  is  a  linear  function  of  the  currents,  and  this  part  of 

the  electromotive  force  is  equal  to   the   rate   of  change   of  this 
function.     This  is  the  electromotive  force  of  induction  discovered 
by  Faraday.     We  shall  consider  it  more  at  length  afterwards. 
577.]  From  the  part  of  T,  depending  on  velocities  multiplied  by 

currents,  we  find  Y^e  =  —  it      ^ 


dT„,e 


di     dy 


Now  — i^  is  a  linear  function  of  the  velocities  of  the  conductors. 
dy 

If,  therefore,  any  terms  of  Tme  have  an  actual  existence,  it  would 
be  possible  to  produce  an  electromotive  force  independently  of  all 
existing  currents  by  simply  altering  the  velocities  of  the  conductors. 
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For  instance^  in  the  case  of  the  suspended  coil  at  Art.  559,  if,  when 
the  coil  is  at  rest,  we  suddenly  set  it  in  rotation  about  the  vertical 
axis,  an  electromotive  force  would  be  called  into  action  proportional 
to  the  acceleration  of  this  motion.  It  would  vanish  when  the 
motion  became  uniform,  and  be  reversed  when  the  motion  was 
retarded. 

Now  few  scientific  observations  can  be  made  with  greater  pre- 
cision than  that  which  determines  the  existence  or  non-existence  of 
a  current  by  means  of  a  galvanometer.  The  delicacy  of  this  method 
far  exceeds  that  of  most  of  the  arrangements  for  measuring  the 
mechanical  force  acting  on  a  body.  If,  therefore,  any  currents  could 
be  produced  in  this  way  they  would  be  detected,  even  if  they  were 
very  feeble.  They  would  be  distinguished  from  ordinary  currents 
of  induction  by  the  following  characteristics. 

(1)  They  would  depend  entirely  on  the  motions  of  the  conductors, 
and  in  no  degree  on  the  strength  of  currents  or  magnetic  forces 
already  in  the  field. 

(2)  They  would  depend  not  on  the  absolute  velocities  of  the  con- 
ductors, but  on  their  accelerations,  and  on  squares  and  products  of 
velocities,  and  they  would  change  sign  when  the  acceleration  be* 
comes  a  retardation,  though  the  absolute  velocity  is  the  same. 

Now  in  all  the  cases  actually  observed,  the  induced  currents 
depend  altogether  on  the  strength  and  the  variation  of  currents  in 
the  field,  and  cannot  be  excited  in  a  field  devoid  of  magnetic  force 
and  of  currents.  In  so  far  as  they  depend  on  the  motion  of  con- 
ductors, they  depend  on  the  absolute  velocity,  and  not  on  the  change 
of  velocity  of  these  motions. 

We  have  thus  three  methods  of  detecting  the  existence  of  the 
terms  of  the  form  T,^,  none  of  which  have  hitherto  led  to  any 
positive  result.  I  have  pointed  them  out  with  the  greater  care 
because  it  appears  to  me  important  that  we  should  attain  the 
greatest  amount  of  certitude  within  our  reach  on  a  point  bearing 
so  strongly  on  the  true  theory  of  electricity. 

Since^  however,  no  evidence  has  yet  been  obtained  of  such  terms, 
I  shall  now  proceed  on  the  assumption  that  they  do  not  exists 
or  at  least  that  they  produce  no  sensible  effect,  an  assumption  which 
will  considerably  simplify  our  dynamical  theory.  We  shall  have 
occasion,  however,  in  discussing  the  relation  of  magnetism  to  lightj 
to  shew  that  the  motion  which  constitutes  light  may  enter  as  a 
fiM^tor  into  terms  involving  the  motion  which  constitutes  mag* 
netism. 


CHAPTER  VII. 


THEORY  OP  ELECTRIC   CIRCUITS. 


678.]  We  may  now  confine  our  attention  to  that  part  of  the 
kinetic  energy  of  the  system  which  depends  on  squares  and  products 
of  the  strengths  of  the  electric  currents.  We  may  call  this  the 
Electrokinetic  Energy  of  the  system.  The  part  depending  on  the 
motion  of  the  conductors  belongs  to  ordinary  dynamics^  and  we 
have  shewn  that  the  part  depending,  on  products  of  velocities  and 
currents  does  not  exist. 

Let  Ai,  A2i  &c.  denote  the  difierent  conducting  circuits.  Let 
their  form  and  relative  position  be  expressed  in  terms  of  the  variables 
A^,  x^f  &c.,  the  number  of  which  is  equal  to  the  number  of  degrees 
of  freedom  of  the  mechanical  system.  We  shall  call  these  the 
Geometrical  Variables. 

Let  ^i  denote  the  quantity  of  electricity  which  has  crossed  a  given 
section  of  the  conductor  A^  since  the  beginning  of  the  time  I.  The 
strength  of  the  current  will  be  denoted  by  j^^,  the  fluxion  of  this 
quantity. 

We  shall  call  y^  the  actual  current^  and  y^  the  integral  current. 
There  is  one  variable  of  this  kind  for  each  circuit  in  the  system. 

Let  T  denote  the  electrokinetic  energy  of  the  system.  It  is 
a  homogeneous  function  of  the  second  degree  with  respect  to  the 
strengths  of  the  currents,  and  is  of  the  form 

y=  iA>lH44y2'+&C.  +  Jfi2j^iJ^2  +  &C.,  (1) 

where  the  coefficients  L,  M,  &c.  are  fimctions  of  the  geometrical 
variables  a?^,  org,  &c.  The  electrical  variables  y^,  y,^  ^^  ^^^  enter 
into  the  expression. 

We  may  call  Xi,  i/2>  ^-  ^^^  electric  moments  of  inertia  of  the 
circuits  A^,  A^,  &c.,  and  M12  the  electric  product  of  inertia  of  the 
two  circuits  A^  and  A^.     When  we  wish  to  avoid  the  language  of 
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the  dynamical  theory,  we  shall  call  L^  the  coefficient  of  self-induction 
of  the  circuit  A^  and  My^  the  coefficient  of  mutual  induction  of  the 
circuits  Ay^  and  A^*  M^2  ^^  ^^^  called  the  potential  of  the  circuit 
Jj  with  respect  to  A^.  These  quantities  depend  only  on  the  form 
and  relative  position  of  the  circuits.  We  shall  find  that  in  the 
electromagnetic  system  of  measurement  they  are  quantities  of  the 
dimension  of  a  line.     See  Art.  627. 

By  differentiating  T  with  respect  to  j^^  we  obtain  the  quantity  jp^, 
which,  in  the  dynamical  theory^  may  be  called  the  momentum 
corresponding  to  y^.  In  the  electric  theory  we  shall  call  jd^  the 
electrokinetic  momentum  of  the  circuit  A^,     Its  value  is 

The  electrokinetic  momentum  of  the  circuit  A^^  is  therefore  made 
up  of  the  product  of  its  own  current  into  its  coefficient  of  self- 
induction,  together  with  the  sum  of  the  products  of  the  currents 
in  the  other  circuits^  each  into  the  coefficient  of  mutual  induction 
of  Ai  and  that  other  circuit. 

Electromotive  Force, 

579.]  Let  ^  be  the  impressed  electromotive  force  in  the  circuit  J, 
arising  from  some  cause,  such  as  a  voltaic  or  thermoelectric  battery^ 
which  would  produce  a  current  independently  of  magneto-electric 
induction. 

Let  R  be  the  resistance  of  the  circuit,  then,  by  Ohm's  law,  an 
electromotive  force  Ry  is  required  to  overcome  the  resistance, 
leaving  an  electromotive  force  E—Ry  available  for  changing  the 
momentum  of  the  circuit.  Calling  this  force  Y^y  we  have,  by  the 
general  equations^  ^p      dT 

""  dt       dy 
but  since  T'does  not  involve  y,  the  last  term  disappears. 

Hence,  the  equation  of  electromotive  force  is 

The  impressed  electromotive  force  E  is  therefore  the  sum  of  two 
parts.  The  firsts  Ry,  is  required  to  maintain  the  current  y  against 
the  resistance  R.  The  second  part  is  required  to  increase  the  elec- 
tromagnetic momentum  p.  This  is  the  electromotive  force  which 
must  be   supplied  from   sources  independent  of  magneto-electric 
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induction.  The  electromotive  force  arising  from  magneto-electric 
induction  alone  is  evidently  —  ^>  or,  the  rate  of  decrease  of  the 
electroldnetic  momentum  of  the  circuit. 

Electromagnetic  Force, 

580.]  Let  X'  be  the  impressed  mechanical  force  arising  from 
external  causes^  and  tending  to  increase  the  variable  x.  By  the 
general  equations  ^       d  dT      dT 

"^  dt  dx       dx 

Since  the  expression  for  the  electrokinetic  energy  does  not  contain 
the  velocity  {x\  the  first  term  of  the  second  member  disappears, 
and  we  find  ^y 

"      dx 

Here  X'  is  the  external  force  required  to  balance  the  forces  arising 
from  electrical  causes.  It  is  usual  to  consider  this  force  as  the 
reaction  against  the  electromagnetic  force,  which  we  shall  call  X, 
and  which  is  equal  and  opposite  to  X\ 

Hence  X=  -t-> 

dx 

or,  the  electromagnetic  force  tending  to  increase  any  variable  is  equal 
to  the  rate  of  increase  of  the  electrokinetic  energy  per  unit  increase  of 
that  variable^  the  currents  being  maintained  constant. 

If  the  currents  are  maintained  constant  by  a  battery  during  a 
displacement  in  which  a  quantity,  W^  of  work  is  done  by  electro- 
motive force,  the  electrokinetic  energy  of  the  system  will  be  at  the 
same  time  increased  by  W.  Hence  the  battery  will  be  drawn  upon 
for  a  double  quantity  of  energy,  or  2  W^  in  addition  to  that  which  is 
spent  in  generating  heat  in  the  circuit.  This  was  first  pointed  out 
by  Sir  W.  Thomson*.  Compare  this  result  with  the  electrostatic 
property  in  Art.  93. 

Case  of  Two  Circuits, 

581.]  Let  A^  be  called  the  Primary  Circuit,  and  A^  the  Secondary 
Circuit.     The  electrokinetic  energy  of  the  system  may  be  written 


T=\Ly^^My,y^^Ny 


2 

2  i 


where  L  and  N  are  the  coefficients  of  self-induction  of  the  primary 

•  Nichora  Cyclopaedia  of  Phytieal  Science,  ed.  1860,  Article,  'Magnetism,  Dy- 
namical Relations  of.' 
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and  secondary  circuits  respectively,  and  M  is  the  coeflScient  of  their 
mutual  induction. 

Let  us  suppose  that  no  electromotive  force  acts  on  the  secondary 
circuit  except  that  due  to  the  induction  of  the  primary  current. 
We  have  then  ^ 

Integrating  this  equation  with  respect  to  t,  we  have 

liyi-V^yx-^-N y.^  =  (7,  a  constant^ 
where  y,^  is  the  integral  current  in  the  secondary  circuit. 

The  method  of  measuring  an  integral  current  of  short  duration 
will  be  described  in  Art.  748,  and  it  is  easy  in  most  cases  to  ensure 
that  the  duration  of  the  secondary  current  shall  be  very  short. 

Let  the  values  of  the  variable  quantities  in  the  equation  at  the 
end  of  the  time  t  be  accented,  then,  if  y^  is  the  integral  current, 
or  the  whole  quantity  of  electricity  which  flows  through  a  section 
of  the  secondary  circuit  during  the  time  t^ 

If  the  secondary  current  arises  entirely  from  induction,  its  initial 
value  j^2  i^Qst  be  zero  if  the  primary  current  is  constant,  and  the 
conductors  at  rest  before  the  beginning  of  the  time  L 

If  the  time  t  is  sufficient  to  allow  the  secondary  current  to  die 
away,  y^y  its  final  value,  is  also  zero,  so  that  the  equation  becomes 

The  integral  current  of  the  secondary  circuit  depends  in  this  case 
on  the  initial  and  final  values  of  My^. 

Induced  Currents. 

582.]  Let  us  begin  by  supposing  the  primary  circuit  broken, 
or  y^  =  0,  and  let  a  current  y{  be  established  in  it  when  contact 
is  made. 

The  equation  which  determines  the  secondary  integral  current  is 

When  the  circuits  are  placed  side  by  side,  and  in  the  same  direc- 
tion, Jf  is  a  positive  quantity.  Hence,  when  contact  is  made  in 
the  primary  circuit,  a  negative  current  is  induced  in  the  secondary 
circuit. 

When  the  contact  is  broken  in  the  primary  circuit,  the  primary 
current  ceases,  and  the  induced  current  is  y^^  where 

^2^2  =  -Sfj^i- 
The  secondary  current  is  in  this  case  positive. 

VOL.  u.  P 
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If  the  primary  current  is  maintained  constant,  and  the  form  or 
relative  position  of  the  circuits  altered  so  that  M  becomes  M\  the 
integral  secondary  current  is  y^^  where 

In  the  case  of  two  circuits  placed  side  by  side  and  in  the  same 
direction  M  diminishes  as  the  distance  between  the  circuits  in- 
creases. Hence^  the  induced  current  is  positive  when  this  distance 
is  increased  and  negative  when  it  is  diminished. 

These  are  the  elementary  cases  of  induced  currents  described  in 
Art.  530. 

Mechanical  Action  between  the  Two  Circuits, 

588.]  Let  X  be  any  one  of  the  geometrical  variables  on  which 
the  form  and  relative  position  of  the  circuits  depend,  the  electro- 
magnetic force  tending  to  increase  w  is 

If  the  motion  of  the  system  corresponding  to  the  variation  of  x 
is  such  that  each  circuit  moves  as  a  rigid  body^  L  and  N  will  be 
independent  of  x,  and  the  equation  will  be  reduced  to  the  form 

^       .    .  dM 

Hence,  if  the  primary  and  secondary  currents  are  of  the  same 
sign,  the  force  X,  which  acts  between  the  circuits,  will  tend  to 
move  them  so  as  to  increase  M. 

If  the  circuits  are  placed  side  by  side,  and  the  currents  flow  in 
the  same  direction,  M  will  be  increased  by  their  being  brought 
nearer  together.     Hence  the  force  Xis  in  this  case  an  attraction. 

584.J  The  whole  of  the  phenomena  of  the  mutual  action  of  two 
circuits,  wh.^ther  the  induction  of  currents  or  the  mechanical  force 
between  them,  depend  on  the  quantity  3f,  which  we  have  called  the 
coefficient  of  mutual  induction.  The  method  of  calculating  this 
quantity  from  the  geometrical  relations  of  the  circuits  is  given  in 
Art.  524,  but  in  the  investigations  of  the  next  chapter  we  shall  not 
assume  a  knowledge  of  the  mathematical  form  of  this  quantity. 
We  shall  consider  it  as  deduced  from  experiments  on  inductionj 
as,  for  instance,  by  observing  the  integral  current  when  the 
secondary  circuit  is  suddenly  moved  from  a  given  position  to  an 
infinite  distance,  or  to  any  position  in  which  we  know  that  3/=  0. 


CHAPTER  VIII. 


EXPLORATION   OP   THE   FIELD   BY  MEANS  OP   THE   SECONDARY 

CIRCUIT. 

585.]  We  have  proved  in  Arts.  582,  583,  584  that  the  electro- 
magnetic action  between  the  primary  and  the  secondary  circuit 
depends  on  the  quantity  denoted  by  Jf,  which  is  a  function  of  the 
fonn  and  relative  position  of  the  two  circuits. 

Although  this  quantity  M  is  in  fact  the  same  as  the  potential 
of  the  two  circuits,  the  mathematical  form  and  properties  of  which 
we  deduced  in  Arts.  423,  492,  521,  539  from  magnetic  and  electro- 
magnetic phenomena,  we  shall  here  make  no  reference  to  these 
results,  but  begin  again  from  a  new  foundation,  without  any 
assumptions  except  those  of  the  dynamical  theory  as  stated  in 
Chapter  VII. 

The  electrokinetic  momentum  of  the  secondary  circuit  consists 
of  two  parts  (Art.  578),  one,  Mi^y  depending  on  the  primary  current 
ii,  while  the  other,  JWg,  depends  on  the  secondary  current  i^.  We 
are  now  to  investigate  the  first  of  these  parts,  which  we  shall 
denote  by  jt?,  where  p  z=i  M\.  (1) 

We  shall  also  suppose  the  primary  circuit  fixed,  and  the  primary 
current  constant.  The  quantity  j9,  the  electrokinetic  momentimi  of 
the  secondary  circuit,  will  in  this  case  depend  only  on  the  form 
and  position  of  the  secondary  circuit,  so  that  if  any  closed  curve 
be  taken  for  the  secondary  circuit,  and  if  the  direction  along  this 
curve,  which  is  to  be  reckoned  positive,  be  chosen,  the  value  of  jp 
for  this  closed  curve  is  determinate.  If  the  opposite  direction  along 
the  curve  had  been  chosen  as  the  positive  direction,  the  sign  of 
the  quantity  JO  would  have  been  reversed. 

586.]  Since  the  quantity  p  depends  on  the  form  and  position 
of  the  circuit,  we  may  suppose  that  each  portion  of  the  circuit 

p  2 
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contributes  something  to  the  value  of/?,  and  that  the  part  con- 
tributed by  each  portion  of  the  circuit  depends  on  the  form  and 
position  of  that  portion  only,  and  not  on  the  position  of  other  parts 
of  the  circuit. 

This  assumption  is  legitimate,  because  we  are  not  now  consideriug 
a  current,  the  parts  of  which  may,  and  indeed  do,  act  on  one  an- 
other, but  a  mere  circuit,  that  is,  a  closed  curve  along  which  a 
current  may  flow,  and  this  is  a  purely  geometrical  figure,  the  parts 
of  which  cannot  be  conceived  to  have  any  physical  action  on  each 
other. 

We  may  therefore  assume  that  the  part  contributed  by  the 
element  ds  of  the  circuit  is  Jch,  where  /  is  a  quantity  depending 
on  the  position  and  direction  of  the  element  ds.  Hence,  the  value 
of  jD  may  be  expressed  as  a  line-integral 

(2) 


p  =  I  J  ds, 


where  the  integration  is  to  be  extended  once  round  the  circuit. 

587.]  We  have  next  to  determine  the  form  of  the  quantity  /. 
In  the  first  place,  if  da  is  reversed  in  direction,  /  is  reversed  in 

sign.  Hence,  if  two  circuits  ABCE  and  AECD 
have  the  arc  AEC  common,  but  reckoned  in 
opposite  directions  in  the  two  circuits,  the  sum 
of  the  values  of  j^  for  the  two  ciicuits  ABCE 
Fig.  35.  and  AECJD  will  be  equal  to  the  value  of  p  for 

the  circuit  ABCD,  which  is  made  up  of  the  two  circuits. 

For  the  parts  of  the  line-integral  depending  on  the  arc  AEC  are 
equal  but  of  opposite  sign  in  the  two  partial  circuits,  so  that  they 
destroy  each  other  when  the  sum  is  taken,  leaving  only  those  parts  of 
the  line-integral  which  depend  on  the  external  boundary  of  ABCB. 
In  the  same  way  we  may  shew  that  if  a  surface  bounded  by  a 
closed  curve  be  divided  into  any  number  of  parts,  and  if  the 
boundary  of  each  of  these  parts  be  considered  as  a  circuit,  the 
positive  direction  round  every  circuit  being  the  same  as  that  round 
the  external  closed  curve,  then  the  value  of  p  for  the  closed  curve  is 
equal  to  the  sum  of  the  values  ol p  for  all  the  circuits.  See  Art.  483. 
588.]  Let  us  now  consider  a  portion  of  a  surface,  the  dimensions 
of  which  are  so  small  with  respect  to  the  principal  radii  of  curvature 
of  the  surface  that  the  variation  of  the  direction  of  the  normal 
within  this  portion  may  be  neglected.  We  shall  also  suppose  that 
if  any  very  small  circuit  be  tarried  i^arallel  to  itself  from  one  part 
of  this  surface  to  another,  the  value  of  p  for  the  small  circuit  is 
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not  sensibly  altered.  This  will  evidently  be  the  case  if  the  dimen- 
sions of  the  portion  of  surface  are  small  enough  compared  with 
its  distance  from  the  primary  circuit. 

//  any  closed  curve  be  drawn'  on  this  portion  of  the  surface,  the 
value  of  p  will  he  proportional  to  its  area. 

For  the  areas  of  any  two  circuits  may  be  divided  into  small 
elements  all  of  the  same  dimensions^  and  having  the  same  value 
of  p.  The  areas  of  the  two  circuits  are  as  the  numbers  of  these 
elements  which  they  contain,  and  the  values  ofp  for  the  two  circuits 
are  also  in  the  same  proportion. 

Hence,  the  value  of/?  for  the  circuit  which  bounds  any  element 
dS  of  a  surface  is  of  the  form         Id 8, 

where  /  is  a  quantity  depending  on  the  position  of  dS  and  on  the 
direction  of  its  normal.     We  have  therefore  a  new  expression  for  j», 


P 


=  ffldS, 


(3) 


Fig.  36. 


where  the  double  integral  is  extended  over  any  surface  bounded  by 
the  circuit. 

589.]  Let  ABCD  be  a  circuit,  of  which  AC  is  an  elementary 
portion,  so  small  that  it  may  be  considered  straight. 
Let  APB  and  CQB  be  small  equal  areas  in  the 
same  plane,  then  the  value  of  p  will  be  the  same 
for  the  small  circuits  APB  and  CQB,  or 

p  {APB)  =  p  (CQB). 
Hence      p  {APBQCB)  =  p  (ABQCD)  +  p  {APB), 

=  p{ABQCI))  +  p{CQB), 
=  p  {ABCD), 

or  the  value  oi  p  is  not  altered  by  the  substitution  of  the  crooked 
line  APQC  for  the  straight  line  AC,  provided  the  area  of  the  circuit 
is  not  sensibly  altered.  This,  in  fact,  is  the  principle  established 
by  Ampere's  second  experiment  (Art.  506),  in  which  a  crooked 
portion  of  a  circuit  is  shewn  to  be  equivalent  to  a  straight  portion 
provided  no  part  of  the  crooked  portion  is  at  a  sensible  distance 
from  the  straight  portion. 

If  therefore  we  substitute  for  the  element  ds  three  small  elements, 
dx,  dy,  and  dz,  drawn  in  succession,  so  as  to  form  a  continuous 
path  from  the  beginning  to  the  end  of  the  element  ds,  and  if 
Fdx,  G  dy,  and  II dz  denote  the  elements  of  the  line-integral  cor- 
responding to  dx,  dy,  and  dz  respectively,  then 

Jds  =  Fdx+  Gdy  +  Hdz.  (4) 


\ 
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590.]   We  are  now  able  to  determine  the  mode  in  which  the 
quvntity  /  depends   on  the   direction   of  the   element  ds.      For, 


by  (4). 


(5) 


This  is  the  expression  for  the  resolved  part,  in  the  direction  of  ds, 
of  a  vector,  the  components  of  which,  resolved  in  the  directions  of 
the  axes  of  x,  y,  and  z,  are  F,  G,  and  //  respectively. 

If  this  vector  be  denoted  by  81,  and  the  vector  from  the  origin 
to  a  point  of  the  circuit  by  p,  the  element  of  the  circuit  will  be  dp, 
and  the  quaternion  expression  for  /  will  be 

S^dp. 
We  may  now  write  equation  (2)  in  the  form 


or  p 


=  -fs  81  dp. 


(7) 


The  vector  81  and  its  constituents  F,  G,  H  depend  on  the  position 
of  ds  in  the  field,  and  not  on  the  direction  in  which  it  is  drawn. 
They  are  therefore  functions  of  x,  y^  z,  the  coordinates  of  dsy  and 
not  of  /,  w,  »,  its  direction-cosines. 

The  vector  21  represents  in  direction  and  magnitude  the  time- 
integral  of  the  electromotive  force  which  a  particle  placed  at  the 
point  (j?,  y,  z)  would  experience  if  the  primary  current  were  sud- 
denly stopped.  We  shall  therefore  call  it  the  Electrokinetic  Mo- 
mentum at  the  point  {x,  y,  z).  It  is  identical  with  the  quantity 
which  we  investigated  in  Art.  405  under  the  name  of  the  vector- 
potential  of  magnetic  induction. 

The  electrokinetic  momentum  of  any  finite  line  or  circuit  is  the 
line-integral,  extended  along  the  line  or  circuit,  of  the  resolved 
part  of  the  electrokinetic  momentum  at  each  point  of  the  same. 

^  591.]  Let  us  next  determine  the  value  of 

p  for  the  elementary  rectangle  ABCD,  of 
which  the  sides  are  dy  and  dz,  the  positive 
direction  being  from  the  direction   of  the 
•^      axis  of  y  to  that  of  z. 

Let  the  coordinates  of  0,  the  centre  of 

gravity  of  the  element,  be  x^,  y^,  z^^,  and  let 

Gq,  Hq  be  the  values  of  G  and  of  //  at  this 

point. 

The  coordinates  of  A,  the  middle  point  of  the  first  side  of  the 


Fig.  37. 
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rcctan<jle,  are  ^o  ^^^  ^^o  ~  o  ^''    '^®  corresponding  value  of  6  is 

G  =  G^-\-^dz-\-kfi.,  (8) 

and  the  part  of  the  value  of  p  which  arises  from  the  side  A  is 
approximately  r,  ^       ^  ^^  j  ^  (n\ 

Similarly,  for  B^       ffQdz+  --j-dy  dz. 

ForC,  -G^o^y- 2^^^^^* 

For  By  ^Hr,dz-\ r-dydz. 

^  2  dy    ^ 

Adding  these  four  quantities,  we  find  the  value  of  p  for  the 

If  we  now  assume  three  new  quantities,  a,  b,  c,  such  that 

dH     dO 


dy       dz 

_  dF_dn 

~  dz       /& 

_  dG      dF 


(A) 


or 


dx       dy 

^nd  consider  these  as  the  constituents  of  a  new  vector  S,  then,  by 
Theorem  IV,  Art.  24,  we  may  express  the  line-integral  of  81  round 
any  circuit  in  the  form  of  the  surface-integral  of  S  over  a  surface 
bounded  by  the  circuit,  thus 

p  =JT91  cos€  ds  =  //y  93  cos  t;  dS,  (12) 

where  c  is  the  angle  between  81  and  d^,  and  r;  that  between  S  and 
the  normal  to  dS,  whose  direction-cosines  are  /,  m,  ft,  and  781,  78 
denote  the  numerical  values  of  81  and  9. 

Comparing  this  result  with  equation  (3),  it  is  evident  that  the 
quantity  /in  that  equation  is  equal  to  93  cos  »y,  or  the  resolved  part 
of  95  normal  to  dS, 

592.]  We  have  already  seen  (Arts.  490,  541)  that,  according  to 
Faraday's  theory,   the  phenomena  of  electromagnetic  force  and 
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induction  in  a  circuit  depend  on  the  variation  of  the  number  of 
lines  of  magnetic  induction  which  pass  throug^h  the  circuit.  Now 
the  number  of  these  lines  is  expressed  mathematically  by  the 
surface-integral  of  the  magnetic  induction  through  any  surface 
bounded  by  the  circuit.  Hence,  we  must  regard  the  vector  © 
and  its  components  a,  d,  c  as  representing  what  we  are  already 
acquainted  with  as  the  magnetic  induction  and  its  components. 

In  the  present  investigation  we  propose  to  deduce  the  properties 
of  this  vector  from  the  dynamical  principles  stated  in  the  last 
chapter,  with  as  few  appeals  to  experiment  as  possible. 

In  identifying  this  vector,  which  has  appeared  as  the  result  of 
a  mathematical  investigation,  with  the  magnetic  induction,  the 
properties  of  which  we  learned  from  experiments  on  magnets,  we 
do  not  depart  from  this  method,  for  we  introduce  no  new  fact  into 
the  theory,  we  only  give  a  name  to  a  mathematical  quantity,  and 
the  propriety  of  so  doing  is  to  be  judged  by  the  agreement  of  the 
relations  of  the  mathematical  quantity  with  those  of  the  physical 
quantity  indicated  by  the  name. 

The  vector  93,  since  it  occurs  in  a  surface-integral,  belongs 
evidently  to  the  category  of  fluxes  described  in  Art.  13.  The 
vector  81,  on  the  other  hand,  belongs  to  the  category  of  forces, 
since  it  appears  in  a  line-integral. 

593.]  We  must  here  recall  to  mind  the  conventions  about  positive 
and  negative  quantities  and  directions,  some  of  which  were  stated 
in  Art.  23.  We  adopt  the  right-handed  system  of  axes,  so  that  if 
a  right-handed  screw  is  placed  in  the  direction  of  the  axis  of  x, 
and  a  nut  on  this  screw  is  turned  in  the  positive  direction  of 
rotation,  that  is,  from  the  direction  of  y  to  that  of  z,  it  will  move 
along  the  screw  in  the  positive  direction  of  x. 

We  also  consider  vitreous  electricity  and  austral  magnetism  as 
positive.  The  positive  direction  of  an  electric  current,  or  of  a  line 
of  electric  induction,  is  the  direction  in  which  positive  electricity 
moves  or  tends  to  move,  and  the  positive  direction  of  a  line  of 
magnetic  induction  is  the  direction  in  which  a  compass  needle 
points  with  the  end  which  turns  to  the  north.  See  Fig.  24,  Art. 
498,  and  Fig.  25,  Art.  501. 

The  student  is  reooramonded  to  select  whatever  method  appears 
to  him  most  effectual  in  order  to  fix  these  conventions  securely  in 
his  memory,  for  it  is  far  more  diffienlt  to  remember  a  rule  which 
determines  in  which  of  two  previously  indifferent  ways  a  statement 
is  to  be  made,  than  a  rule  which  selects  one  way  out  of  many. 
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594.]  We  have  next  to  deduce  from  dynamical  principles  the 
expressions  for  the  electromagnetic  force  acting  on  a  conductor 
carrying  an  electric  current  through  the  magnetic  field,  and  for 
the  electromotive  force  acting  on  the  electricity  within  a  body 
moving  in  the  magnetic  field.  The  mathematical  method  which 
we  shall  adopt  may  be  compared  with  the  experimental  method 
used  by  Faraday  *  in  exploring  the  field  by  means  of  a  wire,  and 
with  what  we  have  already  done  at  Art.  490,  by  a  method  founded 
on  experiments.  What  we  have  now  to  do  is  to  determine  the 
effect  on  the  value  of  p,  the  electrokinetic  momentum  of  the 
secondary  circuit,  due  to  given  alterations  of  the  form  of  that 
circuit. 

Let  AA\  BW  be  two  parallel  straight  conductors  connected  by 
the  conducting  arc  C,  which  may  be  of  any  form,  and  by  a  straight 


Fig.  38. 

conductor  AB^  which  is  capable  of  sliding  parallel  to  itself  along 
the  conducting  rails  AA'  and  BR. 

Let  the  circuit  thus  formed  be  considered  as  the  secondary  cir- 
cuit, and  let  the  direction  ABC  be  assumed  as  the  positive  direction 
round  it. 

Let  the  sliding  piece  move  parallel  to  itself  from  the  position  AB 
to  the  position  A'B^.  We  have  to  determine  the  variation  of  jo,  the 
electrokinetic  momentum  of  the  circuit,  due  to  this  displacement 
of  the  sliding  piece. 

The  secondary  circuit  is  changed  from  ABC  to  A'RCy  hence,  by 

Art.  587,         p(A'B'C)'-p(ABC)  =  p{AA'FB).  (13) 

We  have  therefore  to  determine  the  value  of  p  for  the  parallel- 
ogram AA!BB.  If  this  parallelogram  is  so  small  that  we  may 
neglect  the  variations  of  the  direction  and  magnitude  of  the  mag- 
netic induction  at  different  points  of  its  plane,  the  value  of  p  is, 
by  Art.  591,  93  cos  t;  ,  AASBy  where  55  is  the  magnetic  induction, 

•  ^p.  Bu  ,  3082,  3087.  8118. 
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and  i;  the  angle  which  it  makes  with  the  positive  direction  of  the 
normal  to  the  parallelogram  AA!SB. 

We  may  represent  the  result  geometrically  by  the  volume  of  the 
parallelepiped,  whose  base  is  the  parallelogram  A^RB^  and  one  of 
whose  edges  is  the  line  AM,  which  represents  in  direction  and 
magnitude  the  magnetic  induction  9.  If  the  parallelogpram  is  in 
the  plane  of  the  pajper,  and  if  AM  is  drawn  upwards  from  the  paper, 
the  volume  of  the  parallelepiped  is  to  be  taken  positively,  or  more 
generally,  if  the  directions  of  the  circuit  AB^  of  the  magnetic  in- 
duction AM^  and  of  the  displacement  AA\  form  a  right-handed 
system  when  taken  in  this  cyclical  order. 

The  volume  of  this  parallelepiped  represents  the  increment  of 
the  value  of  jo  for  the  secondary  circuit  due  to  the  displacement 
of  the  sliding  piece  from  AB  to  A'B. 

Electromotive  Force  acting  on  the  Sliding  Piece. 

595.]  The  electromotive  force  produced  in  the  secondary  circuit 
by  the  motion  of  the  sliding  piece  is,  by  Art.  579, 

If  we  suppose  AA'  to  be  the  displacement  in  unit  of  time,  then 
AA'  will  represent  the  velocity,  and  the  parallelepiped  will  represent 

-^,  and  therefore,  by  equation  (14),  the  electromotive  force  in  the 

(tv 

negative  direction  BA, 

Hence,  the  electromotive  force  acting  on  the. sliding  piece  AB^ 
in  consequence  of  its  motion  through  the  magnetic  field,  is  repre- 
sented by  the  volume  of  the  parallelepiped,  whose  edges  represent 
in  direction  and  magnitude — the  velocity,  the  magnetic  induction, 
and  the  sliding  piece  itself,  and  is  positive  when  these  three  direc- 
tions  are  in  right-handed  cyclical  order. 

Electromagnetic  Force  acting  on  the  Sliding  Piece, 

596.]  Let  ijj  denote  the  current  in  the  secondary  circuit  in  the 
positive  direction  ABC,  then  the  work  done  by  the  electromagnetic 
force  on  AB  while  it  slides  from  the  position  AB  to  the  position 
A'B^  is  (3/'— J/)?! 2*2 ,  where  M  and  M'  are  the  values  of  M^^  in 
the  initial  and  final  positions  of  AB.  But  {M'—3f)i^  is  equal 
to  p'—p,  and  this  is  represented  by  the  volume  of  the  parallelepiped 
on  AB,  AM,  and  AA\     Hence,  if  we  draw  a  line  parallel  to  AB 
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to  represent  the  quantity  AB .  ig*  the  parallelepiped  contained  hy 
this  line,  by  AM,  the  magnetic  induction,  and  by  AA\  the  displace- 
ment, will  represent  the  work  done  during  this  displacement. 

For  a  given  distance  of  displacement  this  will  be  greatest  when 
the  displacement  is  perpendicular  to  the  parallelogram  whose  sides 
are  AB  and  AM.  The  electromagnetic  force  is  therefore  represented 
by  the  area  of  the  parallelogram  on  AB  and  AM  multiplied  by  ^2> 
and  is  in  the  direction  of  the  normal  to  this  parallelogram,  drawn  so 
that  AB,  AM,  and  the  normal  are  in  right-handed  cyclical  order. 

Four  Definitions  of  a  Line  of  Magnetic  Induction, 

597.]  If  the  direction  A^,  in  which  the  motion  of  the  sliding 
piece  takes  place,  coincides  with  AM,  the  direction  of  the  magnetic 
induction,  the  motion  of  the  sliding  piece  will  not  call  electromotive 
force  into  action,  whatever  be  the  direction  of  AB,  and  if  AB  carries 
an  electric  current  there  will  be  no  tendency  to  slide  along  AA!, 

Again,  if  AB,  the  sliding  piece,  coincides  in  direction  with  AM, 
the  direction  of  magnetic  induction,  there  will  be  no  electromotive 
force  called  into  action  by  any  motion  of  AB,  and  a  current  through 
AB  will  not  cause  AB  to  be  acted  on  by  mechanical  force. 

We  may  therefore  define  a  line  of  magnetic  induction  in  four 
different  ways.     It  is  a  line  such  that — 

(1)  If  a  conductor  be  moved  along  it  parallel  to  itself  it  will 
experience  no  electromotive  force. 

(2)  If  a  conductor  carrying  a  current  be  free  to  move  along  a 
line  of  magnetic  induction  it  will  experience  no  tendency  to  do  so. 

(3)  If  a  linear  conductor  coincide  in  direction  with  a  line  of 
magnetic  induction,  and  be  moved  parallel  to  itself  in  any  direction, 
it  will  experience  no  electromotive  force  in  the  direction  of  its 
length. 

(4)  If  a  linear  conductor  carrying  an  electric  current  coincide 
in  direction  with  a  line  of  magnetic  induction  it  will  not  experience 
any  mechanical  force. 

General  Eq^iations  of  Electromotive  Force, 

598.]  We  have  seen  that  E,  the  electromotive  force  due  to  in- 

tit) 
duction  acting  on  the  secondary  circuit,  is  equal  ^  —  "jT  >  where 


=M 


+ et + «&'*•  (■) 


(h         fU 
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To  determine  the  value  of  E^  let  us  differentiate  the  quantity 
under  the  integral  sign  with  respect  to  ^,  remembering  that  if  the 
secondary  circuit  is  in  motion,  x,  y,  and  z  are  functions  of  the  time. 
We  obtain 


^^^  i^'di  ds  "^  di  ds  "^  di  dsf^ 

-/( 


dF  dju  dG  dy  dll  dzy^d^e  ^ 

dx  di  dx  ds  dx  ds^  dt 

dFdx  dGdy  dlldz.dy 

iiu  flu  Hij  tljt  du    djt)  dt 


dy  ds       dy  d-s       dy  ds^  dt 


dFdx      dG^dy      dll  dz.dz 
dz  ds       dz  ds       dz  ds^  dt 


^»+«^+^.^)*-       «' 


Now  consider  the  second  term  of  the  integral,  and  substitute 

dC  dTT 

from  equations  (A),  Art.  591,  the  values  of  -j-  and  -j-  .     This  term 

then  becomes, 

_  f(  dy  _.dz       dFdx      dFdy      dF dz.dx 
J  ^  ds         ds        dx  ds       dy  ds       dz  ds  ^  dt      ' 

which  we  may  write 

f/  dv      i  dz      dF^  dx  , 

Treating  the  third  and  fourth  terms  in  the  same  way,  and  col- 

dx    dt/  d" 

lecting  the  terms  in    .  i    .   >  and  -^- ,  remembering  that 


/( 


dFdx      -nd^x^  ,         ,^dx  ,„. 


and   therefore   that  the   integral,  when   taken   round   the   closed 
curve,  vanishes, 

Ti       f/du.  dz       dFy,  dx  - 

f/  dz        dx      dG^  dy  . 

■^J^^dr'-di-di)//^" 

f/,  dx        dt/      dlh  dz  , 
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We  may  write  this  expression  in  the  form 


where 


^=4- 

.dz      dF      d^    -^ 
dt       dt        dx 

«"5- 

dx      dG      d^ 
dt       dt        dy 

'  =  'fr 

dy      dll      d^ 

dt        dt        (tz     - 

Equations  of 
Electromotive  (-D) 

Force. 


The  terms  involving  the  new  quantity  4^  are  introduced  for  the 
sake  of  giving  generality  to  the  expressions  for  P,  Q,  B,  They 
disappear  from  the  integral  when  extended  round  the  closed  circuit. 
The  quantity  ^  is  therefore  indeterminate  as  far  as  regards  the 
problem  now  before  us,  in  which  the  total  electromotive  force  round 
the  circuit  is  to  be  determined.  We  shall  find,  however,  that  when 
we  know  all  the  circumstances  of  the  problem,  we  can  assign  a 
definite  value  to  4',  and  that  it  represents,  according  to  a  certain 
definition,  the  electric  potential  at  the  point  x,  y,  z. 

The  quantity  under  the  integral  sign  in  equation  (5)  represents 
the  electromotive  force  acting  on  the  element  ds  of  the  circuit. 

If  we  denote  by  T  @,  the  numerical  value  of  the  resultant  of  P, 
Q,  and  R,  and  by  c,  the  angle  between  the  direction  of  this  re- 
sultant and  that  of  the  element  ds,  we  may  write  equation  (5), 


-/ 


T  Q  cos  €ds.  (6) 


The  vector  @  is  the  electromotive  force  at  the  moving  element 
ds.  Its  direction  and  magnitude  depend  on  the  position  and 
motion  of  ds,  and  on  the  variation  of  the  magnetic  field,  but  not 
on  the  direction  of  ds.  Hence  we  may  now  disregard  the  circum- 
stance that  ds  forms  part  of  a  circuit,  and  consider  it  simply  as  a 
portion  of  a  moving  body,  acted  on  by  the  electromotive  force  @. 
The  electromotive  force  at  a  point  has  already  been  defined  in 
Art.  68.  It  is  also  called  the  resultant  electrical  force,  being  the 
force  which  would  be  experienced  by  a  unit  of  positive  electricity 
placed  at  that  point.  We  have  now  obtained  the  most  general 
value  of  this  quantity  in  the  case  of  a  body  moving  in  a  magnetic 
field  due  to  a  variable  electric  system. 

If  the  body  is  a  conductor,  the  electromotive  force  will  produce  a 
current ;  if  it  is  a  dielectric,  the  electromotive  force  will  produce 
only  electric  displacement. 
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The  electromotive  force  at  a  point,  or  on  a  particle^  must  be 
carefully  distinguished  from  the  electromotive  force  along  an  arc 
of  a  curve,  the  latter  quantity  being  the  line-integral  of  the  former. 
See  Art.  69. 

599,]  The  electromotive  force,  the  components  of  which  are 
defined  by  equations  (B),  depends  on  three  circumstances.  The  first 
of  these  is  the  motion  of  the  particle  through  the  magnetic  field. 
The  part  of  the  force  depending  on  this  motion  is  expressed  by  the 
first  two  terms  on  the  right  of  each  equation.  It  depends  on  the 
velocity  of  the  particle  transverse  to  the  lines  of  magnetic  induction. 
If  ®  is  a  vector  representing  the  velocity,  and  95  another  repre- 
senting the  magnetic  induction,  then  if  Qi  is  the  part  of  the  elec- 
tromotive force  depending  on  the  motion, 

@,  =  r.  ®  55,  (7) 

or,  the  electromotive  force  is  the  vector  part  of  the  product  of  the 
magnetic  induction  multiplied  by  the  velocity,  that  is  to  say,  the 
magnitude  of  the  electromotive  force  is  represented  by  the  area 
of  the  parallelogram,  whose  sides  represent  the  velocity  and  the 
magnetic  induction,  and  its  direction  is  the  normal  to  this  parallel- 
ogram, drawn  so  that  the  velocity,  the  magnetic  induction,  and  the 
electromotive  force  are  in  right-handed  cyclical  order. 

The  third  term  in  each  of  the  equations  (B)  depends  on  the  time- 
variation  of  the  magnetic  field.  This  may  be  due  either  to  the 
time-variation  of  the  electric  current  in  the  primary  circuit,  or  to 
motion  of  the  primary  circuit.  Let  (Sg  be  the  part  of  the  electro- 
motive force  which  depends  on  these  terms.     Its  components  are 

dF  dG  ^         dU 

•  • 

and  these  are  the  components  of  the  vector,  —  -77  or  21.     Hence, 

@2=-2t.  (8) 

The  last  term  of  each  equation  (B)  is  due  to  the  variation  of  the 
function  4'  in  difierent  parts  of  the  field.  We  may  write  the  third 
part  of  the  electromotive  force,  which  is  due  to  this  cause, 

($3  =  -  V^I/.  (9) 

The  electromotive  force,  as  defined  by  equations  (B),  may  therefore 
be  written  in  the  quaternion  form, 

g=  r.(S  33-21- V^/.  (10) 
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On  the  Modijicatioii  rf  the  Equations  of  Electromotive  Force  when  the 
Axes  to  which  they  are  referred  are  moving  in  Space, 

600.  J  Let  x\  y\  /  be  the  coordinates  of  a  point  referred  to  a 
system  of  rectangular  axes  moving  in  space,  and  let  a?,  ^,  z  be  the 
coordinates  of  the  same  point  referred  to  fixed  axes. 

Let  the  components  of  the  velocity  of  the  origin  of  the  moving 
system  be  «,  v,  «?,  and  those  of  its  angular  velocity  ©i,  cog,  0)3 
referred  to  the  fixed  system  of  axes,  and  let  us  choose  the  fixed 
axes  so  as  to  coincide  at  the  given  instant  with  the  moving  ones, 
then  the  only  quantities  which  will  be  different  for  the  two  systems 
of  axes  will  be  those  diflerentiated  with  respect  to  the  time.     If 

-    denotes  a  component  velocity  of  a  point  moving  in  rigid  con- 
ot 

(1-X  (Ix 

nexion  with  the  moving  axes,  and  -,    and  -3-  that  of  any  moving 

point,  having  the  same  instantaneous  position,  referred  to  the  fixed 
and  the  moving  axes  respectively,  then 

dx  _  hx      dx'  /-N 

dt~'bi'^~dt'  ^  ^ 

with  similar  equations  for  the  other  components. 

By  the  theory  of  the  motion  of  a  body  of  invariable  form, 

bx 

g*^  =  v-\-(a^x-a>^z,   y  (2) 

bz 

Since  i^  is  a  component  of  a  directed  quantity  parallel  to  x, 
if  -,—  be  the  value  of  ^  referred  to  the  moving  axes, 

dF'      dFlx      dFhy      dFhz      ^         ^^         dF 

dt        flte  ht       dy  ht       dz  U  *  *      dt  ^  ^ 

dF  dF 

Substituting:  for  -,  -  and  -,-  their  values  as  deduced  from  the 
"  dy  dz 

equations  (A)  of  magnetic  induction,  and  remembering  that,  by  (2), 
d  hx  d  hy  d  bz  . 

d^bt^^'      dJ^bi^"'^'      diVt^^"'^'  (^) 

dF'      dFbx      ^d  bx      dGby      ^  rf  8 v      dUbz     „d^^ 
dt        da  bt^     dx  bt^  dx  bt^     dy  bt  ^  dx  bt^     dx  bt 

by      jbz   ^  dF  ,^v 

—  c  ^  +6-    +  ~^'  (5) 

bt  ^    bt  ^  dt  ^  ^ 
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If  we  now  put  gj?         8i/  g^ 

dF'  dy        by     ,bz      dF  ,,, 

•dT=^-^-Ui-^^ti  +  ^-  (') 

The  equation  for  P,  the  component  of  the  electromotive  force 
parallel  to  x,  is,  by  (B), 

referred  to  the  fixed  axes.  Substituting  the  values  of  the  quanti- 
ties as  referred  to  the  moving  axes,  we  have 

^_^d/    ^d/    dr    d(*+^)  (gj 

di         dt        dt  dx 

for  the  value  of  P  referred  to  the  moving  axes. 

601.]  It  appears  from  this  that  the  electromotive  force  is  ex- 
pressed by  a  formula  of  the  same  type,  whether  the  motions  of  the 
conductors  be  referred  to  fixed  axes  or  to  axes  moving  in  space,  the 
only  difference  between  the  formulae  being  that  in  the  case  of 
moving  axes  the  electric  potential  4'  must  be  changed  into  ^  +  4^. 

In  all  cases  in  which  a  current  is  produced  in  a  conducting  cir- 
cuit, the  electromotive  force  is  the  line-integral 

taken  round  the  curve.  The  value  of  4'  disappears  from  this 
integral,  so  that  the  introduction  of  "V  has  no  influence  on  its 
value.  In  all  phenomena,  therefore,  relating  to  closed  circuits  and 
the  currents  in  them,  it  is  indifferent  whether  the  axes  to  which  we 
refer  the  system  be  at  rest  or  in  motion.     See  Art.  668. 

On  the  Electromagnetic  Force  acting  on  a  Conductor  which  carrUs 
a7i  Electric  Current  through  a  Magnetic  Field, 

602.]  We  have  seen  in  the  general  investigation,  Art.  583,  that  if 
a?i  is  one  of  the  variables  which  determine  the  position  and  form  of 
the  secondary  circuit,  and  if  X^  is  the  force  acting  on  the  secondary 
circuit  tending  to  increase  this  variable,  then 

J,  =  ^.,V  (1) 

Since  i^  is  independent  of  a?i,  we  may  write 
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and  we  have  for  the  value  of  X^, 

Now  let  us  suppose  that  the  displacement  consists  in  moving 
every  point  of  the  circuit  through  a  distance  bx  in  the  direction 
of  if,  bx  being  any  continuous  function  of  *,  so  that  the  different 
parts  of  the  circuit  move  independently  of  each  other,  while  the 
circuit  remains  continuous  and  closed. 

Also  let  X  be  the  total  force  in  the  direction  of  x  acting  on 
the  part  of  the  circuit  from  *  =  0  to  *  =  *,  then  the  part  corre- 

sponding  to  the  element  ds  will  be  -7-  ds.     We  shall  then  have  the 

following  expression  for  the  work  done  by  the  force  during  the 
displacement, 

where  the  integration  is  to  be  extended  round  the  closed  curve, 
remembering  that  bx  is  an  arbitrary  function  of  s.  We  may  there- 
fore perform  the  differentiation  with  respect  to  bx  in  the  same 
way  that  we  differentiated  with  respect  to  I  in  Art.  598,  remem- 
bering that         j^  dy        ^        ^    dz 

-j-r—  =  1,  -jf-  =  0,  and  -T--  =  0.  (5) 

dbx  dbx         '  dbx  ^  ' 

We  thus  find 

The  last  term  vanishes  when  the  integration  is  extended  round 
the  closed  curve,  and  since  the  equation  must  hold  for  all  forms 
of  the  fiinction  bx,  we  must  have 

an  equation  which  gives  the  force  parallel  to  x  on  any  element  of 
the  circuit.     The  forces  parallel  to  y  and  z  are 

dY       ,  f   dz        dx\  ,^. 

dZ        .  .,  dx        du^  f  . 

The  resultant  force  on  the  element  is  given  in  direction  and  mag- 
nitude by  the  quaternion  expression  io  Vdp  93,  where  ij^  is  the 
numerical   measure  of  the  current,   and   dp  and   SB   are   vectors 
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representing  the  element  of  the  circuit  and  the  magnetic  in- 
duction, and  the  multiplication  is  to  be  understood  in  the  Hamil- 
tonian  sense. 

603.]  If  the  conductor  is  to  be  treated  not  as  a  line  but  as  a 
body,  we  must  express  the  force  on  the  element  of  length,  and  the 
current  through  the  complete  section,  in  terms  of  symbols  denoting 
the  force  per  unit  of  volume,  and  the  current  per  unit  of  area. 

Let  X,  Z,  Z  now  represent  the  components  of  the  force  referred  to 

unit  of  volume,  and  w,  t?,  w  those  of  the  current  referred  to  unit  of 

area.     Then,  if  &  represents  the  section  of  the  conductor,  which  we 

shall  suppose  small,  the  volume  of  the  element  d9  will  \^8d9^  and 

%    dx 
u  =  -^  -,  .     Hence,  equation  (7)  will  become 

^-^J-^^S{vc^wb\  (10) 

or  X  =:  vc  —wb,   \  ^       .        . 

I  (Equations  of 

Similarly  Y :=^  wa—  UC^    >  Electroxnagnetic  (C) 

and  Z  =  ud  --  va,  )  ^^^'^ 

Here  X,  ¥,  Z  are  the  components  of  the  electromagnetic  force  on 
an  element  of  a  conductor  divided  by  the  volume  of  that  element ; 
iiy  i\  w  are  the  components  of  the  electric  current  through  the 
element  referred  to  unit  of  area,  and  a,  3,  c  are  the  components 
of  the  magnetic  induction  at  the  element,  which  are  also  referred 
to  unit  of  area. 

If  the  vector  ^  represents  in  magnitude  and  direction  the  force 
acting  on  unit  of  volume  of  the  conductor,  and  if  6  represents  the 
electric  current  flowing  through  it, 

g  =  r.gg3.  (11) 


CHAPTER  IX. 


GENBRAL   EQUATIONS   OP   THE   ELECTROMAGNETIC   FIELD. 

604.]  In  our  theoretical  discussion  of  electrodynamics  we  began 
by  assuming  that  a  system  of  circuits  carrying  electric  currents 
is  a  dynamical  system,  in  which  the  currents  may  be  regarded  as 
velocities,  and  in  which  the  coordinates  corresponding  to  these 
velocities  do  not  themselves  appear  in  the  equations.  It  follows 
from  this  that  the  kinetic  energy  of  the  system,  so  far  as  it  depends 
on  the  currents,  is  a  homogeneous  quadratic  function  of  the  currents, 
in  which  the  coefficients  depend  only  on  the  form  and  relative 
position  of  the  circuits.  Assuming  these  coefficients  to  be  known, 
by  experiment  or  otherwise,  we  deduced,  by  purely  dynamical  rea- 
soning, the  laws  of  the  induction  of  currents,  and  of  electromagnetic 
attraction.  In  this  investigation  we  introduced  the  conceptions 
of  the  electrokinetic  energy  of  a  system  of  currents,  of  the  electro- 
magnetic momentum  of  a  circuit,  and  of  the  mutual  potential  of 
two  circuits. 

We  then  proceeded  to  explore  the  field  by  means  of  various  con- 
figurations of  the  secondary  circuit,  and  were  thus  led  to  the 
conception  of  a  vector  21,  having  a  determinate  magnitude  and 
direction  at  any  given  point  of  the  field.  We  called  this  vector  the 
electromagnetic  momentum  at  that  point.  This  quantity  may  be 
considered  as  the  time-integral  of  the  electromotive  force  which 
would  be  produced  at  that  point  by  the  sudden  removal  of  all  the 
currents  from  the  field.  It  is  identical  with  the  quantity  already 
investigated  in  Art.  405  as  the  vector-potential  of  magnetic  in- 
duction. Its  components  parallel  to  x,  y,  and  z  are  F,  G,  and  JST. 
The  electromagnetic  momentum  of  a  circuit  is  the  lin^-integral 
of  81  round  the  circuit. 

We  then,  by  means  of  Theorem  IV,  Art.  24,  transformed  the 

Q3 
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line-integral  of  31  into  the  surface-integ^l  of  another  vector,  93, 
whose  components  are  a,  d,  c,  and  we  found  that  the  phenomena 
of  induction  due  to  motion  of  a  conductor,  and  those  of  electro- 
magnetic force  can  be  expressed  in  terms  of  fb.  We  gave  to  9 
the  name  of  the  Magnetic  induction,  since  its  properties  are  iden- 
tical with  those  of  the  lines  of  magnetic  induction  as  investigated 
by  Faraday. 

We  also  established  three  sets  of  equations :  the  first  set,  (A), 
are  those  of  magnetic  induction,  expressing  it  in  terms  of  the  elec- 
tromagnetic momentum.  The  second  set,  (B),  are  those  of  electro- 
motive force,  expressing  it  in  terms  of  the  motion  of  the  conductor 
across  the  lines  of  magnetic  induction,  and  of  the  rate  of  variation 
of  the  electromagnetic  momentum.  The  third  set,  (C),  are  the 
equations  of  electromagnetic  force,  expressing  it  in  terms  of  the 
current  and  the  magnetic  induction. 

The  current  in  all  these  cases  is  to  be  understood  as  the  actual 
current,  which  includes  not  only  the  current  of  conduction,  but  the 
current  due  to  variation  of  the  electric  displacement. 

The  magnetic  induction  fb  is  the  quantity  which  we  have  already 
considered  in  Art.  400.  In  an  unmagnetized  body  it  is  identical 
with  the  force  on  a  unit  magnetic  pole,  but  if  the  body  is  mag- 
netized, either  permanently  or  by  induction,  it  is  the  force  which 
would  be  exerted  on  a  unit  pole,  if  placed  in  a  narrow  crevasse  in 
the  body,  the  walls  of  which  are  perpendicular  to  the  direction  of 
magnetization.     The  components  of  93  are  a,  d,  c. 

It  follows  from  the  equations  (A),  by  which  a,  d,  c  are  defined, 
that  da       db       dc  _ 

dx       dy       dz  '~    ' 

This  was  shewn  at  Art.  403  to  be  a  property  of  the  magnetic 
induction. 

605.]  We  have  defined  the  magnetic  force  within  a  magnet,  as 
distinguished  from  the  magnetic  induction,  to  be  the  force  on  a 
unit  pole  placed  in  a  narrow  crevasse  cut  parallel  to  the  direction  of 
magnetization.  This  quantity  is  denoted  by  *^,  and  its  components 
l>y  «>  /3,  y.     See  Art.  398. 

If  3  is  the  intensity  of  magnetization,  and  A,  -B,  C  its  com- 
ponents, then,  by  Art.  400, 

a  =  a  -f  4  TT  -4, 

i  =  j3-|-47rJS,  \       (Equations  of  Magnetization.)  (D) 

c  =  yH-4  7r  C. 
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We  may  call  these  the  equations  of  magnetization,  and  they 
indicate  that  in  the  electromagnetic  system  the  magnetic  induction 
fb,  considered  as  a  vector,  is  the  sum,  in  the  Hamiltonian  sense,  of 
two  vectors,  the  magnetic  force  ^,  and  the  magnetization  3  multi- 
plied by  4  IT,  or  93  =  «§  +  4  ir  3- 

In  certain  substances,  the  magnetization  depends  on  the  magnetic 
force,  and  this  is  expressed  by  the  system  of  equations  of  induced 
magnetism  given  at  Arts.  426  and  435. 

606.]  Up  to  this  point  of  our  investigation  we  have  deduced 
everything  from  purely  dynamical  considerations,  without  any 
reference  to  quantitative  experiments  in  electricity  or  magnetism. 
The  only  use  we  have  made  of  experimental  knowledge  is  to  re- 
cognise, in  the  abstract  quantities  deduced  from  the  theory,  the 
concrete  quantities  discovered  by  experiment,  and  to  denote  them 
by  names  which  indicate  their  physical  relations  rather  than  their 
mathematical  generation. 

In  this  way  we  have  pointed  out  the  existence  of  the  electro- 
magnetic momentum  3[  as  a  vector  whose  direction  and  magnitude 
vary  from  one  part  of  space  to  another,  and  from  this  we  have 
deduced,  by  a  mathematical  process,  the  magnetic  induction,  93,  as 
a  derived  vector.  We  have  not,  however,  obtained  any  data  for 
determining  either  81  or  93  from  the  distribution  of  currents  in  the 
field.  For  this  purpose  we  must  find  the  mathematical  connexion 
between  these  quantities  and  the  currents. 

We  begin  by  admitting  the  existence  of  permanent  magnets, 
the  mutual  action  of  which  satisfies  the  principle  of  the  conservation 
of  energy.  We  make  no  assumption  with  respect  to  the  laws  of 
magnetic  force  except  that  which  follows  from  this  principle, 
namely,  that  the  force  acting  on  a  magnetic  pole  must  be  capable 
of  being  derived  from  a  potential. 

We  then  observe  the  action  between  currents  and  magnets,  and 
we  find  that  a  current  acts  on  a  magnet  in  a  manner  apparently  the 
same  as  another  magnet  would  act  if  its  strength,  form,  and  position 
were  properly  adjusted,  and  that  the  magnet  acts  on  the  current 
in  the  same  way  as  another  current.  These  observations  need  not 
be  supposed  to  be  accompanied  with  actual  measurements  of  the 
forces.  They  are  not  therefore  to  be  considered  as  furnishing 
numerical  data,  but  are  useful  only  in  suggesting  questions  for 
our  consideration. 

The  question  these  observations  suggest  is,  whether  the  magnetic 
field  produced  by  electric  currents,  as  it  is  similar  to  that  produced 
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by  permanent  magnets  in  many  respects,  resembles  it  also  in  being 
related  to  a  potential  ? 

The  evidence  that  an  electric  circuit  produces,  in  the  space  sur- 
rounding it,  magnetic  effects  precisely  the  same  as  those  produced 
by  a  magnetic  shell  bounded  by  the  circuit,  has  been  stated  in 
Arts.  482-485. 

We  know  that  in  the  case  of  the  magnetic  shell  there  is  a 
potential,  which  has  a  determinate  value  for  all  points  outside  the 
substance  of  the  shell,  but  that  the  values  of  the  potential  at  two 
neighbouring  points,  on  opposite  sides  of  the  shelly  differ  by  a  finite 
quantity. 

If  the  magnetic  field  in  the  neighbourhood  of  an  electric  current 
resembles  that  in  the  neighbourhood  of  a  magnetic  shell,  the 
magnetic  potential,  as  found  by  a  line-integration  of  the  magnetic 
force,  will  be  the  same  for  any  two  lines  of  integration,  provided 
one  of  these  lines  can  be  transformed  into  the  other  by  continuous 
motion  without  cutting  the  electric  current. 

If,  however,  one  line  of  integration  cannot  be  transformed  into 
the  other  without  cutting  the  current,  the  line-integral  of  the 
magnetic  force  along  the  one  line  will  differ  from  that  along  the 
other  by  a  quantity  depending  on  the  strength  of  the  current.  The 
magnetic  potential  due  to  an  electric  current  is  therefore  a  function 
having  an  infinite  series  of  values  with  a  common  difference,  the 
particular  value  depending  on  the  course  of  the  line  of  integration. 
Within  the  substance  of  the  conductor,  there  is  no  such  thing  as 
a  magnetic  potential.  • 

607.]  Assuming  that  the  magnetic  action  of  a  current  has  a 
magnetic  potential  of  this  kind,  we  proceed  to  express  this  result 
mathematically. 

In  the  first  place,  the  line-integral  of  the  magnetic  force  round 
any  closed  curve  is  zero,  provided  the  closed  curve  does  not  surround 
the  electric  current. 

In  the  next  place,  if  the  current  passes  once,  and  only  once, 
through  the  closed  curve  in  the  positive  direction,  the  line-integral 
has  a  determinate  value,  which  may  be  used  as  a  measure  of  the 
strength  of  the  current.  For  if  the  closed  curve  alters  its  form 
in  any  continuous  manner  without  cutting  the  current,  the  line- 
integral  will  remain  the  same. 

In  electromagnetic  measure,  the  line-integral  of  the  magnetic 
force  round  a  closed  curve  is  numerically  equal  to  the  current 
through  the  closed  curve  multiplied  by  i-n. 
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If  we  take  for  the  closed  curve  the  parallelogram  whose  sides 
are  dy  and  dzy  the  line-iutegral  of  the  magnetic  force  roimd  the 
parallelogram  is  dy      ^-9 

hry-dd^^^'^ 

and  if  «,  Vy  w  are  the  components  of  the  flow  of  electricity,  the 
current  through  the  parallelogram  is 

udydz. 
Multiplying  this  by  4  7r,  and  equating  the  result  to  the  line- 
integral,  we  obtain  the  equation 

dy      d^ 
dy       dz 


da 
dz 

dy 
dx 

dp 
dx 

da 
dy 

da        dy      [  (Equations  of  /-px 

— r^  I    f^         Electric  Currente.)  V-*^/ 


4ttu  =z 
with  the  similar  equations 


41710  =   -J -j-9 

ax       ay 

which  determine  the  magnitude  and  direction  of  the  electric  currents 
when  the  magnetic  force  at  every  point  is  given. 

When  there  is  no  current^  these  equations  are  equivalent  to  the 
condition  that  adx-^^fidy^ydz  zzz-DQ,, 

or  that  the  magnetic  force  is  derivable  from  a  magnetic  potential 
in  all  points  of  the  field  where  there  are  no  currents. 

By  differentiating  the  equations  (E)  with  respect  to  x,  y,  and  z 
respectively,  and  adding  the  results,  we  obtain  the  equation 

du      dv      ^^  _  ^ 
dx       dy       dz  ""    ' 

which  indicates  that  the  current  whose  components  are  m^  t;,  w  is 
subject  to  the  condition  of  motion  of  an  incompressible  fluid,  and 
that  it  must  necessarily  flow  in  closed  circuits. 

This  equation  is  true  only  if  we  take  w,  r,  and  w  as  the  com- 
ponents of  that  electric  flow  which  is  due  to  the  variation  of  electric 
displacement  as  well  as  to  true  conduction. 

We  have  very  little  experimental  evidence  relating  to  the  direct 
electromagnetic  action  of  currents  due  to  the  variation  of  electric 
displacement  in  dielectrics,  but  the  extreme  diflSculty  of  reconciling 
the  laws  of  electromagnetism  with  the  existence  of  electric  currents 
which  are  not  closed  is  one  reason  among  many  why  we  must  admit 
the  existence  of  transient  currents  due  to  the  variation  of  displace- 
ment. Their  importance  will  be  seen  when  we  come  to  the  electro- 
magnetic theory  of  light. 


<TN  ^     v-  (K  (Equation  of  Electric  /m 

'^   "•   A^^^i  Dianlacement.^  V^/ 
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608.]  We  have  now  determined  the  relations  of  the  principal 
quantities  concemed  in  the  phenomena  discovered  by  Orsted,  Am- 
pere, and  Faraday.  To  connect  these  with  the  phenomena  described 
in  the  former  parts  of  this  treatise,  some  additional  relations  are 
necessary. 

When  electromotive  force  acts  on  a  material  body,  it  produces 
in  it  two  electrical  effects,  called  by  Faraday  Induction  and  Con- 
duction, the  first  being  most  conspicuous  in  dielectrics,  and  the 
second  in  conductors. 

In  this  treatise,  static  electric  induction  is  measured  by  what  we 
have  called  the  electric  displacement,  a  directed  quantity  or  vector 
which  we  have  denoted  by  2),  and  its  components  by/*,  ^,  A. 

In  isotropic  substances,  the  displacement  is  in  the  same  direction 

as  the  electromotive  force  which  produces  it,  and  is  proportional 

to  it,  at  least  for  small  values  of  this  force.     This  may  be  expressed 

by  the  equation 

f  n  — ^^ 

4  ^  '  Displacement.) 

where  K  is  the  dielectric  capacity  of  the  substance.     See  Art.  69. 

In  substances  which  are  not  isotropic,  the  components  /,  g^  h  of 
the  electric  displacement  !B  are  linear  functions  of  the  components 
P,  Q,  R  of  the  electromotive  force  @. 

The  form  of  the  equations  of  electric  displacement  is  similar  to 
that  of  the  equations  of  conduction  as  given  in  Art.  298. 

These  relations  may  be  expressed  by  saying  that  K  is,  in  isotropic 
bodies,  a  scalar  quantity,  but  in  other  bodies  it  is  a  linear  and  vector 
function,  operating  on  the  vector  (5. 

609.]  The  other  eflTect  of  electromotive  force  is  conduction.  The 
laws  of  conduction  as  the  result  of  electromotive  force  were  esta- 
blished by  Ohm,  and  are  explained  in  the  second  part  of  this 
treatise.  Art.  241,     They  may  be  summed  up  in  the  equation 

St  •=   C{§^,  (Equation  of  Conductivity.)  (G) 

where  @  is  the  intensity  of  the  electromotive  force  at  the  point, 
it  is  the  density  of  the  current  of  conduction,  the  components  of 
which  are  p,  q^  r,  and  C  is  the  conductivity  of  the  substance,  which, 
in  the  case  of  isotropic  substances,  is  a  simple  scalar  quantity,  but 
in  other  substances  becomes  a  linear  and  vector  function  operating 
on  the  vector  @.  The  form  of  this  function  is  given  in  Cartesian 
coordinates  in  Art.  298. 

610.]  One  of  the  chief  peculiarities  of  this  treatise  is  the  doctrine 
which  it  asserts,  that  the  true  electric  current  6,  that  on  which  the 
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electromagnetic  phenomena  depend,  is  not  the  same  thing  as  §t,  the 
current  of  conduction,  but  that  the  time-variation  of  2),  the  electric 
displacement,  must  be  taken  into  account  in  estimating  the  total 
movement  of  electricity,  so  that  we  must  write, 

g  =  it4-2),        (Equation  of  True  CurrentR.)        (H) 

or,  in  terms  of  the  components. 


do 
"  =  ^+01' 

dh 


(H*) 


611.]  Since  both  ff  and  2)  depehd  on  the  electromotive  force  @, 
we  may  express  the  true  current  (5  in  terms  of  the  electromotive 
force,  thus  ,         \        // . 

or,  in  the  case  in  which  C  and  K  are  constants, 


«=  CP+ 


V  =  CQ  + 


K  =  CB+ 


4ir  di 
4v  dt 
4ir       di 


(I*) 


(J) 


612.]  The  volume-density  of  the  free  electricity  at  any  point 
is  found  from  the  components  of  electric  displacement  by  the 
equation  d/     dg      dh 

dx      dy      dz 

613.]  The  surface-density  of  electricity  is 

or  =  l/-\-mg  +  nA  +  iy'+my-^n'A',  (K) 

where  I,  m,  n  are  the  direction-cosines  of  the  normal  drawn  from 
the  surface  into  the  medium  in  which  /*,  g,  h  are  the  components  of 
the  displacement,  and  V ^  m\  n'  are  those  of  the  normal  drawn  from 
the  surface  into  the  medium  in  which  they  are^^',  /,  h\ 

614.]  When  the  magnetization  of  the  medium  is  entirely  induced 
by  the  magnetic  force  acting  on  it,  we  may  write  the  equation  of 
induced  magnetization,  $  =  ^,^,  (L) 

where  [l  is  the  coefficient  of  magnetic  permeability,  which  may 
be  considered  a  scalar  quantity,  or  a  linear  and  vector  function 
operating  on  «^,  according  as  the  medium  is  isotropic  or  not. 
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615.]  These  may  be  regarded  as  the  principal  relations  among 
the  quantities  we  have  been  considering.  They  may  be  combined 
so  as  to  eliminate  some  of  these  quantities,  but  our  object  at  present 
is  not  to  obtain  compactness  in  the  mathematical  formulae,  but 
to  express  every  relation  of  which  we  have  any  knowledge.  To 
eliminate  a  quantity  which  expresses  a  useful  idea  would  be  rather 
a  loss  than  a  gain  in  this  stage  of  our  enquiry. 

There  is  one  result,  however,  which  we  may  obtain  by  combining 
equations  (A)  and  (E),  and  which  is  of  very  great  importance. 

If  we  suppose  that  no  magnets  exist  in  the  field  except  in  the 
form  of  electric  circuits,  the  distinction  which  we  have  hitherto 
maintained  between  the  magnetic  force  and  the  magnetic  induction 
vanishes,  because  it  is  only  in  viagnetized  matter  that  these  quan- 
tities diflfer  from  each  other. 

According  to  Ampere's  hypothesis,  which  will  be  explained  in 
Art.  833,  the  properties  of  what  we  call  magnetized  matter  are  due 
to  molecular  electric  circuits,  so  that  it  is  only  when  we  regard  the 
substance  in  large  masses  that  our  theory  of  magnetization  is 
applicable,  and  if  our  mathematical  methods  are  supposed  capable 
of  taking  account  of  what  goes  on  within  the  individual  molecules, 
they  will  discover  nothing  but  electric  circuits,  and  we  shall  find 
the  magnetic  force  and  the  magnetic  induction  everywhere  identical. 
In  order,  however,  to  be  able  to  make  use  of  the  electrostatic  or  of 
the  electromagnetic  system  of  measurement  at  pleasure  we  shall 
retain  the  coefficient  /u,  remembering  that  its  value  is  unity  in  the 
electromagnetic  system. 

616.]  The  components  of  the  magnetic  induction  are  by  equa- 
tions (A),  Ai-t.  591, 


dll 


dF 
dz 

dG 
dx 


dG 
dz 

dH 
dx 

dF 

dy 


The  components  of  the  electric  current   are  by  equations  (E), 


Art.  607, 


dy 


4  TT  i;  =  -, , 


dy 
da 


dp 
dx 


dfi 
dz 

dy 

dx 

da 
dy 
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235 


According  to  our  hypothesis  a,  by  c  are  identical  with  /ao,  fi)9>  iiy 
respectively.     We  therefore  obtain 


_  cPG       d^F      d^F      cPH 
~~  dxdy       dy^       dz^       dzdx 


If  we  write 


^      dF     dG      dH 


and* 


i__fd^       rf2        d^s 


dx^      dy^      dz^ 


0) 


(2) 


(3) 


we  may  write  equation  (1), 


Similarly, 


(4) 


If  we  write         ^  =  -  [[["dxdydz,  ' 


(5) 


(6) 


where  r  is  the  distance  of  the  given  point  from  the  element  xy  z, 
and  the  integrations  are  to  be  extended  over  all  space^  then 


F=  F  + 


dx 


dy 
dz     J 


(7) 


The  quantity  x  disappears  from  the  equations  (A)^  and  it  is  not 
related  to  any  physical  phenomenon.  If  we  suppose  it  to  be  zero 
everywhere,  /  will  also  be  zero  everywhere,  and  equations  (5), 
omitting  the  accents,  will  give  the  true  values  of  the  components 

of  a. 

*  The  negative  sign  is  employed  here  in  order  to  make  our  ezpresdoKui  conaistent 
with  thoBf  in  wliich  Quaternions  arc  employed. 
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617.]  We  may  therefore  adopt,  as  a  definition  of  %  that  it 
is  the  vector-potential  of  the  electric  current,  standing  in  the  same 
relation  to  the  electric  current  that  the  scalar  potential  stands  to 
the  matter  of  which  it  is  the  potential^  and  obtained  by  a  similar 
process  of  integration,  which  may  be  thus  described. — 

Prom  a  given  point  let  a  vector  be  drawn,  representing  in  mag- 
nitude and  direction  a  given  element  of  an  electric  current^  divided 
by  the  numerical  value  of  the  distance  of  the  element  from  the 
given  point.  Let  this  be  done  for  every  element  of  the  electric 
current.  The  resultant  of  all  the  vectors  thus  found  is  the  poten- 
tial of  the  whole  current.  Since  the  current  is  a  vector  quantity, 
its  potential  is  also  a  vector.     See  Art.  422. 

When  the  distribution  of  electric  currents  is  given,  there  is  one, 
and  only  one,  distribution  of  the  values  of  31,  such  that  31  is  every- 
where finite  and  continuous,  and  satisfies  the  equations 

V22l=47rMe,         5.V8l  =  0, 

and  vanishes  at  an  infinite  distance  from  the  electric  system.     This 
value  is  that  given  by  equations  (5),  which  may  be  written 


SI  z=-jjj^dxdydz. 


Quaternion  Exjyressiona  for  the  Electromagnetic  Equations, 

618.]  In  this  treatise  we  have  endeavoured  to  avoid  any  process 
demanding  from  the  reader  a  knowledge  of  the  Calculus  of  Qua- 
ternions. At  the  same  time  we  have  not  scrupled  to  introduce  the 
idea  of  a  vector  when  it  was  necessary  to  do  so.  When  we  have 
had  occasion  to  denote  a  vector  by  a  symbol,  we  have  used  a 
German  letter,  the  number  of  difierent  vectors  being  so  great  that 
Hamilton's  favourite  symbols  would  have  been  exhausted  at  once. 
Whenever  therefore,  a  German  letter  is  used  it  denotes  a  Hamil- 
tonian  vector^  and  indicates  not  only  its  magnitude  but  its  direction. 
The  constituents  of  a  vector  are  denoted  by  Roman  or  Greek  letters. 

The  principal  vectors  which  we  have  to  consider  are  : — 

Symbol  of       r»      j-a       *. 
Vector.  Constituents. 

The  radius  vector  of  a  point » p  x  y   z 

The  electromagnetic  momentum  at  a  point  SI  F  G  H 

The  magnetic  induction    95  a   b    c 

The  (total)  electric  current   6  u   v    w 

The  electric  displacement 2)  f  9    ^^ 
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^V^tol.''^     Constituents. 

The  electromotive  force     @  P  Q  B 

The  mechanical  force    S  XYZ 

The  velocity  of  a  point @  or  p      x  y   z 

The  magnetic  force   Iq  ^   ^  y 

The  intensity  of  magnetization    3  ABC 

The  current  of  conduction    it  p   q   r 

We  have  also  the  following  scalar  functions  : — 
.The  ejectric  potential  4'. 
The  magnetic  potential  (where  it  exists)  Q., 
The  electric  density  e. 
The  density  of  magnetic  *  matter'  m. 
Besides  these  we  have  the  following  quantities,  indicating  physical 
properties  of  the  medium  at  each  point : — 

(7,  the  conductivity  for  electric  currents. 
K,  the  dielectric  inductive  capacity, 
fi,  the  magnetic  inductive  capacity. 
These  quantities  are,  in  isotropic  media,  mere  scalar  functions 
of  p,  but  in  general  they  are  linear  and  vector  operators  on  the 
vector  functions  to  which  they  are  applied.     K  and  fi  are  certainly 
always  self-conjugate,  and  C  is  probably  so  also. 

619.]  The  equations  (A)  of  magnetic  induction,  of  which  the 
first  is,  _dH_dG 

~  dy       dz 
may  now  be  written  33  =  F  V  81 

where  V  is  the  operator 

dx      ^  dy         dz* 
and  F  indicates  that  the  vector  part  of  the  result  of  this  operation 
is  to  be  taken. 

Since  81  is  subject  to  the  condition  fi'V8l  =  0,  V8l  is  a  pure 
vector,  and  the  symbol  F  is  unnecessary. 

The  equations  (B)  of  electromotive  force,  of  which  the  first  is 

P=.cy-bz^^^^. 

become  @=  r®©  —  81-V4'. 

The  equations  (C)  of  mechanical  force,  of  which  the  first  is 

„  .         d^        dil 

Jl  =  cv—ow—e-z nt-j-i 

dx  ax 

become  ^  =F693— eV^'— jw^ll. 
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The  equations  (D)  of  magnetization,  of  which  the  first  is 

a  =  a  +  4  IT  ^, 

become  93  =  ^4-4^3. 

The  equations  (E)  of  electric  currents,  of  which  the  first  is 

dy      da 
ay       dz 

become  4  tt  (5  =  W  ^. 

The  equation  of  the  current  of  conduction  is,  by  Ohm's  Law^ 

That  of  electric  displacement  is 

2)  =  -^  ire. 

4  IS 

The  equation  of  the  total  current,  arising  from  the  variation  of 
the  electric  displacement  as  well  as  from  conduction,  is 

e  =  st4-3). 

When  the  magnetization  arises  from  magnetic  induction^ 

93  =  ii^. 
We  have  also,  to  determine  the  electric  volume-density, 

^  =  5V2). 

To  determine  the  magnetic  volume-density, 

m  =  SV% 
When  the  magnetic  force  can  be  derived  from  a  potential 

^  =  -  V 12. 


CHAPTER  X. 


DIMENSIONS   OF   ELECTRIC    UNITS. 


620,]  Every  electromagnetic  quantity  may  be  defined  with 
reference  to  the  fundamental  units  of  Lengthy  Mass,  and  Time. 
If  we  begin  with  the  definition  of  the  unit  of  electricity,  as  given 
in  Art.  65,  we  may  obtain  definitions  of  the  units  of  every  other 
electromagnetic  quantity,  in  virtue  of  the  equations  into  which 
they  enter  along  with  quantities  of  electricity.  The  system  of 
units  thus  obtained  is  called  the  Electrostatic  System. 

If,  on  the  other  hand,  we  begin  with  the  definition  of  the  unit 
magnetic  pole,  as  given  in  Art.  374,  we  obtain  a  different  system 
of  units  of  the  same  set  of  quantities.  This  system  of  units  is 
not  consistent  with  the  former  system,  and  is  called  the  Electro- 
magnetic System. 

We  shall  begin  by  stating  those  relations  between  the  different 
units  which  are  common  to  both  systems,  and  we  shall  then  form 
a  table  of  the  dimensions  of  the  units  according  to  each  system. 

621. J  We  shall  arrange  the  primary  quantities  which  we  have 
to  consider  in  pairs.  In  the  first  three  pairs,  the  product  of  the 
two  quantities  in  each  pair  is  a  quantity  of  energy  or  work.  In 
the  second  three  pairs,  the  product  of  each  pair  is  a  quantity  of 
energy  referred  to  unit  of  volume. 

First  Three  Pairs. 

Electrostatic  Pair. 

SjmboL 

(1)  Quantity  of  electricity e 

(2)  Line-integral  of  electromotive  force,  or  electric  po- 

tential     ........     ^ 
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Magnetic  Pair, 

SymboL 

(3)  Quantity  of  free  magnetism^  or  strength  of  a  pole    .     m 

(4)  Magnetic  potential X2 

Electrokinetic  Pair. 

(5)  Electrokinetic  momentum  of  a  circuit      .         .         •     P 

(6)  Electric  current C 

Second  Three  Faiius. 

Electrostatic  Pair. 

(7)  Electric  displacement  (measured  by  surface-density)  .     2) 

(8)  Electromotive  force  at  a  point         .         .         .         .     @ 

Magnetic  Pair, 

(9)  Magnetic  induction 93 

(10)  Magnetic  force ^ 

Electrokinetic  Pair, 

(11)  Intensity  of  electric  current  at  a  point    .         .         .     S 

(12)  Vector  potential  of  electric  currents         .         .         .21 

622.]    The  following  relations   exist  between  these  quantities. 

rL^M^ 
In  the  first  place,  since  the  dimensions  of  energy  are    —jp^"   '  *^^ 

those  of  energy  referred  to  unit  of  volume    yt^   »  ^®  have  the 
following  equations  of  dimensions : 

[eE]  =[mil]=[pC-]=[^f],  (1) 

[2)(S]  =  [g3^]  =  [e53]=[-^].  (2) 

Secondly,  since  e,  p  and  SI  are  the  time-integrals  of  C,  ^,  and  (S 

Thirdly,  since  E,  i2,  and  p  are  the  line-integrals  of  @,  <§,  and  21 
respectively,        j-^-.      p^-.      j-     -, 

Finally,  since  e,  C,  and  m  are  the  surface-integrals  of  2),  6,  and  S 
respectively,         p  ^ -,      yc-i      [ m-i      ^^^  ... 
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623.]  These  fifteen  equations  are  not  independent,  and  in  order 
to  deduce  the  dimensions  of  the  twelve  units  involved,  we  require 
one  additional  equation.  If,  however,  we  take  either  ^  or  x»  as  an 
independent  unit^  we  can  deduce  the  dimensions  of  the  rest  in 
terms  of  either  of  these. 


m     m     =&f]=ra 


(3)  «id  (5)  [p]  =  M  =  [^]  =  [»]. 

(4)»d(6)  [C]=[a]  =  [-1]    =[^]- 


624.]   The  relations  of  the  first  ten  of  these  quantities  may  be 
exhibited  by  means  of  the  following  arrangement : — 


^>  2^>     «&>     C  and  X2. 

»» and  p,    93,     g,  ^. 


^  (S,     93,    wandj». 

C  and  12,     ,5,     2),  ^. 


The  quantities  in  the  first  line  are  derived  from  e  by  the  same 
operations  as  the  corresponding  quantities  in  the  second  line  are 
derived  from  m.  It  will  be  seen  that  the  order  of  the  quantities 
in  the  first  line  is  exactly  the  reverse  of  the  order  in  the  second 
line.  The  first  four  of  each  line  have  the  first  symbol  in  the 
numerator.  The  second  four  in  each  line  have  it  in  the  deno- 
minator. 

All  the  relations  given  above  are  true  whatever  system  of  units 
we  adopt. 

625.]  The  only  systems  of  any  scientific  value  are  the  electro- 
static and  the  electromagnetic  system.     The  electrostatic  system  is 

VOL.  II.  R 
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founded  on  the  definition  of  the  unit  of  electricity,  Arts.  41,  42, 
and  may  be  deduced  from  the  equation 

which  expresses  that  the  resultant  force  @  at  any  point,  due  to  the 
action  of  a  quantity  of  electricity  e  at  a  distance  i,  is  found  by 
dividing  ehy  Z^.  Substituting  the  equations  of  dimension  (1)  and 
(8),  we  find      fLMl  __  r^l  r_w  1  __  rifl 

leT^j  ""  LPJ'  iLfj  ~  ImTy 

whence         [e]  =  [Li  if*  T-^] ,      m=[L^M^], 
in  the  electrostatic  system. 

The  electromagnetic  system  is  founded  on  a  precisely  similar 
definition  of  the  unit  of  strength  of  a  magnetic  i>ole,  Art.  374, 
leading  to  the  equation       ^        m 

whence  [^]  =  [^] ,  [^^]  =  [fj , 

and  [e]  =  [i*  J/i],         [m]  =  [Z5  J/i  y-i], 

in  the  electromagnetic  system.  From  these  results  we  find  the 
dimensions  of  the  other  quantities. 

626.]  Table  of  Dimensions. 

Dimensions  in 
S      hoi         Electrostatic         Electromagnetic 
^  ^^  System  System 

Quantity  of  electricity  ....      e       [Li  M^  T'^]     [Z*  J/*]. 

Line-integral   of  electro- )        ^      [ii  j/J  y-i]     [ZS^ir-^l. 

motive  torce  3  ■-  -•     •-  -• 

Quantity  of  magnetism     ^ 
Electrokinetic  momentum  f  •  j'^^l     [L^  J/^]  [L^  M^  T'^], 

of  a  circuit  )         -'^' 

Electric  current       J     .  .  .  .  5^{    [L^ M^  T'^]     [Zij/iy-^]. 
Magnetic  potential  3  (Xi)     •-  -"     ^  -^ 

Electric  displacement  1       ""_  ^  [Z-iJiiy-n  [L'i  Mi]. 

Suiface-uensity  )  *■  j  l  j 

Electromotive  force  at  a  point  6  [Z-iJ/i2-»]  [Li  M^  T'*]. 

Magnetic  induction »  [L'iMi]  [L-i  M^  T-^]. 

Magnetic  force ^  [L^  31'*  T'^  [L'i  M^  Z*"']. 

Strength  of  current  at  a  point  S  [i-^  3/^2'-'^]  [L-iMif-^], 
Vector  potential 21       [L'i  M^]  [LiMiT-^]. 
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627.]  We  have  already  considered  the  products  of  the  pairs  of 
these  quantities  in  the  order  in  which  they  stand.  Their  ratios  are 
in  certain  cases  of  scientific  importance.     Thus 

Electrostatic  ElectroniAgnetic 
Symbol.      System.  System. 


-=■  =  capacity  of  an  accumulator    .  .  q          [Z]  -j- 

!  coefficient  of  self-induction  \ 

of  a  circuit,  or  electro-  >  L          \~t  \  [^]« 
magnetic  capacity           J 

3)  __   (  specific  inductive  capacity  1  ^         ^  -  rT^  i 

e""   (      of  dielectric                     J                   ■-  -I  Ll^J 

-^  =  magnetic  inductive  capacity  .  .  /x          \  fix  L^]- 


C 


=  resistance  of  a  conductor  ....     R  T  "7»"r 

@  __   (  specific  resistance  of  a  1  P-,-.  f"^^] 

"6  ~   (      substance  ]'      '      "*  L^ J  It} ' 

628.]  If  the  units  of  length,  mass^  and  time  are  the  same  in  the 
two  systems,  the  number  of  electrostatic  units  of  electricity  con- 
tained in  one  electromagnetic  unit  is  numerically  equal  to  a  certain 
velocity,  the  absolute  value  of  which  does  not  depend  on  the 
magnitude  of  the  fundamental  units  employed.  This  velocity  is 
an  important  physical  quantity,  which  we  shall  denote  by  the 
symbol  v. 

Number  of  Electrostatic  Units  in  one  Electromagnetic  Unit, 

For^,  (7,  i2,  3),  ^,  6, V. 

For  «i, JO,  JF,  33,  (S,  21, -• 

V 

For  electrostatic  capacity,  dielectric  inductive  capacity,  and  con- 
ductivity, v^. 

For  electromagnetic  capacity,  magnetic  inductive  capacity,  and 

resistance,  -«  • 

Several  methods  of  determining  the  velocity  v  will  be  given  in 
Arts.  768-780. 

In  the  electrostatic  system  the  specific  dielectric  inductive  capa^ 
city  of  air  is  assumed  equal  to  unity.     This  quantity  is  therefore 

represented  by  -^  in  the  electromagnetic  system. 

v 

R  9 
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In  the  electromagnetic  system  the  specific  magnetic  inductive 
capaciiy  of  air  is  assumed  equal  to  unity.  This  quantity  is  there- 
fore represented  by  -^  in  the  electrostatic  system. 

Practical  System  of  Electric  Units. 

629.]  Of  the  two  systems  of  units,  the  electromagnetic  is  of  the 
gfreater  use  to  those  practical  electricians  who  are  occupied  with 
electromagnetic  telegraphs.  If,  however,  the  units  of  length,  time, 
and  mass  are  those  commonly  used  in  other  scientific  work,  such 
as  the  m^tre  or  the  centimetre,  the  second,  and  the  gramme,  the 
units  of  resistance  and  of  electromotive  force  will  be  so  small  that 
to  express  the  quantities  occurring  in  practice  enormous  numbers 
must  be  used,  and  the  units  of  quantity  and  capacity  will  be  so 
large  that  only  exceedingly  small  fractions  of  them  can  ever  occur 
in  practice.  Practical  electricians  have  therefore  adopted  a  set  of 
electrical  units  deduced  by  the  electromagnetic  system  from  a  large 
unit  of  length  and  a  small  unit  of  mass. 

The  unit  of  length  used  for  this  purpose  is  ten  million  of  metres, 
or  approximately  the  length  of  a  quadrant  of  a  meridian  of  the 
earth. 

The  unit  of  time  is,  as  before,  one  second. 

The  unit  of  mass  is  10~^^  gramme,  or  one  hundred  millionth 
part  of  a  milligramme. 

The  electrical  units  derived  from  these  fundamental  units  have 
been  named  after  eminent  electrical  discoverers.  Thus  the  practical 
unit  of  resistance  is  called  the  Ohm,  and  is  represented  by  the 
resistance-coil  issued  by  the  British  Association,  and  described  in 
Art.  340.  It  is  expressed  in  the  electromagnetic  system  by  a 
velocity  of  10,000,000  metres  per  second. 

The  practical  unit  of  electromotive  force  is  called  the  Volt,  and 
is  not  very  different  from  that  of  a  Daniell's  cell.  Mr.  Latimer 
Clark  has  recently  invented  a  very  constant  cell,  whose  electro- 
motive force  is  almost  exactly  1.457  Volts. 

The  practical  unit  of  capacity  is  called  the  Farad.  The  quantity 
of  electricity  which  flows  through  one  Ohm  under  the  electromotive 
force  of  one  Volt  during  one  second,  is  equal  to  the  charge  produced 
in  a  condenser  whose  capacity  is  one  Farad  by  an  electromotive 
force  of  one  Volt. 

The  use  of  these  names  is  found  to  be  more  convenient  in  practice 
than  the  constant  repetition  of  the  words  *  electromagnetic  units,' 
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with  the  additional  statement  of  the  particular  fundamental  units 
on  which  they  are  founded. 

When  very  large  quantities  are  to  be  measured,  a  large  unit 
is  formed  by  multiplying  the  original  unit  by  one  million,  and 
placing  before  its  name  the  prefix  mega. 

In  like  manner  by  prefixing  micro  a  small  unit  is  formed,  one 
millionth  of  the  original  unit. 

The  following  table  gives  the  values  of  these  practical  units  in 
the  different  systems  which  have  been  at  various  times  adopted. 


Fundamental 
Units. 

Practical 
System. 

B.  A.  Repobt, 
1863. 

Thomson. 

Weber. 

Lengthf 

Earth*8  Quadrant, 

Mare, 

Centimetre, 

Millimetre, 

Time, 

Second, 

Second, 

Second, 

Second, 

Mom. 

10-**  Gramme. 

Gramme. 

Gram/me. 

Milligramme- 

Resistance 

Ohm 

W 

10» 

10* 

Electromotive  force 

Volt 

10* 

10» 

10»* 

Capacity 

Farad 

10-T 

io-» 

10-10 

Quantity 

Farad 
(charged  to  a  Volt.) 

io-> 

10-* 

10 

CHAPTER  XL 


ON   ENERGY   AND   STRESS   IN   THE   ELECTROMAaNETIC   FIELD. 

Electrostatic  Energy, 

630.]  The  energy  of  the  system  may  be  divided  into  the  Potential 
Energy  and  the  Kinetic  Energy. 

The  potential  energy  due  to  electrification  has  been  already  con- 
sidered in  Art.  85.     It  may  be  written 

W=  \^{e^\  (1) 

where  e  is  the  charge  of  electricity  at  a  place  where  the  electric 
potential  is  "if,  and  the  summation  is  to  be  extended  to  every  place 
where  there  is  electrification. 

K  f,  g^  h  are  the  components  of  the  electric  displacement,  the 
quantity  of  electricity  in  the  element  of  volume  dx  dy  dz  is 

where  the  integration  is  to  be  extended  throughout  all  space. 

631.]  Integrating  this  expression  by  parts,  and  remembering 
that  when  the  distance,  r,  from  a  given  point  of  a  finite  electrified 
system  becomes  infinite,  the  potential  4^  becomes  an  infinitely  small 
quantity  of  the  order  r~^,  and  that/*,  g,  h  become  infinitely  small 
quantities  of  the  order  r""^,  the  expression  is  reduced  to 

where  the  integration  is  to  be  extended  throughout  all  space. 
If  we  now  write  -P,  Q,  R  for  the  components  of  the  electromotive 

force,  instead  of =-  , 7-  ,  and  — ,-  ,  we  find 

dx  dy  dz 

r=  i[fJ{P/-\-Qg-\-R/i)dxdydz,  (5) 
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Hence,  the  electrostatic  energy  of  the  whole  field  will  be  the  same 
if  we  suppose  that  it  resides  in  every  part  of  the  field  where  elec- 
trical force  and  electrical  displacement  occur,  instead  of  being 
confined  to  the  places  where  free  electricity  is  found. 

The  energy  in  unit  of  volume  is  half  the  product  of  the  electro- 
motive force  and  the  electric  displacement,  multiplied  by  the  cosine 
of  the  angle  which  these  vectors  include. 

In  Quaternion  language  it  is  —  i  5(S  2). 

Magnetic  Energy, 

632.]  We  may  treat  the  energy  due  to  magnetization  in  a  similar 
way.  If  A^  B,  C  are  the  components  of  magnetization  and  a,  fi,  y 
the  components  of  magnetic  force,  the  potential  energy  of  the 
system  of  magnets  is,  by  Art.  389, 

^\jjj{Aa-\-Bp^Cy)dxdi/dz,  (6) 

the  integration  being  extended  over  the  space  occupied  by  mag- 
netized matter.  This  part  of  the  energy,  however,  will  be  included 
in  the  kinetic  energy  in  the  form  in  which  we  shall  presently 
obtain  it. 

633.]  We  may  transform  this  expression  w^hen  there  are  no  elec- 
tric currents  by  the  following  method. 
We  know  that         da      dh      dc  _ 

dx       dif      dz"    ' 
Hence,  by  Art.  97,  if 

da       ^  da  da 

"="^^-'     ^^"Ty^     y='^^  (') 

as  is  always  the  case  in  magnetic  phenomena  where  there  are  no 

currents,  rrr 

jlj  {aa-\-bfi)-{-cy)dxdydz  =  0,  (9) 

the  integral  being  extended  throughout  all  space,  or 

jjj  {{a-\'47TA)a  +  {p  +  iTTB)p  +  {y-\-4'7TC)y}dxdydz  =  0.     (10) 
Hence,  the  energy  due  to  a  magnetic  system 

-ifJJ{Aa-\-Bfi  +  Cy)dxdydz  =  ^  fjf{a^ -^p^-\-y'-)dxdjfdz, 
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Electrokinetic  Energy. 

634.]  We  have  already,  in  Art.  678,  expressed  the  kinetic  energy 
of  a  system  of  currents  in  the  form 

y=  i2(;>t),  (12) 

where  jp  is  the  electromagnetic  momentum  of  a  circuit,  and  i  is 
the  strength  of  the  current  flowing  round  it,  and  the  summation 
extends  to  all  the  circuits. 

But  we  have  proved,  in  Art.  590,  that  p  may  be  expressed  as 
a  line-integral  of  the  form 

where  jP,  G,  H  are  the  components  of  the  electromagnetic  mo- 
mentum, 2[,  at  the  point  {xy  z\  and  the  integration  is  to  be  ex- 
tended round  the  closed  circuit  *.     We  therefore  find 

If  a,  r,  w  are  the  components  of  the  density  of  the  current  at 
any  point  of  the  conducting  circuit,  and  if  8  is  the  transverse 
section  of  the  circuit,  then  we  may  write 

,dx  c^       'dy         ^       .dz  ^  .. 

and  we  may  also  write  the  volume 

Sd^  =  dxdydz, 
and  we  now  find  - 

T  =  \jjj  {Fu  +  G  t;  +  IIw)  dxdydz,  ( 1 6) 

where  the  integration  is  to  be  extended  to  every  part  of  space 
where  there  are  electric  currents. 

635.]  Let  us  now  substitute  for  n,  t?,  w  their  values  as  given  by 
the  equations  of  electric  currents  (E),  Art.  607,  in  terms  of  the 
components  a,  j3,  y  of  the  magnetic  force.     We  then  have 

where  the  integration  is  extended  over  a  portion  of  space  including 
all  the  currents. 

If  we  integrate  this  by  parts,  and  remember  that,  at  a  great 
distance  r  from  the  system,  a,  jS,  and  y  arc  of  the  order  of  mag- 
nitude r~^,  we  find  that  when  tlie  integration  is  extended  through- 
out all  space,  the  expression  is  reduced  to 

1     fffi    .dJ{      dG.     ^.dF     dH^        .dG      dF^)  ^    .    ,    ,     ^ 
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By  the  equations  (A),  Art.  591,  of  magnetic  induction,  we  may 

substitute  for  the  quantities  in  small  brackets  the  components  of 

magnetic  induction  a,  b,  c,  so  that  the  kinetic  energy  may  be 

written  -     /•/•/• 

y=  —JJJ  {aa  +  bP'^cy)dasdydz,      '  (19) 

where  the  integration  is  to  be  extended  throughout  every  part  of 
space  in  which  the  magnetic  force  and  magnetic  induction  have 
values  difiGsring  from  zero. 

The  quantity  within  brackets  in  this  expression  is  the  product  of 
the  magnetic  induction  into  the  resolved  part  of  the  magnetic  force 
in  its  own  direction. 

In  the  language  of  quaternions  this  may  be  written  more  simply, 

where  93  is  the  magnetic  induction,  whose  components  are  a,  b,  c, 
and  Jq  is  the  magnetic  force,  whose  components  are  a,  fi,  y, 

686.]  The  electrokinetic  energy  of  the  system  may  therefore  be 
expressed  either  as  an  integral  to  be  taken  where  there  are  electric 
currents,  or  as  an  integral  to  be  taken  over  every  part  of  the  field 
in  which  magnetic  force  exists.  The  first  integral,  however,  is  the 
natural  expression  of  the  theory  which  supposes  the  currents  to  act 
upon  each  other  directly  at  a  distance,  while  the  second  is  appro- 
priate to  the  theory  which  endeavours  to  explain  the  action  between 
the  currents  by  means  of  some  intermediate  action  in  the  space 
between  them.  As  in  this  treatise  we  have  adopted  the  latter 
method  of  investigation,  we  naturally  adopt  the  second  expression 
as  giving  the  most  significant  form  to  the  kinetic  energy. 

According  to  our  hypothesis,  we  assume  the  kinetic  energy  to 
exist  wherever  there  is  magnetic  force,  that  is,  in  general,  in  every 
part  of  the  field.     The  amount  of  this  energy  per  unit  of  volume 

is   —  — -  5'  93 1§,  and  this  energy  exists  in  the  form  of  some  kind 

8  TT 

of  motion  of  the  matter  in  every  portion  of  space. 

When  we  come  to  consider  Faraday's  discovery  of  the  effect  of 
magnetism  on  polarized  light,  we  shall  point  out  reasons  for  be- 
lieving that  wherever  there  are  lines  of  magnetic  force,  there  is 
a  rotatory  motion  of  matter  round  those  lines.     See  Art.  821. 

Magnetic  and  Electrokinetic  Energy  compared. 
637.]  We  found  in  Art.  423  that  the  mutual  potential  energy 
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of  two  magnetic  shells,  of  strengths  4>  and  4/y  and  bounded  by  the 
closed  curves  s  and  /  respectively,  is 


-4,^'ff'^d.d/, 


where  c  is  the  angle  between  the  directions  of  ds  and  ds\  and  r 
is  the  distance  between  them. 

We  also  found  in  Art.  521  that  the  mutual  energy  of  two  circuits 
s  and  /,  in  which  currents  i  and  V  flow,  is 


'■•'// 


cos  €    ,     ,  , 


If  i,  V  are  equal  to  0,  0'  respectively,  the  mechanical  action 
between  the  magnetic  shells  is  equal  to  that  between  the  cor- 
responding electric  circuits,  and  in  the  same  direction.  In  the  case 
of  the  magnetic  shells,  the  force  tends  to  diminish  their  mutual 
potential  energy,  in  the  case  of  the  circuits  it  tends  to  increase  their 
mutual  energy,  because  this  energy  is  kinetic. 

It  is  impossible,  by  any  arrangement  of  magnetized  matter,  to 
produce  a  system  corresponding  in  all  respects  to  an  electric  circuit, 
for  the  potential  of  the  magnetic  system  is  single  valued  at  every 
point  of  space,  whereas  that  of  the  electric  system  is  many- valued. 

But  it  is  always  possible,  by  a  proper  arrangement  of  infinitely 
small  electric  circuits,  to  produce  a  system  corresponding  in  all 
respects  to  any  magnetic  system,  provided  the  line  of  integration 
which  we  follow  in  calculating  the  potential  is  prevented  from 
passing  through  any  of  these  small  circuits.  This  will  be  more 
fully  explained  in  Art.  833. 

The  action  of  magnets  at  a  distance  is  perfectly  identical  with 
that  of  electric  currents.  We  therefore  endeavour  to  trace  both 
to  the  same  cause,  and  since  we  cannot  explain  electric  currents 
by  means  of  magnets,  we  must  adopt  the  other  alternative,  and 
explain  magnets  by  means  of  molecular  electric  currents. 

638.J  In  our  investigation  of  magnetic  phenomena,  in  Part  III 
of  this  treatise,  we  made  no  attempt  to  account  for  magnetic  action 
at  a  distance,  but  treated  this  action  as  a  fundamental  fact  of 
experience.  We  therefore  assumed  that  the  energy  of  a  magnetic 
system  is  potential  energy,  and  that  this  energy  is  dhninifihed  when 
the  parts  of  the  system  yield  to  the  magnetic  forces  which  act 
on  them. 

If,  however,  wc  regard  magnets  as  deriving  their  properties  from 
electric  currents  circulating  within  their  molecules,  their  energy 
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is  kinetic^  and  the  force  between  them  is  such  that  it  tends  to 
move  them  in  a  direction  such  that  if  the  strengths  of  the  currents 
were  maintained  constant  the  kinetic  energy  would  increase. 

This  mode  of  explaining  magnetism  requires  us  also  to  abandon 
the  method  followed  in  Part  III,  in  which  we  regarded  the  magnet 
as  a  continuous  and  homogeneous  body,  the  minutest  part  of  which 
has  magnetic  properties  of  the  same  kind  as  the  whole. 

We  must  now  regard  a  magnet  as  containing  a  finite,  though 
very  great,  number  of  electric  circuits,  so  that  it  has  essentially 
a  molecular^  as  distinguished  from  a  continuous  structure. 

If  we  suppose  our  mathematical  machinery  to  be  so  coarse  that 
our  line  of  integration  cannot  thread  a  molecular  circuit,  and  that 
an  immense  number  of  magnetic  molecules  are  contained  in  our 
element  of  volume,  we  shall  still  arrive  at  results  similar  to  those 
of  Part  III,  but  if  we  suppose  our  machinery  of  a  finer  order, 
and  capable  of  investigating  all  that  g^es  on  in  the  interior  of  the 
molecules,  we  must  give  up  the  old  theory  of  magnetism,  and  adopt 
that  of  Ampere,  which  admits  of  no  magnets  except  those  which 
consist  of  electric  currents. 

We  must  also  regard  both  magnetic  and  electromagnetic  energy 
as  kinetic  energy,  and  we  must  attribute  to  it  the  proper  sign, 
as  given  in  Art.  635. 

In  what  follows,  though  we  may  occasionally,  as  in  Art.  639,  &c., 
attempt  to  carry  out  the  old  theory  of  magnetism,  we  shall  find 
that  we  obtain  a  perfectly  consistent  system  only  when  we  abandon 
that  theory  and  adopt  Ampere's  theory  of  molecular  currents,  as  in 
Art.  644. 

The  energy  of  the  field  therefore  consists  of  two  parts  only,  the 
electrostatic  or  potential 'energy 

and  the  electromagnetic  or  kinetic  energy 

y=  —jjj  {aa^bp-\-cy)dxdydz. 

ON   THE   FORCES   WHICH   ACT  ON   AN  ELEMENT  OF  A   BODY   PLACED 

IN   THE   ELECTROMAGNETIC   FIELD. 

Forces  acting  on  a  Magnetic  Element, 

639.]  The  potential  energy  of  the  element  dxdydz  of  a  body 
magnetized  with  an  intensity  whose  components  are  //,  B^  C,  and 
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placed  in  a  field  of  magnetic  force  whose  components  are  a,  )9,  y,  is 

—{Aa-\-B fi  ^  Cy)dxdydz. 

Hence,  if  the  force  urging  the  element  to  move  without  rotation 
in  the  direction  of  ^  is  JT^  dxdydzj 

X,  =  A^^+B^^^C%  (1) 

ax  ax         ax 

and  if  the  moment  of  the  couple  tending  to  turn  the  element  about 
the  axis  of  x  from  y  towards  zi&  L  dxdydz^ 

L  =  By-Cp.  (2) 

The  forces  and  the  moments  corresponding  to  the  axes  of  y  and 
z  may  be  written  down  by  making  the  proper  substitutions. 

640.J  If  the  magnetized  body  carries  an  electric  current,  of 
which  the  components  are  «,  v,  w,  then,  by  equations  C,  Art.  603, 
there  will  be  an  additional  electromagnetic  force  whose  components 
are  Xg,  1^2 »  ^2  >  ^^  which  X^  is 

Xg  =  vc—wb,  (3) 

Hence,  the  total  force,  X,  arising  from  the  magnetism  of  the 
molecule,  as  well  as  the  current  passing  through  it,  is 

X  =  Ap  +  £^  +  C^^vc-fob.  (4) 

ax  ax         ax 

The  quantities  a,  ^,  c  are  the  components  of  magnetic  induction, 
and  are  related  to  a,  )3,  y,  the  components  of  magnetic  force,  by 
the  equations  given  in  Art.  400, 

a  =  a4-4  ttA,  \ 

i  =)3  +  4  7r5,  (  (5) 

c  =  y+4  7rC.    ) 

The  components  of  the  current,  u,  v,  w,  can  be  expressed  in  terms 
of  a,  p,  y  by  the  equations  of  Art.  607, 

.  dy       dp 

4STTU   =    -z y-  y 

ay       az 
da       dy 

dp       da 

4i  IT  W  =:   -J 3-  • 

Hence  dx       dy 
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-n     A  ^   ./N«  da      db      dc       ^  .. 

By  Art.  403,  _  +  _+_  =  o.  (8) 

Multiplpng  this  equation,  (8),  by  a,  and  dividing  by  47r,  we  may 
add  the  result  to  (7),  and  we  find 


""-rM  [— i(a«  +  ^«  +  y^)]  +  I  [.a]4.  1-^  [.a]| 


(9) 


also,  by  (2),  i  =  -?-  ((5-/3) y-{c-y) /3),  (10) 

=  ^(*y-^^),  (H) 

where  X  is  the  force  referred  to  unit  of  volume  in  the  direction  of 
X,  and  L  is  the  moment  of  the  forces  about  this  axis. 


On  the  Explanation  of  these  Forces  hy  the  Hypothesis  of  a  Medium 

in  a  State  of  Stress. 

641.]  Let  us  denote  a  stress  of  any  kind  referred  to  unit  of  area 
by  a  symbol  of  the  form  P,^j,  where  the  first  suffix,  ^,  indicates  that 
the  normal  to  the  surface  on  which  the  stress  is  supposed  to  act 
is  parallel  to  the  axis  of  h,  and  the  second  suffix,  ^ ,  indicates  that 
the  direction  of  the  stress  with  which  the  part  of  the  body  on 
the  positive  side  of  the  surface  acts  on  the  part  on  the  negative 
side  is  parallel  to  the  axis  of  i. 

The  directions  of  h  and  i  may  be  the  same^  in  which  case  the 
stress  is  a  normal  stress.  They  may  be  oblique  to  each  other,  in 
which  case  the  stress  is  an  oblique  stress^  or  they  may  be  perpen- 
dicular to  each  other,  in  which  case  the  stress  is  a  tangential 
stress. 

The  condition  that  the  stresses  shall  not  produce  any  tendency 
to  rotation  in  the  elementary  portions  of  the  body  is 

In  the  case  of  a  magnetized  body,  however,  there  is  such  a 
tendency  to  rotation,  and  therefore  this  condition,  which  holds  in 
the  ordinary  theory  of  stress,  is  not  fulfilled. 

Let  us  consider  the  eSect  of  the  stresses  on  the  six  sides  of 
the  elementary  portion  of  the  body  dxdydz,  taking  the  origin  of 
coordinates  at  its  centre  of  gravity. 

On  the  positive  face  dy  dz^  for  which  the  value  of  ^  is  ^  dxy  the 
forces  are — 
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dP. 


Parallel  to  x,        (P„+  \  —^  dx)  dydz  =  J+„ 


dx 
dP. 


Parallel  to  y,        (P,, + i  '^  <fo)  dydz  =  Y^„ 


dx 
dP. 


Parallel  to  z,         {P„  +  i     .-^  dx)  dydz  =  ^+,. 


(12) 


The  forces  acting  on  the  opposite  side,  —  Jr_,,  — 1^_„  and  — ^_„ 
may  be  found  from  these  by  changing  the  sign  of  dx»  We  may 
express  in  the  same  way  the  systems  of  three  forces  acting  on  each 
of  the  other  faces  of  the  element,  the  direction  of  the  force  being 
indicated  by  the  capital  letter,  and  the  face  on  which  it  acts  by 
the  suffix. 

If  Xdxdydz  is  the  whole  force  parallel  to  x  acting  on  the  element, 


^  dx  dx 


V* 


■¥ 


dP 


KX 


dx 


)  dxdydz^ 


whence 


X  —  Tl  ^nt  +  'IT.  Pyx  +  -yi  -^«x* 


dx^^'  dy^"^'  dz^'^'  ^^^^ 

If  L  dxdydz  is  the  moment  of  the  forces  about  the  axis  of  x 
tending  to  turn  the  element  from  y  U>  z^ 

Ldxdydz  =  \dy{Z^,-Z_;)^kdz[Y^,-Y_:), 

^{P^.^^P,,)dxdydz, 

whence  L  =  P^^—P^^.  (14) 

Comparing  the  values  of  X  and  L  given  by  equations  (9)  and 
(11)  with  those  given  by  (13)  and  (14),  we  find  that,  if  we  make 

P^  =  -?-(aa-i(aH/32H-y% 


1  TT 


p.=~h' 

^.-,Va 

P.=  ^^ca, 

^«  =  4^«y, 

^--4.'^^' 

^^=  =  4'.^'" 

(15) 


the  force  arising  from  a  system  of  stress  of  which  these  are  the 
components  will  be   statically  equivalent,  in   its  effects  on   each 
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clement  of  the  body,  with  the  forces  arising  from  the  magnetization 
and  electric  currents. 

642.]  The  nature  of  the  stress  of  which  these  are  the  components 
may  be  easily  found,  by  making  the  axis  of  x  bisect  the  angle 
between  the  directions  of  the  magnetic  force  and  the  magnetic 
induction,  and  taking  the  axis  of  y  in  the  plane  of  these  directions, 
and  measured  towards  the  side  of  the  magnetic  force. 

If  we  put  6^  for  the  numerical  value  of  the  magnetic  force,  93  for 

that  of  the  magnetic  induction,  and  2  €  for  the  angle  between  their 

directions, 

a  =  J^  cos  e,         )3  =     »§  sin  6,         y  =  0, 

«  =  33  cos  €,        i  =  —  33  sin  6,         c 


=  0,  ) 

=  0;3 


(16) 


1 


(17) 


Pgy  =  — -  SB  »§  cos  €  sin  6, 
P^-  =  —  -—  33fi  COS  €  sin  6. 

^  4iTT        ^ 

Hence,  the  state  of  stress  may  be  considered  as  compounded  of — 

(1)  A  pressure  equal  in  all  directions  =  -—  ^^, 

0  TT 

(2)  A  tension  along  the  line  bisecting  the  angle  between  the 
directions  of  the  magnetic  force  and  the  magnetic  induction 

=  — gS^cos^c. 

(3)  A  pressure  along  the  line  bisecting  the  exterior  angle  between 

these  directions  =  —  33  «5  sin^  e. 

47r 

(4)  A  couple  tending  to  turn  every  element  of  the  substance  in 
the  plane  of  the  two  directions  Jrom  the  direction  of  magnetic 

induction  to  the  direction  of  magnetic  force  =  -  -  93  «§  sin  2  6. 

4  TT 

When  the  magnetic  induction  is  in  the  same  direction  as  the 
magnetic  force,  as  it  always  is  in  fluids  and  non-magnetized  solids, 
then  e  =  0,  and  making  the  axis  of  x  coincide  with  the  direction  of 
the  magnetic  force. 


256 


ENEUGT   AND   STRESS. 


[643. 


>  —p  — L  fjs 


(18) 


and  the  tangential  stresses  disappear. 

The  stress  in  this  case  is  therefore  a  hydrostatic  pressure  — -  ,§*, 

1  . 

combined  with  a  longitudinal  tension  —  IB  i^  along  the  lines  of 

force. 

643.]  When  there  is  no  magnetization,  9  =  «^^  and  the  stress  is 

still  further  simplified^  being  a  tension  along  the  lines  of  force  equal 

to  -—  »§^,  combined  with  a  pressure  in  all  directions  at  right  angles 

8  TT  1 

to  the  lines  of  force,  numerically  equal  also  to  ^^  «^*.     The  com- 
ponents of  stress  in  this  important  case  are 


8ir 


1 


■'■zx  ^  *  are  ^    "J       V  ^> 

4  TT 


^  TT 


(19) 


The  force  arising  from  these  stresses  on  an  element  of  the  medium 
referred  to  unit  of  volume  is 
_  d  d  d 


dx 


1    C     da       .dp        dy)         1    (     d^       .da)      '  1    i     dy         da) 

__    1       yda       dfi       dy\         1       /rfa       fi?y\         1    ^/^^       ^/a\ 
""4  77    Wa?       r/y       fl^;r^       4  7r     W2:       dx^       4  7r     W;c       f/y^ 


Now 


da      d^      ^y  ^  A 

dx       dy       dz  ~~  ^ 

dz       dx  ""  ' 

dx       dy  "^  ' 

where  ;/^  is  the  density  of  austral  magnetic  matter  referred,  to  unit 
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of  volume,  aud  v  and  w  are  the  components  of  electric  currents 
referred  to  unit  of  area  perpendicular  to  y  and  z  respectively.   Hence, 

X=am+Vy-1C^.    ^  (Equationaof 

Similarly  Y  =  pm  +  Wa^  uy,    V         Electromagnetic  (20) 

/y  ^  \  Force.) 

Z  =  ym-^up—  va,   ) 

644.]  If  we  adopt  the  theories  of  Ampere  and  Weber  as  to  the 
nature  of  magnetic  and  diamagnetic  bodies^  and  assume  that  mag- 
netic and  diamagnetic  polarity  are  due  to  molecular  electric  currents^ 
we  get  rid  of  imaginary  magnetic  matter,  and  find  that  everywhere 
fw  =  0,  and  da      dp      dy  _  ,^^. 

dx       dy       dz^    ^ 
so  that  the  equations  of  electromagnetic  force  become^ 

X=  vy-^w^,  \ 

Y ^wa—uyf  [  (22) 

Z  =  ufi—va.  ) 

These  are  the  components  of  the  mechanical  force  referred  to  unit 
of  volume  of  the  substance.  The  components  of  the  magnetic  force 
are  a,  )3,  y,  and  those  of  the  electric  current  are  Uy  r,  w.  These 
equations  are  identical  with  those  already  established.  (Equations 
(C),  Art.  603.) 

645.]  In  explaining  the  electromagnetic  force  by  means  of  a 
state  of  stress  in  a  medium^  we  are  only  following  out  the  con- 
ception of  Faraday ''^^  that  the  lines  of  magnetic  force  tend  to 
shorten  themselves,  and  that  they  repel  each  other  when  placed 
side  by  side.  All  that  we  have  done  is  to  express  the  value  of 
the  tension  along  the  lines,  and  the  pressure  at  right  angles  to 
them,  in  mathematical  language,  and  to  prove  that  the  state  of 
stress  thus  assumed  to  exist  in  the  medium  will  actually  produce 
the  observed  forces  on  the  conductors  which  carry  electric  currents. 

We  have  asserted  nothing  as  yet  with  respect  to  the  mode 
in  which  this  state  of  stress  is  originated  and  maintained  in  the 
medium.  We  have  merely  shewn  that  it  is  possible  to  conceive 
the  mutual  action  of  electric  currents  to  depend  on  a  particular 
kind  of  stress  in  the  surrounding  medium,  instead  of  being  a  direct 
and  immediate  action  at  a  distance. 

Any  further  explanation  of  the  state  of  stress,  by  means  of  the 
motion  of  the  medium  or  otherwise,  must  be  regarded  as  a  separate 
and  independent  part  of  the  theory,  which  may  stand  or  fall  without 
affecting  our  present  position.     See  Art.  832. 

•  Exp.  JRes.,  3266,  8267,  8268. 
VOL.  II.  S 
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In  the  first  part  of  this  treatise^  Art.  108^  we  shewed  that  the 
observed  electrostatic  forces  may  be  conceived  as  operating  through 
the  intervention  of  a  state  of  stress  in  the  surrounding  medium. 
We  have  now  done  the  same  for  the  electromagnetic  forces^  and 
it  remains  to  be  seen  whether  the  conception  of  a  medium  capable 
of  supporting  these  states  of  stress  is  consistent  with  other  known 
phenomena^  or  whether  we  shall  have  to  put  it  aside  as  unfruitfol. 

In  a  field  in  which  electrostatic  as  well  as  electromagnetic  action 
is  taking  place,  we  must  suppose  the  electrostatic  stress  described 
in  Part  I  to  be  superposed  on  the  electromagnetic  stress  which  we 
have  been  considering. 

646.]  If  we  suppose  the  total  terrestrial  magnetic  force  to  be 
10  British  units  (grain,  foot,  second)^  as  it  is  nearly  in  Britain,  then 
the  tension  perpendicular  to  the  lines  of  force  is  0.128  grains  weight 
per  square  foot.  The  greatest  magnetic  tension  produced  by  Joule* 
by  means  of  electromagnets  was  about  140  pounds  weight  on  the 
square  inch. 

*  Sturgeon's  AnnaU  of  Electricity,  vol.  v.  p.  187  (1840) ;  or  Philotophtcal  Magazinet 
Deo.,  1851. 
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CUBRBNT-SHBETS. 


647.]  A  CTJiiBENT-SHEST  is  an  infinitely  thin  stratam  of  con- 
ducting matter^  bounded  on  both  sides  by  insulating  media^  so  that 
electric  currents  may  flow  in  the  sheets  but  cannot  escape  from  it 
except  at  certain  points  called  Electrodes,  where  currents  are  made 
to  enter  or  to  leave  the  sheet. 

In  order  to  conduct  a  finite  electric  current,  a  real  sheet  must 
have  a  finite  thickness,  and  ought  therefore  to  be  considered  a 
conductor  of  three  dimensions.  In  many  cases,  however,  it  is 
practically  convenient  to  deduce  the  electric  properties  of  a  real 
conducting  sheet,  or  of  a  thin  layer  of  coiled  wire^  from  those  of 
a  current-sheet  as  defined  above. 

We  may  therefore  regard  a  surface  of  any  form  as  a  current-sheet. 
Having  selected  one  side  of  this  surfisice  as  the  positive  side^  we 
shall  always  suppose  any  lines  drawn  on  the  sur&oe  to  be  looked 
at  from  the  positive  side  of  the  surface.  In  the  case  of  a  closed 
surface  we  shall  consider  the  outside  as  positive.  See  Art.  294^ 
where^  however^  the  direction  of  the  current  is  defined  as  seen  from 
the  negative  side  of  the  sheet. 

The  Current  "function. 

648.]  Let  a  fixed  point  A  on  the  surface  be  chosen  as  origin,  and 
let  a  line  be  drawn  on  the  surface  from  A  to  another  point  P.  Let 
the  quantity  of  electricity  which  in  unit  of  time  crosses  this  line 
from  left  to  right  be  </>,  then  </>  is  called  the  Current-ftinction  at 
the  point  P. 

The  current-function  depends  only  on  the  position  of  the  point  P, 
and  is  the  same  for  any  two  forms  of  the  line  AP^  provided  this 

s  % 
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line  can  be  transformed  by  continuous  motion  from  one  form  to  the 
other  without  passing  through  an  electrode.  For  the  two  forms  of 
the  line  will  enclose  an  area  within  which  there  is  no  electrode,  and 
therefore  the  same  quantity  of  electricity  which  enters  the  area  across 
one  of  the  lines  must  issue  across  the  other. 

If  s  denote  the  length  of  the  line  AP^  the  current  across  da  from 

left  to  right  will  he  -^ds. 

If  <f>  is  constant  for  any  curve^  there  is  no  current  across  it.  Such 
a  curve  is  called  a  Current-line  or  a  Stream-line. 

649.]  Let  yjf  be  the  electric  potential  at  any  point  of  the  sheets 
then  the  electromotive  force  along  any  element  ^  of  a  curve  will  be 

provided  no  electromotive  force  exists  except  that  which  arises  from 
differences  of  potential. 

If  >/r  is  constant  for  any  curve,  the  curve  is  called  an  Equi* 
potential  Line. 

650.]  We  may  now  suppose  that  the  position  of  a  point  on  the 
sheet  is  defined  by  the  values  of  <^  and  >/r  at  that  point.  Let  ds^  be 
the  length  of  the  element  of  the  equipotential  line  yj/  intercepted 
between  the  two  current  lines  (f)  and  (t>  +  d<l),  and  let  ds2  ^  ^^^ 
length  of  the  element  of  the  current  line  </>  intercepted  between  the 
two  equipotential  lines  yj/  and  yfr  +  dyl/.  We  may  consider  ds^  and  ^feg 
as  the  sides  of  the  element  d(f)  dxff  of  the  sheet.  The  electromotive 
force  —dyff  in  the  direction  of  ds2  produces  the  current  d(t>  across  ds^. 

Let  the  resistance  of  a  portion  of  the  sheet  whose  length  is  ^^j, 
and  whose  breadth  is  ds^,  be         ds, 


a     2 


where  a  is  the  specific  resistance  of  the  sheet  referred  to  unit  of 
area,  then  _  ,  d^..  ,  . 

.  dsi  dso 

whence  t-t  =  (t-.--- 

d(f>  dyjf 

651.]  If  the  sheet  is  of  a  substance  which  conducts  equally  well 

in  all  directions,  dsi  is  perpendicular  to  ds^.     In  the  case  of  a  sheet 

of  uniform  resistance  <r  is  constant,  and  if  we  make  ^'  =  a^/r,  we 

shall  have  dsi  __  d(f> 

d82       dyjf^ 

and  the  stream-lines  and  equipotential  lines  will  cut  the  surface  into 

little  squares. 
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It  follows  from  this  that  if  (^  and  >/r/  are  conjugate  iiinctions 
(Art.  183)  of  </)  and  \ff\  the  carves  </)^  may  be  Btream-lines  in  the 
sheet  for  which  the  curves  \/r/  are  the  corresponding  equipot^ntial 
lines.  One  case,  of  course,  is  that  in  which  <f>i  =  \/^'  and  \/^i'=  —  <^. 
In  this  case  the  equipotential  lines  become  current-lines,  and  the 
current-lines  equipotential  lines  *. 

If  we  have  obtained  the  solution  of  the  distribution  of  electric 
currents  in  a  imiform  sheet  of  any  form  for  any  particular  case,  we 
may  deduce  the  distribution  in  any  other  ease  by  a  proper  trans- 
formation of  the  conjugate  functions,  according  to  the  method  given 
in  Art.  190. 

652.]  We  have  next  to  determine  the  magnetic  action  of  a 
current-sheet  in  which  the  current  is  entirely  confined  to  the  sheet, 
there  being  no  electrodes  to  convey  the  current  to  or  from  the 
sheet. 

In  this  case  the  current-function  <^  has  a  determinate  value  at 
every  point,  and  the  stream-lines  are  closed  curves  which  do  not 
intersect  each  other,  though  any  one  stream-line  may  intersect 
itself. 

Consider  the  annular  portion  of  the  sheet  between  the  stream- 
lines <t>  and  </)  +  $</>.  This  part  of  the  sheet  is  a  conducting  circuit 
in  which  a  current  of  strength  b  tf>  circulates  in  the  positive  direction 
round  that  part  of  the  sheet  for  which  <f>  is  greater  than  the  given 
value.  The  magnetic  effect  of  this  circuit  is  the  same  as  tliat  of 
a  magnetic  shell  of  strength  5  </>  at  any  point  not  included  in  the 
substance  of  the  shell.  Let  us  suppose  that  the  shell  coincides  with 
that  part  of  the  current-sheet  for  which  ^  has  a  greater  value  than 
it  has  at  the  given  stream-line. 

By  drawing  all  the  successive  stream-lines,  beginning  with  that 
for  which  0  has  the  greatest  value,  and  ending  with  that  for  which 
its  value  is  least,  we  shall  divide  the  current-sheet  into  a  series 
of  circuits.  Substituting  for  each  circuit  its  corresponding  mag- 
netic shell,  we  find  that  the  magnetic  effect  of  the  current-sheet 
at  any  point  not  included  in  the  thickness  of  the  sheet  is  the  same 
as  that  of  a  complex  magnetic  shell,  whose  strength  at  any  point 
is  C+<f>y  where  C  is  a  constant. 

If  the  current-sheet  is  bounded,  then  we  must  make  (7  +  <^  =  0 
at  the  bounding  curve.  If  the  sheet  forms  a  closed  or  an  infinite 
surface,  there  is  nothing  to  determine  the  value  of  the  constant  C. 

*  See  Thomson,  Camb.  and  Dvb,  Math,  Joum.^  yoLiii.  p.  286. 
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658.]  The  magnetic  potential  at  any  point  on  either  side  of  the 
current-sheet  is  given,  as  in  Art.  415,  by  the  expression 

where  r  is  the  distance  of  the  given  point  from  the  element  of 
surface  dS,  and  0  is  the  angle  between  the  direction  of  r,  and  that 
of  the  normal  drawn  from  the  positive  side  of  dS, 

This  expression  gives  the  magnetic  potential  for  all  points  not 
included  in  the  thickness  of  the  current-sheet,  and  we  know  that 
for  points  within  a  conductor  carrying  a  current  there  is  no  such 
thing  as  a  magnetic  potential. 

The  value  of  11  is  discontinuous  at  the  current-sheet^  for  if  12^ 
is  its  value  at  a  point  just  within  the  current-sheet,  and  H^  its 
value  at  a  point  close  to  the  first  but  just  outside  the  current-sheet, 

ilg  =  lij  -f  4  TT  </>, 

where  (f>  is  the  current-function  at  that  point  of  the  sheet. 

The  value  of  the  component  of  magnetic  force  normal  to  the 
sheet  is  continuous,  being  the  same  on  both  sides  of  the  sheet. 
The  component  of  the  magnetic  force  parallel  to  the  current-lines 
is  also  continuous,  but  the  tangential  component  perpendicular  to 
the  current-lines  is  discontinuous  at  the  sheet.  If  s  is  the  length 
of  a  curve  drawn  on  the  sheet,  the  component  of  magnetic  force 

//O 

in  the  direction  of  ds  is,  for  the  negative  side,  -^ ,  and  for  the 

.,     dil^      diL    .  ^     d(b 
positive  side,  -j-?  =  -j-^  +  4  tt  -y^  • 

(IS  (ts  lis 

The  component  of  the  magnetic  force  on  the  positive  side  there- 

fore  exceeds  that  on  the  negative  side  by  4  tt  -^-  •    At  a  given  point 

this  quantity  will  bo  a  maximum  when  ds  is  perpendicular  to  the 
current-lines. 

On  the  Indtiction  of  Electric  Currents  in  a  Sheet  of  Infinite 

Conductivity, 
654.]  It  was  shewn  in  Art.  579  that  in  any  circuit 

where  E  is  the  impressed  electromotive  force,  p  the  eleetrokinctic 
momentum  of  the  circuit,  R  the  resistance  of  the  circuit,  and  i  the 
current  round  it.     If  there  is  no  impressed  electromotive  force  and 

no  resistance,  then     -^  =  0,   or  jt?  is  constant. 
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Now  j5,  the  electrokinetic  momentum  of  the  circuit,  was  shewn 
in  Art.  588  to  be  measured  by  the  surface-integral  of  magnetic 
induction  through  the  circuit.  Hence,  in  the  case  of  a  current- 
sheet  of  no  resistance,  the  surface-integral  of  magnetic  induction 
through  any  closed  curve  drawn  on  the  surface  must  be  constant, 
and  this  implies  that  the  normal  component  of  magnetic  induction 
remains  constant  at  every  point  of  the  current-sheet. 

655.]  If,  therefore,  by  the  motion  of  magnets  or  variations  of 
currents  in  the  neighbourhood,  the  magnetic  field  is  in  any  way 
altered,  electric  currents  will  be  set  up  in  the  current-sheet,  such 
that  their  magnetic  effect,  combined  with  that  of  the  magnets  or 
currents  in  the  field,  will  maintain  the  normal  component  of  mag- 
netic induction  at  every  point  of  the  sheet  unchanged.  If  at  first 
there  is  no  magnetic  action,  and  no  currents  in  the  sheet,  then 
the  normal  component  of  magnetic  induction  will  always  be  zero 
at  every  point  of  the  sheet. 

The  sheet  may  therefore  be  regarded  as  impervious  to  magnetic 
induction,  and  the  lines  of  magnetic  induction  will  be  deflected  by 
the  sheet  exactly  in  the  same  way  as  the  lines  of  flow  of  an  electric 
current  in  an  infinite  and  uniform  conducting  mass  would  be 
deflected  by  the  introduction  of  a  sheet  of  the  same  form  made 
of  a  substance  of  infinite  resistance. 

If  the  sheet  forms  a  closed  or  an  infinite  surface,  no  magnetic 
actions  which  may  take  place  on  one  side  of  the  sheet  will  produce 
any  magnetic  effect  on  the  other  side. 

Theory  of  a  Tlane  Current-sheeL 

656.]  We  have  seen  that  the  external  magnetic  action  of  a 
current-sheet  is  equi^lent  to  that  of  a  magnetic  shell  whose  strength 
at  any  point  is  numerically  equal  to  </>,  the  current-function.  When 
the  sheet  is  a  plane  one,  we  may  express  all  the  quantities  required 
for  the  determination  of  electromagnetic  effects  in  terms  of  a  single 
function,  P,  which  is  the  potential  due  to  a  sheet  of  imaginary 
matter  spread  over  the  plane  with  a  surface-density  <^.  The  value 
of  P  is  of  course  r  Cgk 

p=jj'td^d/,  (1) 

where  r  is  the  distance  from  the  point  (^,  y,  z)  for  which  P  is  cal- 
culated, to  the  point  x\  y\  0  in  the  plane  of  the  sheet,  at  which  the 
element  dx'  dtf  is  taken. 

To  find  the  magnetic  potential,  we  may  regard  the  magnetic 
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shell  as  consisting  of  two  surfsu^es  parallel  to  the  plane  of  xj^^  the 
firsts  whose  equation  is  ;?  =  ^  c,  having  the  surface-density  -  ,  and 

c 

the  second,  whose  equation  is  2  =:  —  ^  c,  having  the  sorfiwe-density 

c 
The  potentials  due  to  these  surfaces  will  be 

-P/    e\   and P/    cv- 

c    K"-j)  c     ('+2; 

respectively,  where  the  suflSxes  indicate  that  z is  put  for  z 

in  the  first  expression,  and  ;?  +  -  for  ;?  in  the  second.     Expanding 

these  expressions  by  Taylor's  Theorem,  adding  them,  and  then 
making  c  infinitely  small,  we  obtain  for  the  magnetic  potential  due 
to  the  sheet  at  any  point  external  to  it^ 

657.]  The  quantity  P  is  symmetrical  with  respect  to  the  plane  of 
the  sheet,  and  is  therefore  the  same  when  —2;  is  substituted  for  z. 
11,  the  magnetic  potential,  changes  sign  when  ^z  is  put  for  z. 
At  the  positive  surface  of  the  sheet 

dP 
12=-^-  =27r<^.  (3) 

At  the  negative  surface  of  the  sheet 

X2  = r-  =  — 2  7rd).  (4) 

dz 

Within  the  sheet,  if  its  magnetic  efiects  arise  from  the  magneti- 
zation of  its  substance,  the  magnetic  poteniial  varies  continu- 
ously from  2ir</)  at  the  positive  surface  to  —  27r</>  at  the  negative 
surface. 

If  the  sheet  contains  electric  currents,  the  magnetic  force 
within  it  does  not  satisfy  the  condition  of  having  a  potential. 
The  magnetic  force  within  the  sheet  is,  however,  perfectly  deter- 
minate. 

The  normal  component, 

da      d'^P  ,^v 

is  the  same  on  both  sides  of  the  sheet  and  throughout  its  sub- 
stance. 

If  a  and  ft  be  the  components  of  the  magnetic  force  parallel  to 
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X  and  to  ^  at  the  positive  surface,  and  a',  ft  those  on  the  negative 

surface  d^  ,  /^x 

o=— 2  71^  =  — a',  (6; 


^=-2-^=-^- 


(7) 


Within  the  sheet  the  components  vary  continuously  from  a  and 

^  to  a  and  ^. 

dH_^dG_ da 

dy         dz  dx 

dF       dH  da 


The  equations 


dz 
dG 


doo 
dF 


dy 

da 

dz 


(8) 


dx        dy 

which  coDnect  the  component«  F,  G,  H  of  the  vector-potential  due 
to  the  current-sheet  with  the  scalar  potential  Q.,  are  satisfied  if 


we  make 


^  = 


dP 


G=z- 


dP 


H=0. 


(9) 


dy  '  ^  dx  * 

We  may  also  obtain  these  values  by  direct  integration,  thus  for  F, 


Since  the  integration  is  to  be  estimated  over  the  infinite  plane 

sheet,  and  since  the  first  term  vanishes  at  infinity,  the  expression  is 

reduced  to  the  second  term ;  and  by  substituting 

rf   1    «  d   I 

■J--   for  —  :Ty-» 
dy  r  dy  r 

and  remembering  that  (f>  depends  on  at  and  y,  and  not  on  x,  y,  Zy 
we  obtain  d    C  C  <b 

If  Q,'  is  the  mimetic  potential  due  to  any  magnetic  or  electric 
system  external  to  the  sheet,  we  may  write 

P'=-fa'dz,  (10) 

and  we  shall  then  have 


r= 


dF 


G'=- 


dF 


H'=Q, 


dy'  ~      dz  ' 

for  the  components  of  the  vector-potential  due  to  this  system. 


(11) 
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658.]  Let  us  now  determine  the  electromotive  force  at  anj  point 
of  the  sheet,  supposing  the  sheet  fixed. 

Let  X  and  Fbe  the  components  of  the  electromotive  force  parallel 
to  X  and  to  y  respectively,  then,  by  Art.  598,  we  have 

If  the  electric  resistance  of  the  sheet  is  uniform  and  equal  to  a, 

X=<r«,         Frso-r,  (14) 

where  u  and  v  are  the  components  of  the  current,  and  if  <^  is  the 
current-fimction,  ddi  dd>  „  ^x 

"  =  4^'     "=-^-  (^'^ 

But,  by  equation  (3), 

at  the  positive  surface  of  the  current-sheet.    Hence,  equations  (12) 
and  (13)  may  be  written 

2Ttdydz~      dydt^    '^     '      dx'  ^     ' 

f-fJ=/^(P  +  n-^t  (17) 

2'irdadz       dxdt^  dy 

where  the  values  of  the  expressions  are  those  corresponding  to  the 
positive  surface  of  the  sheet. 

If  we  differentiate  the  first  of  these  equations  with  respect  to  x^ 
and  the  second  with  respect  to  y^  and  add  the  results,  we  obtain 

f.V^4.!?!i  =  0  (18) 

The  only  value  of  \/r  which  satisfies  this  equation,  and  is  finite 
and  continuous  at  every  point  of  the  plane,  and  vanishes  at  an 
infinite  distance,  is  \Zr  =  0  (19) 

Hence  the  induction  of  electric  currents  in  an  infinite  plane  sheet 
of  uniform  conductivity  is  not  accompanied  with  differences  of 
electric  potential  in  different  parts  of  the  sheet. 

Substituting  this  value  of  \/r,  and  integrating  equations  (16), 
(17),  we  obtain      „dP      dP      dF      ^,    ^  ,„^, 

Since  the  values   of  the  currents  in    the  sheet  are  found  by 
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differentiating  with  respect  to  ar  or  y,  the  arbitrary  function  of  z 
and  t  will  disappear.     We  shall  therefore  leave  it  out  of  account. 

If  we  also  write  for  — ,  the  single  symbol  iZ,  which  represents 

a  certain  velocity,  the  equation  between  P  and  P"  becomes 

dz        dt        dt 

659.3  Let  us  first  suppose  that  there  is  no  external  magnetic 
system  acting  on  the  current  sheet.  We  may  therefore  suppose 
P'= 0.  The  case  then  becomes  that  of  a  system  of  electric  currents 
in  the  sheet  left  to  themselves,  but  acting  on  one  another  by  their 
mutual  induction^  and  at  the  same  time  losing  their  energy  on 
accoimt  of  the  resistance  of  the  sheet.  The  result  is  expressed 
by  the  equation  dT      dP  .^.. 

^Tz^ir  (^^^ 

the  solution  of  which  is 

P=/(^,y,  (^+i20).  (23) 

Hence,  the  value  of  P  on  any  point  on  the  positive  side  of  the 
sheet  whose  coordinates  are  x^  y,  z,  and  at  a  time  t^  is  equal  to 
the  value  of  P  at  the  point  a?,  y,  (z+Bf)  at  the  instant  when  ^=0. 

If  therefore  a  system  of  currents  is  excited  in  a  uniform  plane 
sheet  of  infinite  extent  and  then  left  to  itself,  its  magnetic  effect 
at  any  point  on  the  positive  side  of  the  sheet  will  be  the  same 
as  if  the  system  of  currents  had  been  maintained  constant  in  the 
sheet,  and  the  sheet  moved  in  the  direction  of  a  normal  from  its 
negative  side  with  the  constant  velocity  R.  The  diminution  of 
the  electromagnetic  forces,  which  arises  from  a  decay  of  the  currents 
in  the  real  case,  is  accurately  represented  by  the  diminution  of  the 
force  on  account  of  the  increasing  distance  in  the  imaginary  case. 
660.]  Integrating  equation  (21)  with  respect  to  t^  we  obtain 

If  we  suppose  that  at  first  P  and  P^  are  both  zero,  and  that  a 
magnet  or  electromagnet  is  suddenly  magnetized  or  brought  from 
an  infinite  distance,  so  as  to  change  the  value  of  P'  suddenly  from 
zero  to  P',  then,  since  the  time-integral  in  the  second  member  of 
(24)  vanishes  with  the  time,  we  must  have  at  the  first  instant 

P=^F 
at  the  surface  of  the  sheet. 

Hence,  the  system  of  currents  excited  in  the  sheet  by  the  sudden 
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introduction  of  the  system  to  which  "F  is  due  is  sach  that  at  the 
surface  of  the  sheet  it  exactly  neutralizes  the  magnetic  effect  of 
this  system. 

At  the  surface  of  the  sheet,  therefore,  and  consequently  at  all 
points  on  the  negative  side  of  it^  the  initial  system  of  currents 
produces  an  effect  exactly  equal  and  opposite  to  that  of  the 
magnetic  system  on  the  positive  side.  We  may  express  this  by 
saying  that  the  effect  of  the  currents  is  equivalent  to  that  of  an 
image  of  the  magnetic  system,  coinciding  in  position  with  that 
system,  but  opposite  as  regards  the  direction  of  its  magnetization 
and  of  its  electric  currents.  Such  an  image  is  called  a  negative 
image. 

The  effect  of  the  currents  in  the  sheet  on  a  point  on  the  positive 
side  of  it  is  equivalent  to  that  of  a  positive  image  of  the  magnetic 
system  on  the  negative  side  of  the  sheet,  the  lines  joining  corre- 
sponding points  being  bisected  at  right  angles  by  the  sheet. 

The  action  at  a  point  on  either  side  of  the  sheet,  due  to  the 
currents  in  the  sheet,  may  therefore  be  regarded  as  due  to  an 
image  of  the  magnetic  system  on  the  side  of  the  sheet  opposite 
to  the  pointy  this  image  being  a  positive  or  a  negative  image 
according  as  the  point  is  on  the  positive  or  the  negative  side  of 
the  sheet. 

661.]  If  the  sheet  is  of  infinite  conductivity,  72  =  0,  and  the 
second  term  of  (24)  is  zero,  so  that  the  image  will  represent  the 
effect  of  the  currents  in  the  sheet  at  any  time. 

In  the  case  of  a  real  sheet,  the  resistance  R  has  some  finite  value. 
The  image  just  described  will  therefore  represent  the  effect  of  the 
currents  only  during  the  first  instant  after  the  sudden  introduction 
of  the  magnetic  system.  The  currents  will  immediately  begin  to 
decay,  and  the  effect  of  this  decay  will  be  accurately  represented  if 
we  suppose  the  two  images  to  move  from  their  original  positions,  in 
the  direction  of  normals  drawn  from  the  sheet,  with  the  constant 
velocity  R, 

662.]  We  are  now  prepared  to  investigate  the  system  of  currents 
induced  in  the  sheet  by  any  system,  M^  of  magnets  or  electro- 
magnets on  the  positive  side  of  the  sheet,  the  position  and  strength 
of  which  vary  in  any  manner. 

Let  P',  as  before,  be  the  function  from  which  the  direct  action 

of  this  system  is  to  be   deduced  by  the  equations  (3),  (9),  &c., 

(XT' 
then  —YT-^t  will  be  the  function  corresponding  to  the  system  re- 

(lb 
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JTif 

presented  by  -^5^.     This  quiantity,  wliieh  is  the  increment  of  if 

in  the  time  ht,  may  be  regarded  as  itself  representing  a  magnetic 
system. 

If  we  suppose  that  at  the  time  t  a  positive  image  of  the  system 

-TT^^  is  formed  on  the  neg^ative  side  of  the  sheet,  the  magnetic 

action  at  any  point  on  the  positive  side  of  the  sheet  due  to  this 
image  will  be  equivalent  to  that  due  to  the  currents  in  the  sheet 
excited  by  the  change  in  M  during  the  first  instant  after  the 
change,  and  the  image  will  continue  to  be  equivalent  to  the 
currents  in  the  sheet,  if,  as  soon  as  it  is  formed,  it  begins  to  move 
in  the  negative  direction  of  z  with  the  constant  velocity  JB. 

If  we  suppose  that  in  every  successive  element  of  the  time  an 
image  of  this  kind  is  formed,  and  that  as  soon  as  it  is  formed 
it  begins  to  move  away  from  the  sheet  with  velocity  JB,  we  shall 
obtain  the  conception  of  a  trail  of  images,  the  last  of  which  is 
in  process  of  formation,  while  all  the  rest  are  moving  like  a  rigid 
body  away  from  the  sheet  with  velocity  S. 

663.]  If  P'  denotes  any  function  whatever  arising  from  the 
action  of  the  magnetic  system,  we  may  find  P,  the  corresponding 
function  arising  from  the  currents  in  the  sheet,  by  the  following 
process,  which  is  merely  the  symbolical  expression  for  the  theory 
of  the  trail  of  images. 

Let  Pr  denote  the  value  of  P  (the  function  arising  from  the 
currents  in  the  sheet)  at  the  point  (a?,  y,  z+Bt^  and  at  the  time 
/— r,  and  let  P^  denote  the  value  of  P'  (the  function  arising  from 
the  magnetic  system)  at  the  point  (a?,  y,  —  (2:4- jBt)),  and  at  the 
time^-T.     Then         ^_jg^r_^^  (25) 

dr  dz         dt 

and  equation  (21)  becomes 

^r^rf^r,  (26) 

dr        dt 
and  we  obtain  by  integrating  with  respect  to  r  from  r=0  to  r=oo, 

^-^dr  (27) 

as  the  value  of  the  function  P,  whence  we  obtain  all  the  properties 
of  the  current  sheet  by  difierentiation,  as  in  equations  (3),  (9),  &c. 

664.]  As  an  example  of  the  process  here  indicated,  let  us  take 
the  case  of  a  single  magnetic  pole  of  strength  unity,  moving  with 
uniform  velocity  in  a  straight  line. 


-L 


270  CURRENT-SHEETS.  [665. 

Let  the  coordinates  of  the  pole  at  the  time  t  be 

The  coordinates  of  the  image  of  the  pole  formed  at  the  time 
t-^T  are 

f  =u(^-r),         iy=sO,         f  =  -(c+W)(^-T)  +  i?r), 

and  if  /*  is  the  distance  of  this  image  from  the  point  (or,  y,  z), 
r2=  (a?-u(^-T))2+(^+(?+W)(^-r)+iZr)2. 

To  obtain  the  potential  due  to  the  trail  of  images  we  have  to 
calculate  d   f^  dr 

dtjQ     r 
If  we  write  Q^  =  u^  +  {E^to)^, 

'00     »  I 

~  =  -^log{Qr+u(a?-uO  +  (iZ-tt>)(^+(?  +  tt)0}. 

the  value  of  r  in  this  expression  being  found  by  making  r  =:  0. 

Differentiating  this  expression  with  respect  to  t,  and  putting 
^  =  0,  we  obtain  the  magnetic  potential  due  to  the  trail  of  images, 

By  differentiating  this  expression  with  respect  to  d?  or  ^,  we 
obtain  the  components  parallel  to  a?  or  ;?  respectively  of  the  mag- 
netic force  at  any  point,  and  by  putting  x  =2  0,  z  =  c,  and  r  =  2<? 
in  these  expressions,  we  obtain  the  following  values  of  the  com- 
ponents of  the  force  acting  on  the  moving  pole  itself, 

r_        1  u         (.   .  tt>  _         "'  1 

^^.  _Ltl^ t I 

665.]  In  these  expressions  we  must  remember  that  the  motion 
IS  supposed  to  have  been  going  on  for  an  infinite  time  before  the 
time  considered.  Hence  we  must  not  take  tt)  a  positive  quantity, 
for  in  that  case  the  pole  must  have  passed  through  the  sheet 
within  a  finite  time. 

If  we  make  u  =  0,  and  tt)  negative,  X  =  0,  and 

or  the  pole  as  it  approaches  the  sheet  is  repelled  from  it. 
If  we  make  tt)  =  0,  we  find  Q^  =  \i^  +  E^, 

X^-JL^^^    and    Z=    '  "* 


4c«  QiQ  +  B)  4c«  Q(Q+B) 


2  when  the  velocity  is  infinite.     It  has  the  same  value  when 
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The  component  X  represents  a  retarding  force  acting  on  the  pole 
in  the  direction  opposite  to  that  of  its  own  motion.  For  a  gpiven 
value  of  72,  X  is  a  maximum  when  u  =  1.275. 

When  the  sheet  is  a  non-conductor,  iZ  =  oo  and  X  =  0. 

When  the  sheet  is  a  perfect  conductor,  iZ  =  0  and  X  =  0. 

The  component  Z  represents  a  repulsion  of  the  pole  from  the 
sheet.  It  increases  as  the  velocity  increases,  and  ultimately  becomes 
J 

R  is  zero. 

666.]  When  the  magnetic  pole  moves  in  a  curve  parallel  to  the 
sheet,  the  calculation  becomes  more  complicated,  but  it  is  easy  to 
see  that  the  effect  of  the  nearest  portion  of  the  trail  of  images 
is  to  produce  a  force  acting  on  the  pole  in  the  direction  opposite 
to  that  of  its  motion.  The  effect  of  the  portion  of  the  trail  im- 
mediately behind  this  is  of  the  same  kind  as  that  of  a  magnet 
with  its  axis  parallel  to  the  direction  of  motion  of  the  pole  at 
some  time  before.  Since  the  nearest  pole  of  this  magnet  is  of  the 
same  name  with  the  moving  pole,  the  force  will  consist  partly  of 
a  repulsion,  and  partly  of  a  force  parallel  to  the  former  direction 
of  motion,  but  backwards.  This  may  be  resolved  into  a  retarding 
force,  and  a  force  towards  the  concave  side  of  the  path  of  the 
moving  pole. 

QQ7.']  Our  investigation  does  not  enable  us  to  solve  the  case 
in  which  the  system  of  currents  cannot  be  completely  formed, 
on  account  of  a  discontinuity  or  boundary  of  the  conducting 
sheet. 

It  is  easy  to  see,  however^  that  if  the  pole  is  moving  parallel 
to  the  edge  of  the  sheet,  the  currents  on  the  side  next  the  edge 
will  be  enfeebled.  Hence  the  forces  due  to  these  currents  will 
be  less,  and  there  will  not  only  be  a  smaller  retarding  force,  but, 
since  the  repulsive  force  is  least  on  the  side  next  the  edge,  the  pole 
will  be  attracted  towards  the  edge. 

Theory  of  Arago^n  Rotating  Disk, 

668.]  Arago  discovered  *  that  a  magnet  placed  near  a  rotating 
metallic  disk  experiences  a  force  tending  to  make  it  follow  the 
motion  of  the  disk,  although  when  the  disk  is  at  rest  there  is 
no  action  between  it  and  the  magnet. 

This  action  of  a  rotating  disk  was  attributed  to  a  new  kind 

*  Annale$  de  Chimie  et  de  Phygique,  1826. 
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of  induced  magnetization,  till  Faraday^  explained  it  by  means  of 
the  electric  currents  induced  in  the  disk  on  account  of  its  motion 
through  the  field  of  magnetic  force. 

To  determine  the  distribution  of  these  induced  currents,  and 
their  efiect  on  the  magnet,  we  might  make  use  of  the  results  already 
found  for  a  conducting  sheet  at  rest  acted  on  by  a  moving  magnet, 
availing  ourselves  of  the  method  given  in  Art.  600  for  treating  the 
electromagnetic  equations  when  referred  to  moving  systems  of  axes. 
As  this  case^  however,  has  a  special  importance,  we  shall  treat  it 
in  a  direct  manner,  beginning  by  assuming  that  the  poles  of  the 
magnet  are  so  far  from  the  edge  of  the  disk  that  the  efiect  of  the 
limitation  of  the  conducting  sheet  may  be  neglected. 

Making  use  of  the  same  notation  as  in  the  preceding  articles 
(656-667),  we  find  for  the  components  of  the  electromotive  force 
parallel  to  x  and  y  respectively. 


dy      d\lf 
dx      d\lf 


(1) 


dl       dy 

where  y  is  the  resolved  part  of  the  magnetic  force  normal  to  the 
disk. 

If  we  now  express  u  and  v  in  terms  of  </>,  the  current-function, 

and  if  the  disk  is  rotating  about  the  axis  of  z  with  the  angular 

velocity «,  dy  dx 

^=0,^,  ^  =  -coy.  (3) 

Substituting  these  values  in  equations  (1),  we  find 

rf</>  dy^  .  V 

rf</)  dy^  f  . 

dx       '     ^       dy 

Multiplying  (4)  by  ar  and  (5)  by  y,  and  adding,  we  obtain 
Multiplying  (4)  by  y  and  (5)  by  —a?,  and  adding,  we  obtain 

♦  Exp.  Res.,  81. 
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If  we  now  express  these  equations  in  terms  of  r  and  d,  where 

X  •=  rcosOy  y=^T  sin  ^,  (8) 

they  become  a-—  z=  -/(ar^^r-^i  (9) 

ad  dr 

ar~z=-f-'  (10) 

dr        do 

Equation  (10)  is  satisfied  if  we  assume  any  arbitrary  function  x 

0 


of  r  and  0.  and  make  d\- 


do 

T/.  =  (rr§^.  (12) 

dr 

Substituting  these  values  in  equation  (9),  it  becomes 

Dividing  by  o-r^,  and  restoring  the  coordinates  x  and  y,  this 
becomes  d^\      d^\      ^  (\a\ 

dJ?^  df'^'i'^'  ^     ^ 

This  is  the  fundamental  equation  of  the  theory,  and  expresses  the 
relation  between  the  function,  x,  and  the  component,  y,  of  the  mag- 
netic force  resolved  normal  to  the  disk. 

Let  Q  be  the  potential,  at  any  point  on  the  positive  side  of  the 
disk,  due  to  imaginary  matter  distributed  over  the  disk  with  the 
surface-density  x- 

At  the  positive  surface  of  the  disk 

Hence  the  first  member  of  equation  (14)  becomes 

dx^  "^  df  ~      2it  dz  Vrfa;2  ^  df>'  ^     ' 

But  since  Q  satisfies  Laplace's  equation  at  all  points  external 
to  the  disk,  ^      ^q ^ 

<&*        dy^  ~      dz^ 
and  equation  (14)  becomes 

^??-=a,y.  (18) 

l-n  dz^  ^  ^ 

Again,  since  Q  is  the  potential  due  to  the  distribution  x^  ^^ 

potential  due  to  the  distribution  A,  or  -^^  ,  will  be  -yr .     From  this 
we  obtain  for  the  magnetic  potential  due  to  the  currents  in  the  disk, 

=  -^^«.  (19) 


^^~~dedz 


vor,.  II. 
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and  for  the  component  of  the  magnetic  force  normal  to  the  disk 
due  to  the  currents, 

'^  dz       dddz^  ^     ' 

If  Q^  is  the  magnetic  potential  due  to  external  magnets,  and 

if  we  write  r  ,     . 

P=-Ja,dz,  (21) 

the  component  of  the  magnetic  force  normal  to  the  disk  due  to 
the  magnets  will  be  d'^P 


(22) 


We  may  now  write  equation  (18),  remembering  that 

y  =  yi+y2> 

2tt  dz^      "^  dO'di-  "  '*'  dz^  ' 

Integrating  twice  w^th  res|>ect  to  z^  and  writing  iZ  for  -- 

2  77 


(23) 


If  the  values  of  P  and  Q  are  expressed  in  terms  of  r,  0,  and  f, 

where  7P 

C^z-  ^0,  (25) 

6) 

equation  (24)  becomes,  by  integration  with  respect  to  C 

Q=j-j^PdC.  (2G) 

669.]  The  form  of  this  expression  shews  that  the  magnetic  action 
of  the  currents  in  the  disk  is  equivalent  to  that  of  a  trail  of  images 
of  tlie  magnetic  system  in  the  form  of  a  helix. 

If  the  magnetic  system  consists  of  a  single  magnetic  pole  of 
strength  unity,  the  helix  will  lie  on  the  cylinder  whose  axis  is 
that  of  the  disk,  and  which  passes  through  the  magnetic  pole. 
The  helix  will  begin  at  the  position  of  the  optical  image  of  the 
pole  in  the  disk.     Tlie  distance,  j)arallel  to  the  axis  between  con- 

secutive  coils  of  the  helix,  will  be  2  tt  — .     The  magnetic  effect  of 

the  trail  will  be  the  same  as  if  this  helix  had  been  magnetized 
everywhere  in  the  direction  of  a  tangent  to  the  cylinder  perpen- 
dicular to  its  axis,  with  an  intensity  such  that  the  magnetic  moment 
of  any  small  portion  is  numvMncally  equal  to  the  length  of  its  pro- 
jection on  the  disk. 
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The  calculation  of  the  effect  on  the  magnetic  pole  would  be 
complicated,  but  it  is  easy  to  see  that  it  will  consist  of — 

(1)  A  dragging  force,  parallel  to  the  direction  of  motion  of 
the  disk. 

(2)  A  repulsive  force  acting  from  the  disk. 

(3)  A  force  towards  the  axis  of  the  disk. 

When  the  pole  is  near  the  edge  of  the  disk,  the  third  of  these 
forces  may  be  overcome  by  the  force  towards  the  edge  of  the  disk, 
indicated  in  Art.  667. 

All  these  forces  were  observed  by  Arago,  and  described  by  him  in 
the  Annales  de  Chimxe  for  1826.  See  also  Felici,  in  Tortolini's 
Annah,  iv,  p.  173  (1853),  and  v.  p.  35  ;  and  E.  Jochmann,  in  Crelle^s 
Journal,  Ixiii,  pp.  158  and  329;  and  Pogg.  Ann,  cxxii,  p.  214 
(1864).  In  the  latter  paper  the  equations  necessary  for  deter- 
mining the  induction  of  the  currents  on  themselves  are  given,  but 
this  part  of  the  action  is  omitted  in  the  subsequent  calculation  of 
results.  The  method  of  images  given  here  was  published  in  the 
Proceedings  of  the  Boyal  Sociefj/  for  Feb.  15,  1872. 

Spherical  Current-Sheet, 

670.]  Let  <^  be  the  current-function  at  any  point  Q  of  a  spherical 
current-sheet,  and  let  P  be  the  po- 
tential at  a  given  point,  due  to  a 
sheet  of  imaginary  matter  distributed 
over  the  sphere  with  surface-density 
</),  it  is  required  to  find  the  magnetic 
potential  and  the  vector-potential  of 
the  current-sheet  in  terms  of  P. 

Let  a  denote  the  radius  of  the 
sphere,  r  the  distance  of  the  given 
point   from  the   centre,   and  p   the  **     ' 

reciprocal  of  the  distance  of  the  given  point  from  the  point  Q  on 
the  sphere  at  which  the  current-function  is  <^. 

Tlic  action  of  the  current-sheet  at  any  point  not  in  its  substance 
is  identical  with  that  of  a  magnetic  shell  whose  strength  at  any 
point  is  numerically  equal  to  the  current-function. 

The  mutual  potential  of  the  magnetic  shell  and  a  unit  pole  placed 
at  the  point  P  is,  by  Art.  410, 


-  =M 


dS. 
ffa 

T  2 
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Since  j9  is  a  homogeneous  function  of  the  degree  —  1  in  r  and  a, 

dp        dp 

and      a=-fJ±^^(pr)dS. 
Since  r  and  a  are  constant  during  the  surface-integration, 

But  if  P  is  the  potential  due  to  a  sheet  of  imaginary  matter 
of  surface-density  (p. 


=  JJ<l>pdS, 


and  12,  the  magnetic  potential  of  the  current-sheet,  may  be  expressed 
in  terms  of  P  in  the  form 

a  dr        ' 

671.]  We  may  determine  Fy  the  ar-component  of  the  vector- 
potential,  from  the  expression  given  in  Art.  416, 


'=//H»i-»'i)« 


di        drj^ 

where  f ,  r/,  ( are  the  coordinates  of  the  element  dS,  and  /,  7fi,  n  are 
the  direction-cosines  of  the  normal. 

Since  the  sheet  is  a  sphere,  the  direction-cosines  of  the  normal  are 

7      ^  -«,  —  ^  -»  —  ^ 

a  a  a 

and  ^=(^_,)^s  =  _|, 

so  that     «»^)>  -«/  =  in  i^-O-Ci^-v))  -~> 


a  dy       a  dz  ' 
multiplying  by  </>  dS,  and  integrating  over  the  surface  of  the  sphere, 
we  find  zdP      y  dP 

a  dy       a  dz 


672.]  FIELD  OF   UNIFORM   FORCE.  277 

c,.    .1    1  ^       X  dp       z  (IP 

Similarly  G  =.  -  ^ -  j 

a  dz       a  ax 

jT_l^P  _xdP 
^  a  dx       a  dy 
The  vector  21,  whose  components  arc  F^  G,  TI^  is  evidently  per- 
pendicular to  the  radius  vector  r,  and  to  the  vector  whose  com- 

dP    dP  dP 

poncnts  are  -7-  >  ^-  ,  and  -7-  .     If  we  determine  the  lines  of  inter- 
(Ix     dy  dz 

sections  of  the  spherical  surface  whose  radiub  is  r,  with  the  series  of 

equipotential  surfaces  corresponding  to  values  of  P  in  arithmetical 

progression,  these  lines  will  indicate  by  their  direction  the  direction 

of  21,  and  by  their  proximity  the  magnitude  of  this  vector. 

In  the  language  of  Quaternions, 

21  =  -FpVP. 
a 

672.]  If  we  assume  as  the  value  of  P  within  the  sphere 
where  Y^  is  a  spherical  harmonic  of  degree  i,  then  outside  the  sphere 

The  current-function  0  is 

^  =  ^1^7,. 

The  magnetic  potential  within  the  sphere  is 

i2=-(J+l)ij(-)V„ 

and  outside  il^=i-A(-)      Y.. 

For  example,  let  it  be  required  to  produce,  by  means  of  a  wire 
coiled  into  the  form  of  a  spherical  shell,  a  uniform  magnetic  force 
M  within  the  shell.  The  magnetic  potential  within  the  shell  is,  in 
this  case,  a  solid  haimonic  of  the  first  degree  of  the  form 

X2  =  Mr  cos  Qy 
where  M  is  the  magnetic  force.     Hence  A  =  —  ^  a*Jf,  and 

3    ,^ 

d)  =  —  Ma  cos  Q, 
^       Stt 

The  current-function  is  therefore  proportional  to  the  distance 

from  the  equatorial  plane  of  the  sphere,  and  therefore  the  number 

of  windings  of  the  wire  between  any  two  small  circles  must  be 

proportional  to  the  distance  between  the  planes  of  these  circles. 
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If  iV  is  the  whole  number  of  windings,  and  if  y  is  the  strength 
of  the  current  in  each  winding, 

<f>  =  i  Ny  cos  0. 
Hence  the  magnetic  force  within  the  coil  is 

3     a 
678.]   Let  us  next  find  the  method  of  coiling  the  wire  in  order 
to  produce  within  the  sphere  a  magnetic  potential  of  the  form  of  a 
solid  zonal  harmonic  of  the  second  degree, 

12=  J^dcos^^-i). 

Here  <^  =  ,  |-  ^  (|  cos^^-  i). 

If  the  whole  number  of  windings  is  Ny  the  number  between  the 
pole  and  the  polar  distance  ^  is  ^  iVsin^^. 

The  windings  are  closest  at  latitude  45°.  At  the  equator  the 
direction  of  winding  changes,  and  in  the  other  hemisphere  the 
windings  are  in  the  contrary  direction. 

Let  y  be  the  strength  of  the  current  in  the  wire,  then  within 
the  shell  iir  ,^    r^  ^_       ^/i     ix 

Let  us  now  consider  a  conductor  in  the  form  of  a  plane  closed 
curve  placed  anywhere  within  the  shell  with  its  plane  ])erpendicular 
to  the  axis.     To  determine  its  coefficient  of  induction  we  have  to 

find  the  surface-integral  of  -7--    over  the   plane  bounded  by   the 
curve,  putting  y  =  1 . 

Now  a  =  ^-""^  N  {z^  -  i  (^2  4  /)) , 

-  d£l        877   ,^ 

and  -^  =  -   ^  JVc, 

dz        5  a" 

Hence,  if  S  is  the  area  of  the  closed  curve,  its  coefficient  of  in- 
duction is  Q-r 

3r=      ,NSz. 

If  the  current  in  this  conductor  is  y\  there  will  be,  by  Art.  583, 
a  force  Z,  urging  it  in  the  direction  of  z,  where 

,dM         877  ,        , 

"^^yy-dz^ia^^^yy^ 

and,  since  this  is  independent  of  a?,  y,  z^  the  force  is  the  same  in 
whatever  part  of  the  shell  the  circuit  is  placed. 

674.]    The  method  given  by  Poisson,  and  described  in  Art.  437. 
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may  be  applied  to  current-sheets  by  substituting  for  the  body 
supposed  to  be  uniformly  magnetized  in  the  direction  of  z  with 
intensity  /,  a  current-sheet  having  the  form  of  its  surface,  and  for 
which  the  current-function  is       0  =  7^.  (1) 

Tlie  currents  in  the  sheet  will  be  in  planes  parallel  to  that  of  xy^ 
and  the  strength  of  the  current  round  a  slice  of  thickness  dz  will  be 
Idz, 

The  magnetic  potential  due  to  this  current-sheet  at  any  point 

outside  it  will  be  07^^^  (<i\ 

i2=-/^,  .  (2) 

At  any  point  inside  the  sheet  it  will  be 

dV 
D.^-A-nlz-I   '  ^  (3) 

dz 

The  components  of  the  vector-potential  are 

'—'%■     «=€•    »=■>■  w 

These  results  can  be  applied  to  several  cases  occurring  in  practice. 

675.]  (1)  A  plane  electric  circuit  of  any  form. 

Let  V  be  the  potential  due  to  a  plane  sheet  of  any  form  of  which 
the  surface-density  is  unity,  then,  if  for  this  sheet  we  substitute 
either  a  magnetic  shell  of  strength  I  or  an  electric  current  of 
strength  I  round  its  boundary,  the  values  of  12  and  of  I\  6,  U  will 
be  those  given  above. 

(2)  For  a  solid  sphere  of  radius  a, 

4  IT  q/* 

V=. when  r  is  greater  than  «,  (5) 

O      T 

and       r=:  —  (Sa^— r^)  when  r  is  less  than  a.  (6) 

Hence,  if  such  a  sphere  is  magnetized  parallel  to  z  with  intensity 
7,  the  magnetic  potential  will  be 

12  =  —  ^  ~^^  outside  the  sphere,  (7) 

47r 
and  12  =  —-  7-?  inside  the  sphere.  (8) 

o 

If,  instead  of  being  magnetized,  the  sphere  is  coiled  with  wire 
in  equidistant  circles,  the  total  strength  of  current  between  two 
small  circles  whose  planes  are  at  unit  distance  being  7,  then  outside 
the  sphere  the  value  of  12  is  as  before,  but  within  the  sphere 

12  =  -®''7ir.  (9) 

3  ^  ' 

This  is  the  case  already  discussed  in  Art.  672. 
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(3)  The  case  of  an  ellipsoid  uniformly  magnetized  parallel  to 
a  given  line  has  been  discussed  in  Art.  437. 

If  the  ellipsoid  is  coiled  with  wire  in  parallel  and  equidistant 
planes,  the  magnetic  force  within  the  ellipsoid  will  be  uniform. 

(4)    A  Gj/lindric  Magnet  or  Solenoid. 

676.]  If  the  body  is  a  cylinder  having  any  form  of  section  and 
bounded  by  planes  perpendicular  to  its  generating  lines,  and 
if  V^  is  the  potential  at  the  point  {x^  y,  z)  due  to  a  plane  area  of 
surface-density  unity  coinciding  with  the  positive  end  of  the 
solenoid,  and  V^  the  potential  at  the  same  point  due  to  a  plane  area 
of  surface-density  unity  coinciding  with  the  negative  end,  then,  if 
the  cylinder  is  uniformly  and  longitudinally  magnetized  with  in- 
tensity unity,  the  potential  at  the  point  (a?,y,  z)  will  be 

a  =  Ti-F;.  (10) 

If  the  cylinder,  instead  of  being  a  magnetized  body,  is  uniformly 
lapped  with  wire,  so  that  there  are  n  windings  of  wire  in  unit 
of  length,  and  if  a  current,  y,  is  made  to  flow  through  this  wire, 
the  magnetic  potential  outside  the  solenoid  is  as  before, 

ii  =  «y(ri-r,),  (11) 

but  within  the  space  bounded  by  the  solenoid  and  its  plane  ends 

X2  =  ny{\Tiz^l\—r^,  (12) 

The  magnetic  potential  is  discontinuous  at  the  plane  ends  of  the 
solenoid,  but  the  magnetic  force  is  continuous. 

If  rj,  ^2,  the  distances  of  the  centres  of  inertia  of  the  positive 
and  negative  plane  end  respectively  from  the  point  (a?,  y,  z),  are 
very  great  compared  with  the  transverse  dimensions  of  the  solenoid, 
we  may  write  A^  A_^  ^^3^ 

where  A  is  the  area  of  either  section. 

The  magnetic  force  outside  the  solenoid  is  therefore  very  small, 
and  the  force  inside  the  solenoid  approximates  to  a  force  parallel  to 
the  axis  in  the  positive  direction  and  equal  to  \T:ny, 

If  the  section  of  the  solenoid  is  a  circle  of  radius  a,  the  values  of 
T^  and  V^  may  be  expressed  in  the  series  of  spherical  harmonics 
given  in  Thomson  and  Tait's  Natural  VhiloHojihy^  Art.  546,  Ex.  II., 

1'  (i«^       1.1«*^       1.1. 3aC^       0)1  /     X 

/  =27rU ;,Qo  + VQ4-&C.J  when  r>a,     (15) 

Vr        2.4  H^^      2.4.6;-^^*  )  ^         \      ) 
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In  these  expressions  r  is  the  distance  of  the  point  {x,ifyz)  from 
the  centre  of  one  of  the  circular  ends  of  the  solenoid,  and  the  zonal 
harmonics,  Qj,  ^2^  ^^*^  ^^®  those  corresponding  to  the  angle  9  which 
r  makes  with  the  axis  of  the  cylinder. 

The  first  of  these  expressions  is  discontinuous  when  ^  =  - ,  but 

we  must  remember  that  within  the  solenoid  we  must  add  to  the 
magnetic  force  deduced  from  this  expression  a  longitudinal  force 
4  7r«y. 

677.]  Let  us  now  consider  a  solenoid  so  long  that  in  the  part 
of  space  which  we  consider,  the  terms  depending  on  the  distance 
from  the  ends  may  be  neglected. 

The  magnetic  induction  through  any  closed  curve  drawn  within 
the  solenoid  is  ^itny  A\  where  A'  is  the  area  of  the  projection  of 
the  curve  on  a  plane  normal  to  the  axis  of  the  solenoid. 

If  the  closed  curve  is  outside  the  solenoid,  then,  if  it  encloses  the 
solenoid,  the  magnetic  induction  through  it  is  4  ttm  y  A^  where  A  is 
the  area  of  the  section  of  the  solenoid.  If  the  closed  curve  does  not 
surround  the  solenoid,  the  magnetic  induction  through  it  is  zero. 

If  a  wire  be  wound  n'  times  round  the  solenoid,  the  coefficient  of 
induction  between  it  and  the  solenoid  is 

M  =z  ^Tinn'A.  (16) 

By  supposing  these  windings  to  coincide  with  n  windings  of  the 
solenoid,  we  find  that  the  coefficient  of  self-induction  of  unit  of 
length  of  the  solenoid,  taken  at  a  sufficient  distance  from  its  ex- 
tremities, is  L  =  iirn^A.  (17) 

Near  the  ends  of  a  solenoid  we  must  take  into  account  the  terms 
depending  on  the  imaginary  distribution  of  magnetism  on  the  plane 
ends  of  the  solenoid.  The  effect  of  these  terms  is  to  make  the  co- 
efficient of  induction  between  the  solenoid  and  a  circuit  which  sur- 
rounds it  less  than  the  value  iiruA,  which  it  has  when  the  circuit 
surrounds  a  very  long  solenoid  at  a  great  distance  from  either  end. 

Let  us  take  the  case  of  two  circular  and  coaxal  solenoids  of  the 
same  length  I.  Let  the  radius  of  the  outer  solenoid  be  c^,  and  let 
it  be  wound  with  wire  so  as  to  have  tii  windings  in  unit  of  length. 
Let  the  radius  of  the  inner  solenoid  be  c^,  and  let  the  number  of 
windings  in  unit  of  length  be  n^,  then  the  coefficient  of  induction 
between  the  solenoids,  neglecting  the  effect  of  the  ends,  is 

M=Gff,  (18) 

where  G  =  ^-nn^  (19) 

and  y  =.  Tic^  lii^-  (20) 
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678.]  To  determine  the  effect  of  the  positive  end  of  the  solen(»ids 

we  must  calculate  the  coefficient  of  induction  on  the  outer  solenoid 

due  to  the  circular  disk  which  forms  the  end  of  the  inner  solenoid. 

For  this  purpose  we  take  the  second  expression  for  F,  as  g-iven 

in  equation  (15),  and  differentiate  it  with  respect  to  r.     This  gives 

the  magnetic  force  in  the  direction  of  the  radius.    We  then  multiply 

this  expression  by  2  tt  r^  rf/ut,  and  integrate  it  with  respect  to  /li  from 

z  

fjL  =z  0  to  fjL  =     . — :- .     This  gives  the  coefficient  of  induction 

with  respect  to  a  single  winding  of  the  outer  solenoid  at  a  distance 
z  from  the  positive  end.  We  then  multiply  this  by  dzy  and 
integrate  with  respect  to  z  from  z  =  I  to  z  =  0,  Finally,  we 
multiply  the  result  by  w^w^j  ^^^  so  find  the  effect  of  one  of  the 
ends  in  diminishing  the  coefficient  of  induction. 

We  thus  find  for  the  value  of  the  coefficient  of  mutual  induction 
between  the  two  cylinders, 

M  =  A'n^ny^n^c^^{l--2c^a),  (21) 

where     a  =  i  -^^ 1 ^«     «  ( 1 V) 

*        (?2  2.4    2.3  Ci^  V         r^/ 

where  r  is  put,  for  brevity,  for  \//2  -f  c^. 

It  appears  from  this,  that  in  calculating  the  mutual  induction  of 
two  coaxal  solenoids,  we  must  use  in  the  expression  (20)  instead  of 
the  true  length  I  the  corrected  length  /—  2  c^  a,  in  which  a  portion 
equal  to  aCj  is  supposed  to  be  cut  off  at  each  end.  When  the 
solenoid  is  very  long  compared  with  its  external  radius, 

«=i  +  TV^'2+Tibj4+&<^-  (23) 

679.]  When  a  solenoid  consists  of  a  number  of  layers  of  wire  of 
such  a  diameter  that  there  are  n  layers  in  unit  of  length,  the 
number  of  layers  in  the  thickness  dr  is  71  dr,  and  we  have 

G  =  4  TT  /  7i-dr,     and    g  =  Tili  u^  r-  dr,  (24) 

If  the  thickness  of  the  wire  is  constant,  and  if  the  induction  take 
place  between  an  external  coil  whose  outer  and  inner  radii  are  x  and 
y  respectively,  and  an  inner  coil  whose  outer  and  inner  radii  are 
y  and  <c,  then,  neglecting  the  effect  of  the  ends, 

Gg  =  \iiHii^^v^^{x^y)[f-z%  (25) 


=  ^  ;„2  (3^  ~f_  4.  4  TT  K52  (j^z))  .  (28) 
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That   this  may  be  a  maximum^  x  and  z  being  given,  and  y 

^^"'''^^«'  .=u-i';,-  (26) 

This  equation  gives  the  best  relation  between  the  depths  of  the 
primary  and  secondary  coil  for  an  induction-machine  without  an 
iron  core. 

If  there  is  an  iron  core  of  radius  z,  then  G  remains  as  before,  but 

^  =  TT  ijn^  (r2  -h  4  TT  ic  z^)  dr,  (27) 

3 
If  y  is  given,  the  value  ot  z  which  gives  the  maximum  value  of  y  is 

When,  as  in  the  case  of  iron,  k  is  a  large  number,  z  =  ^y,  nearly. 

If  we  now  make  x  constant,  and  y  and  z  variable,  we  obtain  the 
maximum  value  oi  Gg  when 

iZ?  :  j^ :  r  :  :  4  :  3  :  2.  (30) 

The  coefficient  of  self-induction  of  a  long  solenoid  whose  outer 
and  inner  radii  are  x  and  y,  and  having  a  long  iron  core  whose 
radius  is  z,  is 

izr   Itt-  lu^  {X-  y)^  {X^  -{-2xif  Jf^f  +  2^Tl  KZ^y  (31) 

680.]  We  have  hitherto  supposed  the  wire  to  be  of  uniform 
thickness.  We  shall  now  determine  the  law  according  to  which 
the  thickness  must  vary  in  the  different  layers  in  order  that,  for 
a  given  value  of  the  resistance  of  the  primary  or  the  secondary  coil, 
the  value  of  the  coefficient  of  mutual  induction  may  be  a  maximum. 

Let  the  resistance  of  unit  of  length  of  a  wire,  such  that  m  windings 
occupy  unit  of  length  of  the  solenoid,  be  pn^. 

The  resistance  of  the  whole  solenoid  is 


R 


=  21:11  n^fdr.  (32) 

The  condition  that,  ^vith  a  given  value  of  i?,  G  may  be  a  maximum 

is  -7-  =  C  - ,    ,  where  C  is  some  constant. 
dr  dr 

This  gives  n^  proportional  to  - ,  or  the  diameter  of  the  wire  of 

T 

the  exterior  coil  must  be  proportional  to  the  square  root  of  the 
radius. 

In  order  that,  for  a  given  value  of  R,  g  may  be  a  maximum 

«2=C(;.+   ilii?').  (33) 
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Hence,  if  there  is  no  iron  core,  the  diameter  of  the  wire  of  the 
interior  coil  should  be  inversely  as  the  square  root  of  the  radius, 
but  if  there  is  a  core  of  iron  having  a  high  capacity  for  magneti- 
zation, the  diameter  of  the  wire  should  be  more  nearly  directly 
proportional  to  the  square  root  of  the  radius  of  the  layer. 

An  Undlesa  Solenoid. 

681.]  If  a  solid  be  generated  by  the  revolution  of  a  plane  area  A 
about  an  axis  in  its  own  plane,  not  cutting  it,  it  will  have  the  form 
of  a  ring.  If  this  ring  be  coiled  with  wire,  so  that  the  windings 
of  the  coil  are  in  planes  passing  through  the  axis  of  the  ring,  then, 
if  7»  is  the  whole  number  of  windings,  the  current-function  of  the 

layer  of  wire  is  <f>=z  —71  yO,  where  0  is  the  angle  of  azimuth  about 

the  axis  of  the  ring. 

If  12  is  the  magnetic  potential  inside  the  ring  and  Of  that  out- 
side, then  12—12'=  47r<^  +  C'=:  2ny0-^C. 
Outside  the  ring  12'  must  satisfy  Laplace's  equation,  and  must 
vanish  at  an  infinite  distance.  From  the  nature  of  the  problem 
it  must  be  a  function  of  6  only.  The  only  value  of  12'  which  fulfils 
these  conditions  is  zero.     Hence 

12'=  0,  Sl=  2nye-{-C. 

The  magnetic  force  at  any  point  within  the  ring  is  perpendicular 

to  the  plane  passing   through  the   axis,  and  is  equal  to   2ny- 

T 

where  r  is  the  distance  from  the  axis.  Outside  the  ring  there  is 
no  magnetic  force. 

If  the  form  of  a  closed  curve  be  given  by  the  coordinates  z,  r, 
and  0  of  its  tracing  point  as  functions  of  *,  its  length  from  a  fixed 
point,  the  magnetic  induction  through  the  closed  curve  is 


'^>'r^ 


0    r  as 


taken  round  the  curve,  provided  the  curve  is  wholly  inside  the  ring. 
If  the  curve  lies  wholly  without  the  ring,  but  embraces  it,  the 
magnetic  induction  through  it  is 

where  the  accented  coordinates  refer  not  to  the  closed  curve,  but  to 
a  single  winding  of  the  solenoid. 

The  magnetic  induction  through  any  closed  curve  embracing  the 
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ring  is  therefore  the  same,  and  equal  to  2  nyUy  where  a  is  the  linear 
quantity  /     -7  ;w  d^*     If  the  closed  curve  does  not  embrace  the 

ring,  the  magnetic  induction  through  it  is  zero. 

Let  a  second  wire  be  coiled  in  any  manner  round  the  ring,  not 
necessarily  in  contact  with  it,  so  as  to  embrace  it  w'  times.  The 
induction  through  this  wire  is  2«»'ya,  and  therefore  My  the 
coefficient  of  induction  of  the  one  coil  on  the  other,  ia  M=z  2  nn^  a. 

Since  this  is  quite  independent  of  the  particular  form  or  position 
of  the  second  wire,  the  wires,  if  traversed  by  electric  currents,  will 
experience  no  mechanical  force  acting  between  them.  By  making 
the  second  wire  coincide  with  the  first,  we  obtain  for  the  coefficient 
of  self-induction  of  the  ring-coil 

L=2n^a. 


CHAPTER    XIII. 


PARALLEL    CURRENTS. 


Cylindrical  Conductora, 

682.]  In  a  very  important  class  of  electrical  arrangements  the 
current  is  conducted  through  round  wires  of  nearly  uniform  section, 
and  either  straight,  or  such  that  the  radius  of  curvature  of  the  axis 
of  the  wire  is  very  great  compared  with  the  radius  of  the  transverse 
section  of  the  wire.  In  order  to  be  prepared  to  deal  mathematically 
with  such  arrangements,  we  shall  begin  with  the  case  in  which  the 
circuit  consists  of  two  very  long  parallel  conductors,  with  two  pieces 
joining  their  ends,  and  we  shall  confine  our  attention  to  a  part  of 
the  circuit  which  is  so  far  from  the  ends  of  the  conductors  that  the 
fact  of  their  not  being  infinitely  long  does  not  introduce  any 
sensible  chango.  in  the  distribution  of  force. 

We  shall  take  the  axis  of  z  parallel  to  the  direction  of  the  con- 
ductors, then,  from  the  symmetry  of  the  arrangements  in  the  part 
of  the  field  considered,  everything  will  depend  on  //,  the  component 
of  the  vector-potential  parallel  to  z. 

The  components  of  magnetic  induction  become,  by  equations  (A), 

dii  ,,, 

^  =  0. 

For  the  sake  of  generality  we  shall  suppose  the  coefficient  of 
magnetic  induction  to  be  /x,  so  that  a  =  /ut  a,  ^  =  /li /3,  where  a  and  /J 
are  the  components  of  the  magnetic  force. 

The  equations  (E)  of  electric  currents.  Art.  G07,  give 

^  .  '^/3       da  ,-. 

u  =  0,  V  =-0,  4  TT  ?/?  =    r r--  •  (3) 

ax       ay 
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683.]  If  the  current  is  a  function  of  r,  the  distance  from  the  axis 
of  z,  and  if  we  write 

X  =  r  cos  0^     and    y  =  r  sin  ^,  (4) 

and  /3  for  the  magnetic  force,  in  the  direction  in  which  0  is  measured 
l)cr[)endicular  to  the  plane  through  the  axis  of  r-,  we  have 

477.(^  =  '^/-f  i^  =  i--^(/3/-).  (5) 

lir       r  r  ar  ^  ' 

If  C  is  the  whole  current  flowing  through  a  section  bounded  by 

a  circle  in  the  plane  a?y,  whose  centre  is  the  origin  and  whose 

radius  is  r,  Cr 

(7=  /    217^0(11'=  i^r.  (6) 

*  0 

It  aj)pcar.«,  therefore,  that  the  magnetic  force  at  a  given  point 
due  to  a  current  arranged  in  cylindrical  strata,  whose  common  axis 
is  the  axis  of  z,  depends  only  on  the  total  strength  of  the  current 
flowing  through  the  strata  which  lie  between  the  given  point  and 
the  axis,  and  not  on  the  distribution  of  the  current  among  the 
dilforent  cylindrical  strata. 

For  instance,  let  the  conductor  be  a  uniform  wire  of  radius  a, 
and  let  the  total  current  through  it  be  C,  then,  if  the  current  is 
uniformly  distributed  through  all  parts  of  the  section,  w  will  be 
constant,  and  C^'nwa'^.  (7) 

The  current  flowing  through  a  circular  section  of  radius  r,  r  being 
less  than  a,  is  C=  Ttwr-.     Hence  at  any  point  within  the  wire, 

'^C  r 

(J 

Out^dc  the  wire  fi  -  2  --  (0) 

T 

In  the  substance  of  the  >vire  there  is  no  magnetic  potential,  for 
within  a  conduct<:)r  carrying  an  electric  current  the  magnetic  force 
does  not  fulfil  the  condition  of  having  a  potential. 

Outside  the  wire  tlie  magnetic  potential  is 

a  =  2Ce.  (10) 

Let  us  suppose  that  instead  of  a  wire  the  conductor  is  a  metal 
tube  whose  external  and  internal  radii  are  a^  and  a^j  then,  if  C  is 
the  current  through  the  tubular  conductor, 

C  =  7rw(tf,2-a/).  (11) 

The  magnetic  force  within  the  tube  is  zero.     In  the  metal  of  the 
tube,  where  /•  is  between  a^  and  a^y 

^=2C-,~-,0- --*')'  (12) 
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and  outside  the  tube,  n 

^  =  2-,  (13) 

T 

the  same  as  when  the  current  flows  through  a  solid  wire. 

684.]  The  magnetic  induction  at  any  point  is  6  =  fx  j3,  and  since, 

by  equation  (2),  ^  dH 

*  =  ---,  (14) 

II=:^jiifidr.  (15) 

The  value  of  H  outside  the  tube  is 

J-2MoClogr,  (16) 

where  /Uq  is  the  value  of /i  in  the  space  outside  the  tube,  and  ^  is  a 
constant,  the  value  of  which  depends  on  the  position  of  the  return 
current. 

In  the  substance  of  the  tube, 

//=^-2,^Clogai+-/^(V-'^  +  2a,Mogf).      (17) 
In  the  space  within  the  tube  //  is  constant,  and 

685.]  Let  the  circuit  be  completed  by  a  return  cuiTcnt,  flowing 
in  a  tube  or  wire  parallel  to  the  first,  the  axes  of  the  two  currents 
being  at  a  distance  b.  To  determine  the  kinetic  energy  of  the 
system  we  have  to  calculate  the  integral 

T=\  III IIw dx dt/ dz.  (19) 

If  we  confine  our  attention  to  that  part  of  the  system  which  lies 
between  two  planes  perpendicular  to  the  axes  of  the  conductors,  and 
distant  /  from  each  other,  the  expression  becomes 

2^  =  i  n]  Jl^o  d-x  dy,  (20) 

If  we  distinguish  by  an  accent  the  quantities  belonging  to  the 
return  current,  we  may  write  this 

H^  =  l^Iho'  dxf  d/  -^jfjl'w  dx  dy  +  l^IIw  dx  dy+ljn'w'dx'd/.  (21) 

Since  the  action  of  the  current  on  any  point  outside  the  tube  is 
the  same  as  if  the  same  current  had  been  concentrated  at  the  axis 
of  the  tube,  the  mean  value  of  //  for  the  section  of  the  return 
current  is  ^— 2  /n^  (7  log  i,  and  the  mean  value  of  ir  for  the  section 
of  the  positive  current  is  A'—2  fx^  C  log  h. 


(18) 
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Hence,  in  the  expression  for  7,  the  first  two  terms  may  be  written 
AC'-'2fjiQ  CC  log  J,  and  A'C-  2  ^o  CC  log  b. 

Integrating  the  two  latter  terms  in  the  ordinary  way,  and  adding 
the  results,  remembering  that  C+  C  =  0,  we  obtain  the  value  of 
the  kinetic  energy  T.  Writing  this  iZC^,  where  L  is  the  co- 
efficient of  self-induction  of  the  system  of  two  conductors,  we  find 
as  the  value  of  L  for  unit  of  length  of  the  system 

-f  =  2 «,  log— ,  +  J .  ■^._-^|-  +  pjj-iTj-,  log  a 

If  the  conductors  are  solid  wires,  «2  ai^d  ^2  *^®  ^QTo^  and 

7-=2fiolog^  +  H^  +  f^O.  (23) 

It  is  only  in  the  case  of  iron  wires  that  we  need  take  account  of 
the  magnetic  induction  in  calculating  their  self-induction.  In 
other  cases  we  may  make  /Uq,  /m,  and  /m'  all  equal  to  unity.  The 
smaller  the  radii  of  the  wires,  and  the  greater  the  distance  between 
them,  the  greater  is  the  self-induction. 

Tofiiid  the  Repulsion^  A',  between  the  Two  Portions  of  Wire. 
686.]  By  Art.  580  we  obtain  for  the  force  tending  to  increase  J, 

which  agrees  with  Ampere's  formula,  when  /i©  =  1 ,  as  in  air. 

687.]  If  the  length  of  the  wires  is  great  compared  with  the 
distance  between  them,  we  may  use  the  coefficient  of  self-induction 
to  determine  the  tension  of  the  wires  arising  from  the  action  of  the 
current. 

If  ^  is  this  tension, 

In  one  of  Ampere's  experiments  the  paralleF  conductors  consist 
of  two  troughs  of  mercury  connected  with  each  other  by  a  floating 
bridge  of  wire.  When  a  current  is  made  to  enter  at  the  extremity 
of  one  of  the  troughs,  to  flow  along  it  till  it  reaches  one  extremity 
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of  the  floating  wire,  to  pass  into  the  other  trough  through  the 
floating  bridge,  and  so  to  return  along  the  second  trough,  the 
floating  bridge  moves  along  the  troughs  so  as  to  lengthen  the  part 
of  the  mercury  traversed  by  the  current. 

Professor  Tait  has  simplified  the  electrical  conditions  of  this 
experiment  by  substituting  for  the  wire  a  floating  siphon  of  glass 
filled  with  mercury,  so  that  the  current  flows  in  mercury  through- 
out its  course. 


Fig.  40. 

This  experiment  is  sometimes  adduced  to  prove  that  two  elements 
of  a  current  in  the  same  straight  line  repel  one  another,  and  thus 
to  shew  that  Ampere's  formula,  which  indicates  such  a  repulsion 
of  collinear  elements,  is  more  correct  than  that  of  Grassmann,  which 
gives  no  action  between  two  elements  in  the  same  straight  line ; 
Art.  526. 

But  it  is  manifest  that  since  the  formulae  both  of  Ampdre  and  of 
Grassmann  give  the  same  results  for  closed  circuits,  and  since  we 
have  in  the  experiment  only  a  closed  circuit,  no  result  of  the 
experiment  can  favour  one  more  than  the  other  of  these  theories. 

In  fact,  both  formulae  lead  to  the  very  same  value  of  the 
repulsion  as  that  already  given,  in  which  it  appears  that  3,  the 
distance  between  the  parallel  conductors  is  an  important  element. 

When  the  length  of  the  conductors  is  not  very  great  compared 
with  their  distance  apart,  the  form  of  the  value  of  L  becomes 
somewhat  more  complicated. 

688.]  As  the  distance  between  the  conductors  is  diminished,  the 
value  of  L  diminishes.  The  limit  to  this  diminution  is  when  the 
wires  are  in  contact,  or  when  i  =  flj  +  a^-     I"  ^'^is  case 

Z  =  2  Hog  (^-'±-^1  +  \)  .  (26) 
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This  is  a  minimum  when  a^  =  a^,  and  then 

=  2/(1.8863), 

=  3.7726/.  (27) 

This  is  the  smallest  value  of  the  self-induction  of  a  round  wire 
doubled  on  itself,  the  whole  length  of  the  wire  being  2  L 

Since  the  two  parts  of  the  wire  must  be  insulated  from  each 
other,  the  self-induction  can  never  actually  reach  this  limiting 
value.  By  using  broad  flat  strips  of  metal  instead  of  round  wires 
the  self-induction  may  be  diminished  indefinitely. 

On  the  Electromotive  Force  required  to  produce  a  Current  of  Varying 

Inte^mty  along  a  Cylindrical  Conductor, 

689.]  When  the  current  in  a  wire  is  of  varying  intensity,  the 
electromotive  force  arising  from  the  induction  of  the  current  on 
itself  is  different  in  different  parts  of  the  section  of  the  wire,  being 
in  general  a  function  of  the  distance  from  the  axis  of  the  wire 
as  well  as  of  the  time.  If  we  suppose  the  cylindrical  conductor 
to  consist  of  a  bundle  of  wires  all  forming  part  of  the  same  circuit, 
so  that  the  current  is  compelled  to  be  of  uniform  strength  in  every 
part  of  the  section  of  the  bundle,  the  method  of  calculation  which 
we  have  hitherto  used  would  be  strictly  applicable.  If,  however, 
we  consider  the  cylindrical  conductor  as  a  solid  mass  in  which 
electric  currents  are  free  to  flow  in  obedience  to  electromotive  force, 
the  intensity  of  the  current  will  not  be  the  same  at  different 
distances  frx>m  the  axis  of  the  cylinder,  and  the  electromotive  forces 
themselves  will  depend  on  the  distribution  of  the  current  in  the 
different  cylindric  strata  of  the  wire. 

The  vector-potential  -ff,  the  density  of  the  current  «;,  and  the 
electromotive  force  at  any  point,  must  be  considered  as  frmctions  of 
the  time  and  of  the  distance  from  the  axis  of  the  wire. 

The  total  current,  C,  through  the  section  of  the  wire,  and  the  total 
electromotive  force,  ^,  acting  round  the  circuit,  are  to  be  regarded 
as  the  variables,  the  relation  between  which  we  have  to  find. 

Let  us  assume  as  the  value  of  Hy 

E=  S+To-hT,r^  +  Scc.  +  T^r^^,  (1) 

where  S,  Tq,  T^,  &c.  are  functions  of  the  time. 

Then,  from  the  equation 

d^H     idH^_^^^  ^2) 

dr^       r   dr  ' 

we  find  -7rtt^=ri  +  ficc+»^yn^*""*-  (3) 

u  a 
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K  p  denotes  the  specific  resistance  of  the  substance  per  unit  of 

volume,  the  electromotive  force  at  any  point  is  p  w^  and  this  may  be 

expressed  in  terms  of  the  electric  potential  and  the  vector  potential 

^by  equations  (B),  Art.  598, 

d^      dH  f^. 

'""^'Iz—dt'  ^'> 

d^      dS     dT^      dT^   ^     ^       dT^  ^^         ,^. 
«,,=  _^_^_^  +  _l,2^&e.  +  ^-r-         (6) 

Comparing  the  coefficients  of  like  powers   of  r  in  equations 

^^--p~dt'  ^^^ 


_ir  1  rfr,_i 

"""pn^     dt'  ' 


(8) 


„                           .,         dS          d^  ,^. 

Hence  we  may  write       —=  —  -—>  (9) 

690.]  To  find  the  total  current  (7,  we  must  integrate  10  over  the 
section  of  the  wire  whose  radius  is  a, 


C=27r/ 


wrdr.  (11) 

Substituting  the  value  of  ttw  from  equation  (3),  we  obtain 

(7  =  -(7\a2^&c.  +  »yH«^*)-  (12) 

The  value  of  H  at  any  point  outside  the  wire  depends  only  on 
the  total  current  C,  and  not  on  the  mode  in  which  it  is  distributed 
within  the  wire.  Hence  we  may  assume  that  the  value  of  I£  at  the 
surface  of  the  wire  is  A  (7,  where  ^  is  a  constant  to  be  determined 
by  calculation  from  the  general  form  of  the  circuit.  Putting  H=:AC 
when  r  =^  a,  we  obtain 

AC=  S+TQ-\-Tia^-\-&c.  +  T^a^\  (13) 


ira^ 


If  we  now  write  =  a,  a  is  the  value  of  the  conductivity  of 

unit  of  length  of  the  wire,  and  we  have 

.    dT       2a2  d^T     ^  wa"  d^^T     „     x 

^^-5=r-fa^-f^_+&c.+  (^^^+&c.  (15) 
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Eliminating  T  from  these  two  equations,  we  find 
,  ^dC     dS.     „    ,    dC      ^     ,d^C      ,     .d^C 

V^-di-li)-^^^^''Tt-^''W^-^''W 


-TWa*^+&c=0.  (16) 

If  /  is  the  whole  length  of  the  circuit,  R  its  resist&ncej  and  E  the 
electromotive  force  due  to  other  causes  than  the  induction  of  the 
current  on  itself^     dS  E  I 

Tt — T'      "=:«'  ^^'^ 

The  first  term,  22(7,  of  the  right-hand  member  of  this  equation 
expresses  the  electromotive  force  required  to  overcome  the  resist- 
ance according  to  Ohm's  law. 

dC 
The  second  term,  l{A-\'i)-zT,  expresses  the  electromotive  force 

dc 

which  would  be  employed  in  increasing  the  electrokinetic  momentum 

of  the  circuit,  on  the  hypothesis  that  the  current  is  of  uniform 

strength  at  every  point  of  the  section  of  the  wire. 

The  remaining  terms  express  the  correction  of  this  value,  arising 
from  the  faot  that  the  current  is  not  of  uniform  strength  at  different 
distances  from  the  axis  of  the  wire.  The  actual  system  of  currents 
has  a  greater  degree  of  freedom  than  the  hypothetical  system, 
in  which  the  current  is  constrained  to  be  of  uniform  strength 
throughout  the  section.  Hence  the  electromotive  force  required 
to  produce  a  rapid  change  in  the  strength  of  the  current  is  some- 
what less  than  it  would  be  on  this  hypothesis. 

The  relation  between  the  time-integral  of  the  electromotive  force 
and  the  time-integral  of  the  current  is 

jEdt=iRjcdl-\-l{A+i)C^^^^-^+8cc.  (19) 

If  the  current  before  the  beginning  of  the  time  has  a  constant 
value  Cq,  and  if  during  the  time  it  rises  to  the  value  C^,  and  re- 
mains constant  at  that  value,  then  the  terms  involving  the  differ- 
ential coefficients  of  C  vanish  at  both  limits,  and 

jEdl=zEjcdt  +  l(A+i){Ci-Co\  (20) 

the  same  value  of  the  electromotive  impulse  as  if  the  current  had 
been  uniform  throughout  the  wire. 
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On  the  Geometrical  Mean  Distance  of  Two  Figures  in  a  Plane. "^ 

691.]  In  calculating  the  electromagnetic  action  of  a  current 
flowing  in  a  straight  conductor  of  any  given  section  on  the  current 
in  a  parallel  conductor  whose  section  is  also  given,  we  have  to  find 

the  integral      ^  C  C  C  f 

I  j  I  llogrdxdydafchf^ 

where  dxdy  i&nn  element  of  the  area  of  the  first  section,  dafd^  an 
element  of  the  second  section,  and  r  the  distance  between  these 
elements,  the  integration  being  extended  first  over  every  element 
of  the  first  section,  and  then  over  every  element  of  the  second. 
If  we  now  determine  a  line  R,  such  that  this  integral  is  equal  to 

A^  A^  log  R, 

where  A^  and  Jg  are  the  areas  of  the  two  sections,  the  length  of  R 
will  be  the  same  whatever  unit  of  length  we  adopt,  and  whatever 
system  of  logarithms  we  use.  If  we  suppose  the  sections  divided 
into  elements  of  equal  size,  then  the  logarithm  of  iZ,  multiplied  by 
the  number  of  pairs  of  elements,  will  be  equal  to  the  sum  of  the 
logarithms  of  the  distances  of  all  the  pairs  of  elements.  Here  R 
may  be  considered  as  the  geometrical  mean  of  all  the  distances 
between  pairs  of  elements.  It  is  evident  that  the  value  of  R  must 
be  intermediate  between  the  greatest  and  the  least  values  of  r. 

If  Rji  and  Rb  are  the  geometric  mean  distances  of  two  figures, 
A  and  J5,  from  a  third,  C,  and  \i  R^+b  is  that  of  the  sum  of  the  two 
figures  from  C,  then 

{A  -f  B)  log  Ra+b  =A  log  Ra  +  B  log  Rb^ 

By  means  of  this  relation  we  can  determine  R  for  a  compound 
figure  when  we  know  R  for  the  parts  of  the  figure. 

692.]  Examples. 

(1)  Let  R  be  the  mean  distance  from  the  point  0  to  the  line 
AB.     Let  OP  be  perpendicular  to  AB,  then 

^J5  (log  72  +  1)  =  APlogOA-i-PBlogOB-hOPAOB. 


*  Traw.  R.  S.  Edin.,  1871-2. 
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(2)  For  two  lines  (Fig.  42)  of  lengths  a  and  h  drawn  perpendicu- 
lar to  the  extremities  of  a  line  of  length  c  and  on  the  same  side  of  it. 
a*(2logi?+3)  =  (c2  -  (fit  -  4)2)  log  sjc^  4-  (a  -  ^)«  +  c2  log  c 

+  (a^  -  ^2)  log  'JW^'^  +  (52  -  c2)  log  v^^M^ 


— c(a— 5)tan~^ h«ctan"^    +ictan"^- 

c  c  c 


Fig.  42. 

(3)  For  two  lines,  PQ  and  725  (Fig.  43),  whose  directions  inter- 

sect  at  0. 

PQ.7?5(2log^+3)  =  logP22(20P.072sin20-Pi?2cosO) 

+  log  Q5  (2  OQ . O/S  sin2  0  -  Q/S^  cos  0) 
-  log  FS  (2  OT.  OS  sin2  0  -  PS^  cos  0) 
-logQR{20Q.0R8iii^0-QB^co80)      ^ 

^BinO{OP\S?E--OQKS^+OB\P^Q^08\P8Q}. 


Fig.  43. 

(4)  For  a  point  0  and  a  rectangle  ABCB  (Fig.  44).     Let  OP, 
OQ,  OR,  OS,  be  perpendiculars  on  the  sides,  then 
^^.^i> (2  log iZ+ 3)  =  2 .OP.OQ  log  0^  +  2  .OQ.OT? log  05 

-{.2.0R.  OS  log 0C  + 2. OS. OP  log OD 

•^OPKD^A-^OQ^AOi 

^OR^BdV+OSKCOD. 


Fig.  44. 
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(5)  It  is  not  necessary  that  the  two  figures  should  be  different^  for 
we  may  find  the  geometric  mean  of  the  distances  between  every  pair 
of  points  in  the  same  figure.     Thus,  for  a  straight  line  of  length  a, 

logB  =  logtf--f, 

or  R  =  ««"', 

22=  0.22313a. 

(6)  For  a  rectangle  whose  sides  are  a  and  b, 

log  R  =  log  ^UTf^  -  J  _  log  /y/  1  +  _  -  i  -  log  /^  1  +  ^ 

When  the  rectangle  is  a  square,  whose  side  is  a, 

log 7?  =  loga  +  ilog2  +  I  -14, 

72=  0.44705  a. 

(7)  The  geometric  mean  distance  of  a  point  from  a  circular  line 
is  equal  to  the  greater  of  the  two  quantities,  its  distance  from  the 
centre  of  the  circle,  and  the  radius  of  the  circle. 

(8)  Hence  the  geometric  mean  distance  of  any  figure  from  a 
ring  bounded  by  two  concentric  circles  is  equal  to  its  geometric 
mean  distance  from  the  centre  if  it  is  entirely  outside  the  ring,  but 
if  it  is  entirely  ^vithin  the  ring 

where  a^  and  ^2  are  the  outer  and  inner  radii  of  the  ring.     R  is 
in  this  case  independent  of  the  form  of  the  figure  within  the  ring. 

(9)  The  geometric  mean  distance  of  all  pairs  of  points  in  the 
ring  is  found  from  the  equation 

log  72  =  logaj-  7-/^T2  log  -  +  i  *-V-"-i-  • 

For  a  circular  area  of  radius  a,  this  becomes 

log7e  =  loga-i, 

or  R  =  ae~\ 

R  =  0.7788  fl'. 

For  a  circular  line  it  becomes 

R  =  a. 

693.]  In  calculating  the  coefficient  of  self-induction  of  a  coil  of 
uniform  section,  the  radius  of  curvature  being  great  compared  with 
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the  dimeDsions  of  the  transverse  section,  we  first  determine  the 
geometric  mean  of  the  distances  of  every  pair  of  points  of  the 
section  by  the  method  already  described,  and  then  wc  calcnlat«  the 
coefficient  of  mutual  induction  between  two  linear  conductors  of 
the  given  form,  placed  at  this  distance  apart. 

This  will  be  the  coefficient  of  self-indnction  when  the  total  cur- 
rent in  the  coil  is  unity,  and  the  current  is  uniform  at  all  points  of 
the  section. 

But  if  there  are  »  windings  in  the  coil  we  must  multiply  the 
coefficient  already  obtained  by  «*,  and  thus  we  shall  obtain  the 
coefficient  of  self-induction  on  the  supposition  that  the  windings  of 
the  conducting  wire  fill  the  whole  section  of  the  coil. 

But  the  wire  is  cylindric,  and  is  covered  with  insulating  material, 
so  that  the  current,  instead  of  being  uniformly  distributed  over  the 
section,  is  concentrated  in  certain  parts  of  it,  and  this  increases  the 
coefficient  of  &elf-induct»on.  Besides  this,  the  currents  in  the 
neighbouring  wires  have  not  the  same  action  on  the  current  in  a 
given  wire  as  a  uniformly  ■  istributed  current. 

The  corrections  arising  from  these  considerations  may  be  de- 
termined by  the  method  of  the  geometric  mean  distance.  They 
are  proportional  to  the  length  of  the  whole  wire  of  the  coil,  and 
may  be  expressed  aa  numerical  quantities,  by  which  we  most 
multiply  the  length  of  the  wire  in  order  to  obtain  the  correction 
of  the  coefficient  of  self-induction. 

Let  the  diameter  of  the  wire  be  d.  It  is 
covered  with  insulating  material,  and  wound 
into  a  coil.  We  shall  suppose  that  the  sections 
of  the  wires  are  in  square  order,  as  in  Pig.  45, 
and  that  the  distance  between  the  axis  of  each 
wire  and  that  of  the  next  is  D,  whether  in 
the  direction  of  the  breadth  or  the  depth  of 
the  coil,     D  is  evidently  greater  than  d.  pjg.  45, 

Wc  have  first  to  determine  th '  excess  of 
self-induction  of  unit  of  length  of  a  cylindric  wire  of  diameter  d 
over  that  of  unit  of  length  of  a  square  wire  of  side  D,  or 
RioT  the  square 
^  R  for  the  circle 


0 

0 

0 

0 

0 

0 

0 

0 

0 

2(l°8j+t''«2  +  5-V) 


B 


=  2  (log  -J  +  0.1380606)  ■ 
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The  inductive  action  of  the  eight  nearest  round  wires  on  the  wire 
under  consideration  is  less  than  that  of  the  corresponding  eight 
square  wires  on  the  square  wire  in  the  middle  by  2  x  (.01971). 

The  corrections  for  the  wires  at  a  greater  distance  may  be  ne*^- 
lected^  and  the  total  correction  may  be  written 

2(log.^  -f  0.11835). 

The  final  value  of  the  self-induction  is  therefore 

i  =  «2jf-|.2/(log.  J  +  0.11825), 

where  n  is  the  number  of  windings,  and  /  the  length  of  the  wire, 
M  the  mutual  induction  of  two  circuits  of  the  form  of  the  mean 
wire  of  the  coil  placed  at  a  distance  R  from  each  other,  where  li  is 
the  mean  geometric  distance  between  pairs  of  point43  of  the  section. 
D  is  the  distance  between  consecutive  wires,  and  d  the  diameter 
of  the  wire. 


CHAPTER    XIV. 


CIRCULAR   CURRENTS. 


Magnetic  Potential  due  to  a  Circular  Currefit. 

694.]  The  magnetic  potential  at  a  given  point,  due  to  a  circuit 
carrying  a  unit  current^  is  numerically  equal  to  the  solid  angle  sub- 
tended by  the  circuit  at  that  point ;   see  Arts.  409,  485. 

When  the  circuit  is  circular,  the  solid  angle  is  that  of  a  cone 
of  the  second  degree,  which,  when  the  given  point  is  on  the  axis 
of  the  circle,  becomes  a  right  cone.  When  the  point  is  not  on 
the  axis,  the  cone  is  an  elliptic  cone,  and  its  solid  angle  is 
numerically  equal  to  the  area  of  the  spherical  ellipse  which  it  traces 
on  a  sphere  whose  radius  is  unity. 

This  area  can  be  expressed  in  finite  terms  by  means  of  elliptic 
integrals  of  the  third  kind.  We  shall  find  it  more  convenient  to 
expand  it  in  the  form  of  an  infinite  series  of  spherical  harmonics,  for 
the  facility  with  which  mathematical  operations  may  be  performed 
on  the  general  term  of  such  a  series  ^ 

more  than  counterbalances  the  trouble 
of  calculating  a  number  of  terms  sufli- 
cient  to  ensure  practical  accuracy. 

For  the  sake  of  generality  we  shall 
assume  the  origin  at  any  point  on  the 
axis  of  the  circle,  that  is  to  say,  on 
the  line  through  the  centre  perpen- 
dicular to  the  plane  of  the  circle. 

Let  0  (Fig.  46)  be  the  centre  of  the 
circle,  C  the  point  on  the  axis  which 
we  assume  as  origin,  H  a  point  on  the 
circle. 

Describe  a  sphere  with  C  as  centre, 
and  CH  as  radius.     The  circle  will  lie 
on  this  sphere,  and  will  form   a   small  circle   of   the   sphere  of 
angular  radius  a. 


Fig.  46. 
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Let  CH  =  c, 

00  =  b  =  c  cos  aj 
0I[=  a  =  csma. 

Let  A  be  the  pole  of  the  sphere^  and  Z  any  point  on  the  axis^  and 
let  OZ=z. 

Let  S  be  any  point  in  spaee^  and  let  OR  =  r,  and  AOE  =  $. 

Let  P  be  the  point  when  OR  cuts  the  sphere. 

The  magnetic  potential  due  to  the  circular  current  is  equal  to 
that  due  to  a  magnetic  shell  of  strength  unity  bounded  by  the 
current.  As  the  form  of  the  surface  of  the  shell  is  indifferent, 
provided  it  is  bounded  by  the  circle,  we  may  suppose  it  to  coincide 
with  the  sur&ce  of  the  sphere. 

We  have  shewn  in  Art.  670  that  if  P  is  the  potential  due  to  a 
stratum  of  matter  of  surface-density  unity,  spread  over  the  sur&ce 
of  the  sphere  within  the  small  circle,  the  potential  due  to  a  mag- 
netic shell  of  strength  unity  and  bounded  by  the  same  circle  is 

We  have  in  the  first  place,  therefore,  to  find  P. 

Let  the  given  point  be  on  the  axis  of  the  circle  at  Z,  then  the 
part  of  the  potential  at  Z  due  to  an  element  dS  of  the  spherical 
surface  at  P  is  js 

Zp* 

This  may  be  expanded  in  one  of  the  two  series  of  spherical  har- 
monics, dS(^       ^  z      „         ^  ^ 


7{«o+«if+&c.+  «,J  +  &c.j 


dS{^       ^  c      ^         ^.2^ 
or     — 

z 


the  first  series  being  convergent  when  z  is  less  than  Cy  and  the 
second  when  z  is  greater  than  c. 

Writing  d&  ^—c^  dfx  d(f)^ 

and  integrating  with  respect  to  (f>  between  the  limits  0  and  27r, 
and  with  respect  to  /x  between  the  limits  cos  a  and  1,  we  find 

or     P'=2w^|j*'Qo</|a+&c.+  ^/"'(2,</M}-  (1') 

By  the  characteristic  equation  of  Q„ 


'<'+')«.+|[('-''')f]=»- 
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Hence  jTa.^^i^^-.  (., 

This  expression  fails  when  i  =  0,  but  since  Qg  =  1, 

\d^L=l-^.  (3) 

As  the  function  -~^  occurs  in  every  part  of  this  investigation  we 

shall  denote  it  by  the  abbreviated  symbol  Q/.     The  values  of  Q{ 
corresponding  to  several  values  of  i  are  given  in  Art.  698. 

We  are  now  able  to  write  down  the  value  of  P  for  any  point  S, 
whether  on  the  axis  or  not,  by  substituting  r  for  z,  and  multiplying 
each  term  by  the  zonal  harmonic  of  6  of  the  same  order.  For 
P  must  be  capable  of  expansion  in  a  series  of  zonal  harmonics  of  0 
with  proper  coefficients.  When  0  =  0  each  of  the  zonal  harmonics 
becomes  equal  to  unity^  and  the  point  B  lies  on  the  axis.  Hence 
the  coefficients  are  the  terms  of  the  expansion  of  P  for  a  point  on 
the  axis.     We  thus  obtain  the  two  series 

P=  2»c|l-M  +  &c+  .^^^;^^  Jq/(«)Q,(0)J,  (4) 

695.]  We  may  now  find  a,  the  magnetic  potential  of  the  circuit, 
by  the  method  of  Art.  670,  from  the  equation 

0.  =  1 1  iPr),  (6) 

We  thus  obtain  the  two  series 

Jsin  Q  A  ^ 

1  — cosa  +  &c.  +  — ;—  -y  Qt' {a)Qi  (0)  +  &c.  J »  (6) 

or  a.'=2w8in«a|i^(2i'(a)Qi(0)  +  &c.+  jiy  ^Q^^e.^.CeO 

The  series  (6)  is  convergent  for  all  values  of  r  less  than  c,  and  the 
series  (6')  is  convergent  for  all  values  of  r  greater  than  c.  At  the 
surface  of  the  sphere,  where  r  =  c,  the  two  series  give  the  same 
value  for  co  when  0  is  greater  than  a,  that  is,  for  points  not 
occupied  by  the  magnetic  shelly  but  when  $  is  less  than  a,  that  is, 
at  points  on  the  magnetic  shell, 

0)'=  «-f  4^.  (7) 

If  we  assume  0,  the  centre  of  the  circle,  as  the  origin  of  co- 
ordinates, we  must  put  a  =  - ,  and  the  series  become 


or 
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where  the  orders  of  all  the  harmonics  are  odd  *. 

On  the  Potefitml  Energy  of  two  Circular  Currents, 

696.]  Let  OS  begin  by  supposing  the  two  magnetic  shells  which 
are  equivalent  to  the  currents  to  be  portions  of  two  concentric  spheres, 
their  radii  being  c^  and  Cj,  of  which  c^  is  the  greater  (Fig.  47). 
Let  us  also  suppose  that  the  axes  of  the  two  shells  coincide,  and 

that  a^  is  the  angle  subtended  by 
the  radius  of  the  first  shell,  and  a^ 
the  angle  subtended  by  the  radius 
of  the  second  shell  at  the  centre  C 

Let  (Oj  be  the  potential  due  to  the 
first  shell  at  any  point  within  it,  then 
the  work  required  to  carry  the  second 
shell  to  an  infinite  distance  is  the 
value  of  the  surface-integral 

Fig.  47.  JJ    dr 

extended  over  the  second  shell.     Hence 

or,  substituting  the  value  of  the  integrals  from  equation  (2),  Art.  694, 
if=47r2sin2a,sin2a,.,2  ji^(2;(aj(2/(a,)  +  &c.  +  ^^'lQ/{a,)Q{)a^  j. 

*  The  value  of  the  solid  angle  subtended  by  a  circle  may  be  obtained  in  a  more 
direct  way  as  follows. — 

The  solid  angle  subtended  by  the  circle  at  the  point  Z  in  the  axis  is  easily  shewn 
to  be  /      2— ccosoX 

Expanding  this  expression  in  spherical  harmonics,  we  find 

{2  Z  \ 

(co8 o- 1)  +  (Q,  (a)  cos  o-  Qo  (a))  -  +  &c.  +  (Qi  (o)  cosa—  Q<_i  (a))  -j  +  &c.  |  , 

(  c  c***  ) 

«'=2ir|(Qo(«)co8o-Q<(o))-  4-&c.  +  (Q<(o)cosa-Q<^,(a))^— J+&C.J  . 

for  the  expansions  of  w  for  points  on  the  axis  for  which  z  is  less  than  c  or  greater 
than  c  respectively.  Remembering  the  equations  (42)  and  (43)  of  Art.  132  (vol.  i. 
p.  1G5),  the  coefficients  in  these  equations  are  evidently  the  same  as  those  we  have 
now  obtained  in  a  more  convenient  form  for  computation. 
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697.]  Let  us  next  suppose  that  the  axis  of  one  of  the  shells  is 
turned  about  (7  as  a  centre^  so  that  it  now  makes  an  angle  6  with 
the  axis  of  the  other  shell  (Pig.  48).  We  have  only  to  introduce 
the  zonal  harmonics  of  6  into  this  expression  for  M,  and  we  find  for 
the  more  general  value  of  M, 

ilf=47r2sin2aisin2a2cJi^(2/(ai)  (2/(02)  (2iW  +  &c. 

This  is  the  value  of  the  potential  energy  due  to  the  mutual 
action  of  two  circular  currents  of  unit  strength,  placed  so  that 
the  normals  through  the  centres  of  the  circles  meet  in  a  point  C 
in  an  angle  0,  the  distances  of  the  circumferences  of  the  circles  from 
the  point  C  being  c^  and  Cg,  of  which  c^  is  the  greater. 

If  any  displacement  dx  alters  the  value 
of  M,  then  the  force  acting  in  the  direc- 
tion of  the  displacement  is    X  =  -j—  • 

For  instance,  if  the  axis  of  one  of  the 
shells  is  free  to  turn  about  the  point  C, 
so  as  to  cause  6  to  vary^  then  the  moment 
of  the  force  tending  to  increase  6  is  0, 
where  _       dM 

dS 

Performing  the  differentiation,  and  remembering  that 

where  Q/  has  the  same  signification  as  in  the  fo,^er  equations, 
0  =  -4ir28inaa,Bin«a2sintf  cJi^Q,'(oi)ei'(as)Qi'(fl)+&c. 

698.]  As  t'  e  values  of  Q{  occur  frequently  in  these  calculations 
the  following  table  of  values  of  the  first  six  degrees  may  be  useful. 
In  this  table  /x  stands  for  cos  6,  and  v  for  sin  d. 

<23'=l(5M*-l)  =  60x«-i.'«), 


+  ., 
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699.]  It  is  sometimes  convenient  to  express  the  series  for  M  in 
terms  of  linear  quantities  as  follows  :— 

Let  a  be  the  radius  of  the  smaller  circuit,  b  the  distance  of  its 
plane  from  the  origin,  and  c  =  \/a*-f  i^. 

Let  Ay  By  and  C  be  the  corresponding  quantities  for  the  larger 
circuit. 

The  series  for  M  may  then  be  written, 

4% 
3f=  1.2.7r2-^a2cosd 

+  2.3.Tr2 -^  a^J  (cos2  ^- i  sin2^) 

■f  3.4.7r2  ^C-?^!^  a2  (j2_ i  a2)(cos3^-i  sin*  ^ cos  d) 

+  &C. 

If  we  make  ^  =  0,  the  two  circles  become  parallel  and  on  the 
same  axis.  To  determine  the  attraction  between  them  we  may 
differentiate  M  with  respect  to  b.    We  thus  find 


db  C* 


|2.3^  +2.3.4        ^3^ — «+&c.| 


700.]  In  calculating  the  effect  of  a  coil  of  rectangular  section 
we  have  to  integrate  the  expressions  already  found  with  respect 
to  A,  the  radius  of  the  coil,  and  B,  the  distance  of  its  plane  from 
the  origin,  and  to  extend  the  integration  over  the  breadth  and 
depth  of  the  coil. 

In  some  cases  direct  integration  is  the  most  convenient,  but 
there  are  others  in  which  the  following  method  of  approximation 
leads  to  more  useful  results. 

Let  P  be  any  function  of  x  and  y,  and  let  it  be  required  to  find 
the  value  of  P  where 


Pxy  =  /         /      Pdxdy. 


In  this  expression  P  is  the  mean  value  of  P  within  the  limits  of 
integration. 

Let  Pq  be  the  value  of  P  when  a?  =  0  and  y=0,  then,  expanding 
P  by  Taylor's  Theorem, 

^       ^         dP^         dPo       .    nd^P      o 

Integrating  this  expression  between  the  limits,  and  dividing  the 
result  by  xy,  we  obtain  as  the  value  of  P, 
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In  the  case  of  the  coU,  let  the  outer  and  inner  radii  he  A  +  ^i, 
and  A  —  ^^  respectively,  and  let  the  distance  of  the  planes  of  the 
windings  from  the  origin  lie  between  B-^-^rj  and  ^— ^  rj^  then  the 
breadth  of  the  coil  is  rj,  and  its  depth  ^,  these  quantities  being 
small  compared  with  A  or  C, 

In  order  to  caloulate  the  magnetic  effect  of  such  a  coil  we  may 
write  the  successive  terms  of  the  series  as  follows  ; — • 


<?o=    1^7^(1+1(4:— 755— ^* -47m'?') 


e,  =  4  TT  ^^^:?^f^  +  ^  i^  {  C»(8-B«  - 1 2^'')  +  3  5^«  J?«  (54«  -  4^)} 


It    r) 


2 


4.    '^^{3^i2(;2(5j2_44j52)^63ja52(4^8_^2)j^ 
24  G 
Sec,,  &c. ; 

^3  =  37r«2  (/.2^i  a2)  +  ^f2(2j2_3^2)  ^  ^^2^2^ 

&c.^  &c. 

The  quantities  Gq,  G^,  G.^,  &c.  belong  to  the  large  coil.     The 
value  of  o)  at  points  for  which  r  is  less  than  C  is 

The  quantities  ^1,  ^2»  ^'  belong  to  the  small  coil.     The  value  of 
a>'  at  points  for  which  r  is  greater  than  c  is 

«'  =  ^1  ^  «i  W + ^2  ^3  Q2  (^) + &c- 

The  potential  of  the  one  coil  with  respect  to  the  other  when  the 
total  current  through  the  section  of  each  coil  is  unity  is 

To  fiml  M  by  Elliptic  Infegrah. 
701.]  When  the  distance  of  the  circumferences  of  the  two  circles 
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is  moderate  as  compared  with  the  radii  of  the  smaller,  the  series 
already  given  do  not  converge  rapidly.  In  every  case,  however, 
we  may  find  the  value  of  M  for  two  parallel  circles  by  elliptic 
integrals. 

For  let  b  be  the  length  of  the  line  joining  the  centres  of  the  circles, 
and  let  this  line  be  perpendicular  to  the  planes  of  the  two  circles, 
and  let  A  and  a  be  the  radii  of  the  circles,  then 


M=.fJ^dsd/, 


M 


the  integration  being  extended  round  both  curves. 
In  this  case, 

r2  =  ^2^a2  +  i2«2^acos(<^— ^^O^ 

€  =  if> — <^\        ds  =  ad<fi^        ds' ^  Adtf/, 

_  P»  P»  ^flCOS  {<l>  —  f)  d(f>  d(l/ 

"Jo    Jo      VA^+a^  +  b^^2AacoB{4>"<l/) 

=  2ir\/AaUc^^)F+^Eh 

,  VAa 

where  c  =     ,  __.. — r—T-=  > 

^/{A  +  a)^^b^ 
and  F  and  E  are  complete  elliptic  integrals  to  modulus  c. 

From  this  we  get,  by  diflferentiating  with  respect  to  b  and  re- 
membering that  c  is  a  function  of  b, 

dM  4  Trie*        ,^,        -^      ^, 

If  r,  and  r^  denote  the  greatest  and  least  values  of  r, 
ri«  =  (^  +  af  +  J2,         r^i  =  (^  _  af  +  b^; 

T 

and  if  an  angle  y  be  taken  such  that  cos  y  =  — , 

dM.  b  sin  V       ^ 

where  F^  and  F^  denote  the  complete  elliptic  integrals  of  the  first 
and  second  kiud  whose  modulus  is  sin  y. 

If  A  =  a,  cot  y  =  —  ,  and 

ad 

dM  ,         -r,  . 

-^=27rco8y{2i^y-(H-sec2y)^y}. 

The  quantity  —jj-  represents  the  attraction  between  two  parallel 
circular  currents,  the  current  in  each  being  unity. 
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Second  Expresaion  for  M. 
An  expression  for  M,  which  is  sometimes  more  convenient,  is  got 
by  making  c^  =  — ? ,  in  which  case 

To  draw  the  Lines  of  Magnetic  Force  for  a  Circular  Current, 

702.]  The  lines  of  magnetic  force  are  evidently  in  planes  passing 
through  the  axis  of  the  circle,  and  in  each  of  these  lines  the  value 
of  M  is  constant. 

Calculate  the  value  of  Ke  =  rj-, = — r^   from  Legendre's 

tables  for  a  sufficient  number  of  values -of  6. 

Draw  rectangular  axes  of  a  and  z  on  the  paper,  and,  with  centre 
at  the  point  ar  =  i  a  (sin  d -f  cosec  d),  draw  a  circle  with  radius 
i  a  (cosec  d— sin  6).  For  all  points  of  this  circle  the  value  of  Cj  will 
be  sin  0.     Hence,  for  all  points  of  this  circle, 

/-7-     1  ^    >  1     ^^^9 

M  =  ^  TTvAa — -z= ,    and  A  =  —rs • 

VKe  16ir2      a 

Now  A  is  the  value  of  x  for  which  the  value  of  M  was  found. 
Hence,  if  we  draw  a  line  for  which  a?  =  ^,  it  will  cut  the  circle 
in  two  points  having  the  given  value  of  M. 

Giving  M  a  series  of  values  in  arithmetical  progression,  the 
values  of  A  will  be  as  a  series  of  squares.  Drawing  therefore  a 
series  of  lines  parallel  to  z,  for  which  x  has  the  values  found  for  A, 
the  points  where  these  lines  cut  the  circle  will  be  the  points  where 
the  corresponding  lines  of  force  cut  the  circle. 

If  we  put  w  =  4  Tta,  and  M  =  nm,  then 

A  =  X  =  n^K$a. 

We  may  call  n  the  index  of  the  line  of  force. 

The  forms  of  these  lines  are  given  in  Pig.  XVIII  at  the  end  of 
this  volume.  They  are  copied  from  a  drawing  given  by  Sir  W. 
Thomson  in  his  paper  on  *  Vortex  Motion*.' 

703.]  If  the  position  of  a  circle  having  a  g^ven  axis  is  regarded 
as  defined  by  b,  the  distance  of  its  centre  from  a  fixed  point  on 
the  axis^  and  a,  the  radius  of  the  circle,  then  M,  the  coefficient 
of  induction  of  the  circle  with  respect  to  any  system  whatever 

•  Tram,  R.  8,,  Edin.,  vol.  xxr.  p.  217  (1869). 

X  % 
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of  ma^ets  or  currents,  is  subject  to  the  following  equation 

^da^   '^  db^        a  da   "    '  ^  ^ 

To  proVe  this,  let  us  consider  the  number  of  lines  of  magnetic 
force  cut  by  the  circle  when  a  or  5  is  made  to  vary. 

(1)  Let  a  become  a-^-ba,  h  remaining  constant.  During  this 
variation  the  circle,  in  expanding,  sweeps  over  an  annular  surface 
in  its  own  plane  whose  breadth^  ha. 

If  V  is  the  magnetic  potential  at  any  pointy  and  if  the  axis  of  y 

be  parallel  to  that  of  the  circle,  then  the  magnetic  force  perpen- 

dV 
dicular  to  the  plane  of  the  ring  is  -^  • 

To  find  the  magnetic  induction  through  the  annular  surface  we 

have  to  integrate  /•2»       ^y 

I     Orha-^i-dO. 
Jo  dy 

where  Q  is  the  angular  position  of  a  point  on  the  ring. 

But  this  quantity  represents  the  variation  of  M  due  to   the 

variation  of  a,  or  -7— 8  a.     Hence 

da 

dM      r«'  dV.^ 

(2)  Let  b  become  S  +  fiJ,  a  remaining  constant.  During  this 
variation  the  circle  sweeps  over  a  cylindric  surface  of  radius  a  and 
length  hb. 

The  magnetic  force  perpendicular  to  this  surface  at  any  point  is 

dV 

-r-  where  r  is  the  distance  from  the  axis.     Hence 

dr 

Differentiating  equation  (2)  with  respect  to  a,  and  (3)  with 
respect  to  6,  we  get 

v=h  t/'^I  ""drir/''  (') 

d'^M  P'   d^F  ,^  ... 

d^M      d^M     r'dF^„ 
"ence,  ^^  +  ^r  =  (     ^''^.  (6) 

TTransposing  the  last  term  we  obtain  equation  (1). 
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Coefficient  of  Induction  of  Two  Parallel  Circles  when  the  Distance 
between  the  Arcs  is  Small  compared  with  the  Raditis  of  either 
Circle. 

704.]  We  might  deduce  the  value  of  M  in  this  case  from  the 
expansion  of  the  elliptic  integral  already  given  when  its  modulus 
is  nearly  imity.  The  following  method,  however,  is  a  more  direct 
application  of  electrical  principles. 

First  Approadmation. 

Let  A  and  a  be  the  radii  of  the  circles,  and  b  the  distance  between 
their  planes,  then  the  shortest  distance 
between  the  arc^  is 

We  have  to  find  M^^  the  magnetic 
induction  through  the  circle  A,  due  to  a 
unit  current  in  a  on  the  supposition  that 
r  is  small  compared  with  A  or  a. 

We  shall  begin  by  calculating  the 
magnetic  induction  through  a  circle  in  F»g-  4^- 

the  plane  of  a  whose  radius  is  a— c,  c  being  a  quantity  small  com- 
pared with  a  (Fig.  49). 

Consider  a  small  element  ds  of  the  circle  a.  At  a  point  in  the 
plane  of  the  circle,  distant  p  from  the  middle  of  ds,  measured  ]ln 
a  direction  making  an  angle  6  with  the  direction  of  ds,  the  magnetic 
force  due  to  d^  is  perpendicular  to  the  plane,  and  equal  to 

-«  sin  0  ds. 

If  we  now  calculate  the  surface-integral  of  this  force  over  the 
space  which  lies  within  the  circle  a,  but  outside  of  a  circle  whose 
centre  is  ds  and  whose  radius  is  c,  we  find  it 


•/ft    Jc 


—^einSdsdSdp  =  {logSa— loge?— 2}  ds. 
0  ^c  9 


If  c  is  small,  the  surface-integral  for  the  part  of  the  annular  space 
outside  the  small  circle  c  may  be  neglected. 

We  then  find  for  the  induction  through  the  circle  whose  radius 
\%  a—c,  by  integrating  with  respect  to  ds^ 

Mac  =  4  7ra  {logSa— logc— 2}, 

provided  c  is  very  small  compared  with  a. 

Since  the  magnetic  force  at  any  point,  the  distance  of  which 
from  a  curved  wire  is  small  compared  with  the  radius  of  curvature^ 
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is  nearly  the  same  as  if  the  wire  had  been  straight^  we  can  calculate 
the  difference  between  the  induction  through  the  circle  whose 
radius  is  a— c,  and  the  circle  A  by  the  formula 

MaA—Mac  =  4  7ra{logc— logr}. 

Hence  we  find  the  value  of  the  induction  between  A  and  a  to  be 
Maq  =  4  w  a  (log  8  a— log  r—  2) 
approximately,  provided  r  is  small  compared  with  a. 

705.]  Since  the  mutual  induction  between  two  windings  of  the 
same  coil  is  a  very  important  quantity  in  the  calculation  of  ex- 
perimental results,  I  shall  now  describe  a  method  by  which  the 
approximation  to  the  value  of  M  for  this  case  can  be  carried  to  any 
required  degree  of  accuracy. 

We  shall  assume  that  the  value  of  ilf  is  of  the  form 

if=47r{^log^-h^L 
where      A=z        a-hu^^ar-f  ^— +  ^' - -f  ^-2  +  ^'^  +  &c., 

(t  Ct  d  CL 

and  J?=-2a-f  JSiiP+^2-+-B/^+A-i  +  JSo'^-+&c., 

where  a  and  a-\-x  are  the  radii  of  the  circles,  and  y  the  distance 
between  their  planes. 

We  have  to  determine  the  values  of  the  coefficients  A  and  B, 
It  is  manifest  that  only  even  powers  of  y  can  occur  in  these  quan- 
tities, because,  if  the  sign  of  y  is  reversed,  the  value  of  M  must 
remain  the  same. 

We  get  another  set  of  conditions  from  the  reciprocal  property 
of  the  coefficient  of  induction,  which  remains  the  same  whichever 
circle  we  take  as  the  primary  circuit.  The  value  of  M  must  there- 
fore remain  the  same  when  we  substitute  a  +  a?  for  a,  and  —  a?  for  ;r 
in  the  above  expression. 

We  thus  find  the  following  conditions  of  reciprocity  by  equating 
the  coefficients  of  similar  combinations  of  x  and  y, 
^1  =1-^1,  JSi  =  1-2-^1, 

iig  =  — A2  —  A^,  B^  =  J  —  \Ai-\-A,^  — -Dg      -O3, 

A^  =  —  ^2' — ^V»       ^3'  =  ^2'  —  ^2' — ^3' ; 

n      n — 1  ft — ^ 


+  5,  +  («-2)J?3+  («-2K«     3)^^^&c.+^,. 
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From  the  general  equation  of  M,  Art.  703^ 

d^M      d^M 1     dM 

dx^         dy^        a-\-x  dx  ""    ' 

we  obtain  another  set  of  conditions, 

2  -42+  2  ux  2  =  -^ij 
2^2  +  2^'2  +  6^3-|-2.4'3=2^2; 
«(7t-l)J,  +  («+l)»^,+i-hl.2J',+  1.2^',+i  =  «^, 
(«-l)(^-.2).4^+«(»-l)A+i  +  2.3^",  +  2.3^Vi=(«-2)^', 
&c. ; 

4^2+   A  =  2J?2  +  2^2-  A  =  4^'2» 

6^3+3^2  =2J?'2  +  6A+2J5'3=6J'3  +  3^2i 
(2»~l)^  +  (2»  +  2)^,+i 

Solving  these  equations  and  substituting  the  values  of  the  co- 
efficients, the  series  for  J[f  becomes 

To  find  the  form  of  a  coil  for  which  the  coefficient  of  self-in- 
duction is  a  maximum^  the  total  length  and  thickness  of  the 
wire  being  given. 

706.]  Omitting  the  corrections  of  Art.  705,  we  find  by  Art.  673 

j&  =  4  Trn^  a  Hog  -^  — •  2)  > 

where  n  is  the  number  of  windings  of  the  wire,  a  is  the  mean 

radius  of  the  coil^  and  R  is  the  geometrical  mean  distance  of  the 

transverse  section  of  the  coil  from  itself.     See  Art.  690.     If  this 

section  is  always  similar  to  itself,  U  is  proportional  to  its  linear 

dimensions,  and  n  varies  as  R^, 

Since  the  total  length  of  the  wire  is  2  it  an,  a  varies  inversely 

as  n.     Hence 

dn      ^  dR  ^     da  ^  dR 

and  we  find  the  condition  that  L  may  be  a  maximum 

1      8^      7 
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If  the  transverse  section  of  the  coil  is  circular^  of  radius  c,  then, 
byArt.6£2,  ,      R 

and  log— =  y, 

whence  a  =  3.22  c; 

or^  the  mean  radius  of  the  coil  should  be  3.22  times  the  radius  of 

the  transverse  section  of  the  coil  in  order  that  such  a  coil  may  have 

the  greatest  coefficient  of  self-induction.     This  result  was  found  by 

Gteuss*. 

If  the  channel  in  which  the  coil  is  wound  has  a  square  transverse 
section,  the  mean  diameter  of  the  coil  should  be  3.7  times  the  side 
of  the  square  section. 

*  'Werke,  Gottingen  edition,  1867,  vol  v.  p.  622. 
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ELECTBOMAGNETIC   INSTRUMENTS. 

Galvanometers. 

707.]  A  Galvanometer  is  an  instrument  by  means*of  which  an 
electric  current  is  indicated  or  measured  by  its  magnetic  action. 

When  the  instrument  is  intended  to  indicate  the  existence  of  a 
feeble  current,  it  is  called  a  Sensitive  Gralvanometer. 

When  it  is  intended  to  measure  a  current  with  the  greatest 
accuracy  in  terms  of  standard  units^  it  is  called  a  Standard  Gralva- 
nometer. 

All  galvanometers  are  founded  on  the  principle  of  Schweigger*s 
Multiplier,  in  which  the  current  is  made  to  pass  through  a  wire, 
which  is  coiled  so  as  to  pass  many  times  round  an  open  space, 
within  which  a  magnet  is  suspended,  so  as  to  produce  within  this 
space  an  electromagnetic  force,  the  intensity  of  which  is  indicated 
by  the  magnet. 

In  sensitive  galvanometers  the  coil  is  so  arranged  that  its 
windings  occupy  the  positions  in  which  their  influence  on  the 
magnet  is  greatest.  They  are  therefore  packed  closely  together 
in  order  to  be  near  the  magnet. 

Standard  galvanometers  are  constructed  so  that  the  dimensions 
and  relative  positions  of  all  their  fixed  parts  may  be  accurately 
known,  and  that  any  small  uncertainty  about  the  position  of  the 
moveable  parts  may  introduce  the  smallest  possible  error  into  the 
calculations. 

In  constructing  a  sensitive  galvanometer  we  aim  at  making  the 
field  of  electromagnetic  force  in  which  the  magnet  is  suspended  as 
intense  as  possible.  In  designing  a  standard  galvanometer  we 
wish  to  make  the  field  of  electromagnetic  force  near  the  magnet 
as  uniform  as  possible,  and  to  know  its  exact  intensity  in  terms 
of  the  strength  of  the  current. 
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0»  Standard  Galvanometeri. 

708.]  In  a  etaadard  galvanometer  the  strength  of  the  current 
has  to  be  determined  from  the  force  which  it  exerts  on  the  Bue- 
pended  magnet.  Now  the  distribution  of  the  magnetism  within 
the  magnet,  and  the  position  of  its  centre  when  suspended,  are  not 
capable  of  being  determined  with  any  great  degree  of  accuracy. 
Hence  it  is  necessary  that  the  ooil  should  be  arranged  so  as  to 
produce  a  field  of  force  which  is  very  nearly  uniform  throughout 
the  whole  space  occupied  by  the  magnet  during  its  possible  motion. 
The  dimennons  of  the  coil  must  therefore  in  general  be  much  larger 
than  those  of  the  magnet. 

By  a  proper  arrangement  of  several  coils  the  field  of  force  within 
them  may  be  made  much  more  uniform  than  when  one  coil  only 
is  used,  and  the  dimensions  of  the  instrument  may  be  thus  reduced 
and  its  sensibility  increased.  The  errors  of  the  linear  measurements, 
however,  introduce  greater  uncertainties  into  the  values  of  the 
electrical  constants  for  small  instruments  than  for  largo  ones.  It 
is  therefore  best  to  determine  the  electrical  constants  of  small 
instruments,  not  by  direct  measurement  of  their  dimensions,  but 
by  an  electrical  comparison  with  a  large  standard  instrument,  of 
which  the  dimensions  are  more  accurately  known  ;  see  Art.  752. 

{n  all  standard  galvanometers  the  coils  arc  circular.  The  channel 
in  which  the  coil  is  to  be  wound  is  care&lly  turned.     Its  breadth 


is  made  equal  to  some  multiple,  «,  of  the  diameter  of  the  covered 
wire,     A  hole  is  bored  in  the  side  of  the  channel  where  the  wire  is 
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to  enter,  and  one  end  of  the  covered  wire  is  pushed  out  through 
this  hole  to  form  the  inner  connexion  of  the  coil.  The  channel  is 
placed  on  a  lathe,  and  a  wooden  axis  is  fastened  to  it ;  see  Fig.  50. 
The  end  of  a  long  string  is  nailed  to  the  wooden  axis  at  the  same 
part  of  the  circumference  as  the  entrance  of  the  wire.  The  whole 
is  then  turned  round,  and  the  wire  is  smoothly  and  regularly  laid 
on  the  bottom  of  the  channel  till  it  is  completely  covered  by  n 
windings.  During  this  process  the  string  has  been  wound  n  times 
round  the  wooden  axis,  and  a  nail  is  driven  into  the  string  at  the 
nth  turn.  The  windings  of  the  string  should  be  kept  exposed 
so  that  they  can  easily  be  counted.  The  external  circumference 
of  the  first  layer  of  windings  is  then  measured  and  a  new  layer 
is  begun,  and  so  on  till  the  proper  number  of  layers  has  been 
wound  on.  The  use  of  the  string  is  to  count  the  number  of 
windings.  K  for  any  reason  we  have  to  unwind  part  of  the  coil, 
the  string  is  also  unwound,  so  that  we  do  not  lose  our  reckoning 
of  the  actual  number  of  windings  of  the  coil.  The  nails  serve 
to  distinguish  the  niunber  of  windings  in  each  layer. 

The  measure  of  the  circumference  of  each  layer  furnishes  a  test 
of  the  regularity  of  the  winding,  and  enables  us  to  calculate  the 
electrical  constants  of  the  coil.  For  if  we  take  the  arithmetic  mean 
of  the  circumferences  of  the  channel  and  of  the  outer  layer,  and 
then  add  to  this  the  circumferences  of  all  the  intermediate  layers, 
and  divide  the  sum  by  the  number  of  layers,  we  shall  obtain  the 
mean  circumference,  and  from  this  we  can  deduce  the  mean  radius 
of  the  coil.  The  circumference  of  each  layer  may  be  measured  by 
means  of  a  steel  tape,  or  better  by  means  of  a  graduated  wheel 
which  rolls  on  the  coil  as  the  coil  revolves  in  the  process  of 
winding.  The  value  of  the  divisions  of  the  tape  or  wheel  must 
be  ascertained  by  comparison  with  a  straight  scale. 

709.]  The  moment  of  the  force  with  which  a  unit  current  in 
the  coil  acts  upon  the  suspended  apparatus  may  be  expressed  in 
the  series  g.f^^  sin  (?+  G^^^  sin  6  Q^  (d)  +  &c., 

where  the  coeflScients  G  refer  to  the  coil,  and  the  coeiScients  g  to 
the  suspended  apparatus,  0  being  the  angle  between  the  axis  of 
the  coil  and  that  of  the  suspended  apparatus ;  see  Art.  700. 

When  the  suspended  apparatus  is  a  thin  uniformly  and  longitud- 
inally magnetized  bar  magnet  of  length  2l  and  strength  unity, 
suspended  by  its  middle, 

9i  =  2^,    g^  =  0,    ^3  =  2/^  &c. 
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The  values  of  the  coefficients  for  a  magnet  of  length  2  /  magnetized 
in  any-  other  way  are  smaller  than  when  it  is  magnetized  uni- 
formly. 

710.]  When  the  apparatus  is  used  as  a  tangent  galvanometer^ 
the  coil  is  fixed  with  its  plane  vertical  and  parallel  to  the  direction 
of  the  earth's  magnetic  force.  The  equation  of  equilibrium  of  the 
magnet  is  in  this  case 

mffi  /Tcos 6  =  my  Bind  {G^ffi-i-  G^g^^  Q^ {$)  +  &c.} , 

where  mg^ia  the  magnetic  moment  of  the  magnet,  /Tthe  horizontal 
component  of  the  terrestrial  magnetic  force,  and  y  the  strength 
of  the  current  in  the  coil.  When  the  length  of  the  magnet  is 
small  compared  with  the  radius  of  the  coil  the  terms  after  the  first 
in  G  and  g  may  be  neglected,  and  we  find 

y  =  -^  cot  6. 

The  angle  usually  measured  is  the  deflexion,  b,  of  the  magnet 
which  is  the  complement  of  6y  so  that  cot  0  =  tan  b. 

The  current  is  thus  proportional  to  the  tangent  of  the  deviation, 
and  the  instrument  is  therefore  called  a  Tangent  Galvanometer. 

Another  method  is  to  make  the  whole  apparatus  moveable  about 
a  vertical  axis,  and  to  turn  it  till  the  magnet  is  in  equilibrium  with 
its  axis  parallel  to  the  plane  of  the  coil.  If  the  angle  between  the 
plane  of  the  coil  and  the  magnetic  meridian  is  6,  the  equation  of 
equilibrium  is 

mg^lfsinb  =  My- {G^g^—^G^g^  +  &c.}  » 

•/ 

IT 

whence  y  =  .^--^.sinb. 

(G^,  —  &c.) 

Since  the  current  is  measured  by  the  sine  of  the  deviation,  the 
instrument  when  used  in  this  way  is  called  a  Sine  Galvanometer. 

The  method  of  sines  can  be  applied  only  when  the  current  is 
so  steady  that  we  can  regard  it  as  constant  during  the  time  of 
adjusting  the  instrument  and  bringing  the  magnet  to  equi- 
librium. 

711.]  We  have  next  to  consider  the  arrangement  of  the  coils 
of  a  standard  galvanometer. 

The  simplest  form  is  that  in  which  there  is  a  single  coil,  and 
the  magnet  is  suspended  at  its  centre. 

Let  A  be  the  mean  radius  of  the  coil,  f  its  depth,  rj  its  breadth, 
and  71  the  number  of  windings,  the  values  of  the  coefficients  are 
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^4  =  0,   &C. 

The  principal  correction  is  that  arising  from  G^.    The  series 
becomes  G^ffi  (^  "  ^  jjj  -  («»*  ^—  i  sin^  tf)) . 

fc' 1 

The  factor  of  correction  will  differ  most  from  miity  when  the 
magnet  is  uniformly  magnetized  and  when  0=0.     In  this  case  it 

becomes  1— ^-^ .  It  vanishes  when  tan^  =  2,  or  when  the  de- 
flexion is  tan"^  i,  or  26*'34'.  Some  observers,  therefore,  arrange 
their  experiments  so  as  to  make  the  observed  deflexion  as  near 
this  angle  as  possible.  The  best  method,  however,  is  to  use  a 
magnet  so  short  compared  with  the  radius  of  the  coil  that  the 
correction  may  be  altogether  neglected. 

The  suspended  magnet  is  carefully  adjusted  so  that  its  centre 
shall  coincide  as  nearly  as  possible  with  the  centre  of  the  coil.  If, 
however,  this  adjustment  is  not  perfect,  and  if  the  coordinates  of 
the  centre  of  the  magnet  relative  to  the  centre  of  the  coil  are  x,  y,  z, 
z  being  measured  parallel  to  the  axis  of  the  coil^  the  factor  of 

correction  is  f  1  +  f  ^   ^  ~       ) . 

When  the  radius  of  the  coil  is  large^  and  the  adjustment  of  the 
magnet  carefully  made^  we  may  assume  that  this  correction  is 
insensible. 

« 

GaugaiiCs  Arrangement. 

712.]  In  order  to  get  rid  of  the  correction  depending  on  63 
Gaugain  constructed  a  galvanometer  in  which  this  term  was  ren- 
dered zero  by  suspending  the  magnet^  not  at  the  centre  of  the 
coil,  but  at  a  point  on  the  axis  at  a  distance  from  the  centre  equal 
to  half  the  radius  of  the  coil.     The  form  of  G^  is 

and,  since  in  this  arrangement  B  =  \A^  G^=  0. 

This  arrangement  would  be  an  improvement  on  the  first  form 
if  we  could  be  sure  that  the  centre  of  the  suspended  magnet  is 
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exactly  at  the  point  thus  defined.  The  position  of  the  centre  of  the 
magnet^  however,  is  always  uncertain,  and  this  uncertainty  intro- 
duces a  &ctor  of  correction  of  unknown  amount  depending  on  G^  and 

of  the  form  (\  —t  -7) »  where  z  is  the  unknown  excess  of  distance 

of  the  centre  of  the  magnet  from  the  plane  of  the  coil.     This 

correction  depends  on  the  first  power  of -^ .     Hence  Gaugain's  coil 

with  eccentrically  suspended  magnet  is  subject  to  far  greater  un- 
certainty than  the  old  form. 

HelmhoUz^s  Arrangement. 

713.]  Helmholtz  converted  Gbugain's  galvanometer  into  a  trust- 
worthy instrument  by  placing  a  second  coil,  equal  to  the  first,  at 
an  equal  distance  on  the  other  side  of  the  magnet. 

By  placing  the  coils  symmetrically  on  both  sides  of  the  magnet 
we  get  rid  at  once  of  all  terms  of  even  order. 

Let  A  be  the  mean  radius  of  either  coil,  the  distance  between 
their  mean  planes  is  made  equal  to  A^  and  the  magnet  is  suspended 
at  the  middle  point  of  their  common  axis.     The  coefficients  are 

_\^iin  1   ,         ,  f2 

62  =  0, 

G3  =  0.0512  -^^-  (31  P  -  36r?2), 

G,  =  0, 

G^,  =  -0.73728      '^^ 


V5A 


5 


where  n  denotes  the  number  of  windings  in  both  coils  together. 

It  appears  from  these  results  that  if  the  section  of  the  coils  be 
rectangular,  the  depth  being  f  and  the  breadth  77,  the  value  of 
G,,  as  corrected  for  the  finite  size  of  the  section,  will  be  small,  and 
will  vanish,  if  f  is  to  7/  as  36  to  31. 

It  is  therefore  quite  unnecessary  to  attempt  to  wind  the  coils 
upon  a  conical  surface,  as  has  been  done  by  some  instrument  makers, 
for  the  conditions  may  be  satisfied  by  coils  of  rectangular  section, 
which  can  be  constructed  with  far  greater  accuracy  than  coils 
wound  upon  an  obtuse  cone. 

The  arrangement  of  the  coils  in  Helmholtz's  double  galvanometer 
is  represented  in  Fig.  54,  Art.  725. 
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The  field  of  force  due  to  the  double  coil  is  represented  in  section 
in  Fig.  XIX  at  the  end  of  this  volume. 

Galvanometer  of  Four  Coils, 

714.]  By  combining  four  coils  we  may  get  rid  of  the  coefficients 

^2>  ^3»  ^A>  ^6 J  ^^^  ^6"  ^^^  ^y  ^^7  symmetrical  combinations 
we  get  rid  of  the  coefficients  of  even  orders  Let  the  four  coils 
be  parallel  circles  belonging  to  the  same  sphere,  corresponding 
to  angles  6,  ^,  tt— ^,  and  it—O. 

Let  the  number  of  windings  on  the  first  and  fourth  coil  be  n, 
and  the  number  on  the  second  and  third  pn.  Then  the  condition 
that  63  =  0  for  the  combination  gives 

nsm^eQ^'{e)  +  pnsm^(t>Qs'{(t>)=^0,  (1) 

and  the  condition  that  0^=0  gives 

n8m^0Q,'{e)  +  pnsm^4>Q,'{<t>)  =  0,  (2) 

Putting  sin^  $  =:  a:    and     sin^  4>  ^y^  (3) 

and  expressing  Q^^  and  Q5'  (Art.  698)  in  terms  of  these  quantities^ 
the  equations  (1)  and  (2)  become 

4ar  — 5ar*  +  4joy— 5jo^2  =  0,  (4) 

Sa!—2Sx^-\-2lx^-\-Spy—2Spf  +  2lpy^  =  0.  (5) 

Taking  twice  (4)  from  (5),  and  dividing  by  3,  we  get 

6a?2-7ar3-|.6j?/-7j0^3  «  q.  (6) 

Hence,  from  (4)  and  (6), 

X  5a?— 4      a^  7a?— 6 

y  4  — Sy"',^*  6  — 7y 
and  we  obtain 

__  ^  7a?— 6  _   32      7a?— 6 

^  "  ^  5a:-4  '  ^  "  49^  (5ar-"^ ' 

Both  a?  and  y  are  the  squares  of  the  sines  of  angles  and  must 
therefore  lie  between  0  and  1.  Hence^  either  x  is  between  0  and  f, 
in,  which  case  y  is  between  ^  and  1,  and  p  between  00  and  ^^ 
or  else  x  is  between  ^  and  1,  in  which  case  y  is  between  0  and 
f,  and/?  between  0  and  |f . 

Galvanometer  of  Three  Coils. 

715.]  The  most  convenient  arrangement  is  that  in  which  a?  =  1. 
Two  of  the  coils  then  coincide  and  form  a  great  circle  of  the  sphere 
whose  radius  is  C.  The  number  of  winding^  in  this  compound 
coil  is  64.  The  other  two  coils  form  small  circles  of  the  sphere. 
The  radius  of  each  of  them  is  ^^  C.     The  distance  of  either  of 
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them  from  the  plane  of  the  first  ia  s/f  C.    The  namber  of  winding^a 
OD  each  of  these  coils  is  49. 

The  valne  of  G,  is  -^r  • 

This  arrangemcDt  of  coils  is  represented  lu  Yig.  51. 


Pig.H. 

Since  in  this  three-coiled  galvanometer  the  first  term  after  G^ 
which  has  a  finite  value  is  (?,,  a  large  portion  of  the  sphere  on 
whose  surfticc  the  eoils  lie  forms  a  field  offeree  sensibly  uniform, 

If  we  could  wind  the  wire  over  the  whole  of  a  spherical  surfece, 
as  described  in  Art.  627,  we  should  obtain  a  field  of  perfectly 
uniform  force.  It  is  practically  impossible,  however,  to  distribute 
the  windings  on  a  spherical  surface  mth  suihcient  accuracy,  even 
if  such  a  coil  were  not  Uable  to  the  objection  that  it  forms  a  closed 
suriocej  80  that  its  interior  is  inaccessible. 

By  putting  the  middle  coil  out  of  the  circuit,  and  making  the 
current  flow  in  opposite  directions  through  the  two  side  coils,  we 
obtain  a  field  of  force  which  exerts  a  nearly  uniform  action  in 
the  direction  of  the  axis  on  a  magnet  or  coil  suspended  within  it, 
with  its  axis  coinciding  with  that  of  the  coils ;  see  Art.  673,  For 
in  this  case  all  the  coeificicnts  of  odd  orders  disappear,  and  since 

Hence  the  expression  for  the  magnetic  potential  near  the  centre 
of  the  coil  becomes 

«  =  v/?,.yJ3^  %(»)  +  V  ^  «.(»)  +  8«!.|- 
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On  the  Proper  Thickness  of  the  Wire  of  a  Galvanometer,  the  External 

Resistance  being  given. 

716.]  Let  the  form  of  the  channel  in  which  the  galvanometer 
coil  is  to  be  wound  be  given^  and  let  it  be  required  to  determine 
whether  it  ought  to  be  filled  with  a  long  thin  wire  or  with  a  shorter 
thick  wire. 

Let  I  be  the  length  of  the  wire,  y  its  radius,  y-\-b  the  radius 
of  the  wire  when  covered,  p  its  specific  resistance,  g  the  value  of 
G  for  unit  of  length  of  the  wire,  and  r  the  part  of  the  resistance 
which  is  independent  of  the  galvanometer. 

The  resistance  of  the  galvanometer  wire  is 

The  volume  of  the  coil  is 

r=4/(y+5)a. 

The  electromagnetic  force  is  y  G,  where  y  is  the  strength  of  the 
current  and  G  =  gl. 

If  E  is  the  electromotive  force  acting  in  the  circuit  whose 
resistance  is  ^ -h r,  E  =  y{R'\-r), 

The  electromagnetic  force  due  to  this  electromotive  force  is 

which  we  have  to  make  a  maximum  by  the  variation  of  y  and  L 
Inverting  the  fraction,  we  find  that 

pi         r 

Trp  y^      gi 

is  to  be  made  a  minimum.     Hence 

^p  dy       rdl 

2  ^    3  +  -72"  =  ^• 

If  the  volume  of  the  coil  remains  constant 

dl  dy 

-p  4- 2 --4=0. 
/  yj,h 

Eliminating  dl  and  dy,  we  obtain 

py-^-h 


T  > 


TT     /  I 

r        y-\-b 
or  ='LZL_. 

E  y 

Hence  the  thickness  of  the  wire  of  the  galvanometer  should  be 
such  that  the  external  resistance  is  to  the  resistance  of  the  gal- 
vanometer coil  as  the  diameter  of  the  covered  \vire  to  the  diameter 
of  the  wire  itself. 

VOL.  IT.  Y 
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On  Sensitive  Galvanometers, 

717.]  In  the  construction  of  a  sensitive  galvanometer  the  aim 
of  every  part  of  the  arrangement  is  to  produce  the  greatest  possible 
deflexion  of  the  magnet  by  means  of  a  given  small  electromotive 
force  acting  between  the  electrodes  of  the  coil. 

The  current  through  the  wire  produces  the  greatest  effect  when 
it  is  placed  as  near  as  possible  to  the  suspended  magnet.  The 
magnet,  however,  must  be  left  free  to  oscillate,  and  therefore  there 
is  a  certain  space  which  must  be  left  empty  within  the  coil.  This 
defines  the  internal  boundary  of  the  coil. 

Outside  of  this  space  each  winding  must  be  placed  so  as  to  have 
the  greatest  possible  effect  on  the  magnet.  As  the  number  of 
windings  increases,  the  most  advantageous  positions  become  filled 
up,  so  that  at  last  the  increased  resistance  of  a  new  winding 
diminishes  the  effect  of  the  current  in  the  former  windings  more 
than  the  new  winding  itself  adds  to  it.  By  making  the  outer 
windings  of  thicker  wire  than  the  inner  ones  we  obtain  the  greatest 
magnetic  effect  from  a  given  electromotive  force. 

718.]  We  shall  suppose  that  the  windings  of  the  galvanometer 
are  circles,  the  axis  of  the  galvanometer  passing  through  the  centres 
of  these  circles  at  right  angles  to  their  planes. 

Let  rsin^  be  the  radius  of  one  of  these  circles,  and  r  cos^  the 
distance  of  its  centre  from  the  centre  of  the  galvanometer,  then, 
if  /  is  the  length  of  a  portion  of  wire  coinciding  with  this  circle, 

and  y  the  current  which  flows  in  it,  the 
magnetic  force  at  the  centre  of  the  gal- 
vanometer resolved  in  the  direction  of 
the  axis  is  gin  e 

If  we  write         r^  =  x^  sin  ^,  (1) 

this  expression  becomes  y  —^  • 

X 

Hence,  if  a  surface  be  constructed 
similar  to  those  represented  in  section 
in  Fig.  52,  whose  polar  equation  is 

/•2  =  xy^  sin  e,  (2) 

where  a-^  is  any  constant,  a  given  length 
of  wire  bent  into  the  form  of  a  circular 
^^'  ^^'  arc   will    produce    a   greater    magnetic 

effect  when  it  lies  within  this  surface  than  when  it  lies  outside  it. 
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It  follows  from  this  that  the  outer  surface  of  any  layer  of  wire 
ought  to  have  a  constant  value  of  x,  for  if  a?  is  greater  at  one  place 
than  another  a  portion  of  wire  might  he  transferred  from  the  first 
place  to  the  second,  so  as  to  increase  the  force  at  the  centre  of  the 
galvanometer. 

The  whole  force  due  to  the  coil  is  y  G^,  where 


G 


-!%■  (') 


the  integration  heing  extended  over  the  whole  length  of  the  wire, 
X  being  considered  as  a  fimction  of  /. 

719.]  Let  y  be  the  radius  of  the  wire,  its  transverse  section  will 
be  iry^.  Let  p  be  the  specific  resistance  of  the  material  of  which 
the  wire  is  made  referred  to  unit  of  volume,  then  the  resistance  of  a 

length  I  is  ^-^ ,  and  the  whole  resistance  of  the  coil  is 


Tty* 


R  =  ^/^^  (4) 


where  y  is  considered  a  function  of  /. 

Let  Y^  be  the  area  of  the  quadrilateral  whose  angles  are  the 
sections  of  the  axes  of  four  neighbouring  wires  of  the  coil  by  a 
plane  through  the  axis,  then  Y^l  is  the  volume  occupied  in  the  coil 
by  a  length  I  of  wire  together  with  its  insulating  covering,  and 
including  any  vacant  space  necessarily  left  between  the  windings 
of  the  coil.     Hence  the  whole  volume  of  the  coil  is 

F=fr^dl,  (5) 

where  Y  is  considered  a  fimction  of  /. 

But  since  the  coil  is  a  figure  of  revolution 

r  =  2  TrJJr^  sin  0  dr  dO,  (6) 

or,  expressing  r  in  terms  of  x,  by  equation  (2), 

r  =  2  TT /L?2  (sin  fffi  dx  do.  (7) 

Now  2  77  /   (sin  0)^  dO  is  a  numerical  quantity,  call  it  JV,  then 

r=iiVa?«-ro,  (8) 

where    V^   is    the    volume    of   the    interior   space    left    for   the 
magnet. 

Let  us  now  consider  a  layer  of  the  coil  contained  between  the 
surfi^es  X  and  x+dx. 

Y  2 
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The  volume  of  this  layer  is 

dF  =  Nx^  dx  =  72  rf/,  (9) 

where  dl  is  the  length  of  wire  in  this  layer. 

This  gives  us  dl  in  terms  of  dx.     Substituting  this  in  equations 

(3)  and  (4),  we  find  j^ 

dG  =  Nf,,  (10) 

dR  =  N^'^^,  (11) 

where  dO  and  dR  represent  the  portions  of  the  values  of  G  and  of 
R  due  to  this  layer  of  the  coil. 

Now  if  E  be  the  given  electromotive  force, 

where  r  is  the  resistance  of  the  external  part  of  the  circuit,  in- 
dependent of  the  galvanometer,  and  the  force  at  the  centre  is 

y^  =  ^RVr- 

We  have  therefore  to  make  ^ —  a  maximum,  by  properly  ad- 
justing the  section  of  the  wire  in  each  layer.  This  also  necessarily 
involves  a  variation  of  Y  because  Y  depends  on  y. 

Let  Gq  and  Rq  be  the  values  of  G  and  of  i?-f  r  when  the  given 
layer  is  excluded  from  the  calculation.     We  have  then 

RVr"  R^^-dR'  ^     ^ 

and  to  make  this  a  maximum  by  the  variation  of  the  value  of  t/  for 
the  given  layer  we  must  have 

^.dR       ^^' 
dy 

Q 

Since  dx  is  very  small  and  ultimately  vanishes,  -^y  will  be  sensibly, 

Rq 

and  ultimately  exactly,  the  same  whichever  layer  is  excluded,  and 
we  may  therefore  regard  it  as  constant.  We  have  therefore,  by  ( 1 0) 
and  (11),  ^  Y  dv  ^       pR  +  r 

If  the  method  of  covering  the  wire  and  of  winding  it  is  such 
that  the  pro])ortion  between  the  space  occupied  by  the  metal  of 
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the  wire  bears  the  same  proportion  to  the  space  between  the  wires 
whether  the  wire  is  thick  or  thin,  then 

and  we  must  make  both  y  and  Y  proportional  to  x^  that  is  to  say, 
the  diameter  of  the  wire  in  any  layer  must  be  proportional  to  the 
linear  dimension  of  that  layer. 

If  the  thickness  of  the  insulating  covering  is  constant  and  equal 
to  d,  and  if  the  wires  are  arranged  in  square  order, 

r=2(y+«),  (15) 

and  the  condition  is 

—  -  -^      -'  =  constant.  (16) 

In  this  case  the  diameter  of  the  wire  increases  with  the  diameter 
of  the  layer  of  which  it  forms  part,  but  not  in  so  high  a  ratio. 

If  we  adopt  the  first  of  these  two  hypotheses,  which  will  be  nearly 
true  if  the  wire  itself  nearly  fills  up  the  whole  space,  then  we  may 
put  y  -  0.x,         Y-^y, 

where  a  and  j3  are  constant  numerical  quantities,  and 


a^  p^  ^a       x^ 


where  a  is  a  constant  depending  upon  the  size  and  form  of  the  free 
space  left  inside  the  coil. 

Hence,  if  we  make  the  thickness  of  the  wire  vary  in  the  same 
ratio  as  x^  we  obtain  very  little  advantage  by  increasing  the 
external  size  of  the  coil  after  the  external  dimensions  have  become 
a  large  multiple  of  the  internal  dimensions. 

720.]  If  increase  of  resistance  is  not  regarded  as  a  defect,  as 
when  the  external  resistance  is  far  greater  thau  that  of  the  gal- 
vanometer, or  when  our  only  object  is  to  produce  a  field  of  intense 
force,  we  may  make  y  and  Y  constant.     We  have  then 

where  a  is  a  constant  depending  on  the  vacant  space  inside  the 
coil.  In  this  case  the  value  of  G  increases  uniformly  as  the 
dimensions  of  the  coil  are  increased,  so  that  there  is  no  limit  to 
the  value  of  0  except  the  labour  and  expense  of  making  the  coil. 
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On  Suspendtd  Coils. 
731.]  In  the  ordinary  galvanometer  a  euspended  ma^et  is  acted 
on  by  a  fixed  coil.  But  if  the  coil  can  be  suspended  with  Bnfficient 
delicacy,  we  may  determine  the  action  of  the  magnet,  or  of  another 
coil  on  the  suspended  coil,  by  iU  deflexion  from  the  poeition  of 
equilibrium. 

We  cannot,  however,  introduce  the  electric  current  into  the  coil 
nnlees  there  is  metallic  connexion  between  the  electrodes  of  the 
battery  and  those  of  the  wire  of  the  coil.  This  connexion  may  be 
made  in  two  different  ways,  by  the  Bifilar  Suspension,  and  by  wires 
in  opposite  directions. 

The  hifilar  suspension  has  already  been  described  in  Art.  459 
as  applied  to  magnets.  The  arrangement  of  the  upper  part  of  the 
suspension  is  shewn  in  Fig.  55.  When  applied  to  coils,  the  two 
fibres  are  no  longer  of  silk  but  of  metal,  and  since  the  torsion  of 
a  metal  wire  capable  of  supporting  the  coil  and  transmitting  the 
current  is  much  greater  than  that  of  a  silk  fibre,  it  must  be  taken 
specialty  into  acconnt.  This  suspension  has  been  brought  to  great 
perfection  in  the  instruments  constructed  by  M.  Weber. 

The  other  method  of  suspension  is  by  means  of  a  single  wire 
which  is  connected  to  one  extremity  of  the  coil.  The  other  ex- 
tremity of  the  coil  is  connected  to  another  wire  which  is  made 
to  hang  down,  in  the  same  vertical  straight  line  with  the  first  wire, 
into  a  cup  of  mercury,  as  is  shewn  in  Fig.  57,  Art.  729.  In  certain 
cases  it  is  convenient  to  fasten  the  extremities  of  the  two  wires  to 
pieces  by  which  they  may  be  tightly  stretched,  care  being  taken 
that  the  line  of  these  wires  passes 
through  the  centre  of  gravity  of  the 
coil.  The  apparatus  in  this  form 
may  be  used  when  the  axis  is  not 
vertical ;  see  Fig.  53. 

722.]  The  suspended  coil  may  be 
used  as  an  exceedingly  sensitive  gal- 
vanometer, for,  by  increasing  the  in- 
tensity of  the  magnetic  force  in  the 
field  in  which  it  hangs,  the  force  due 
to  a  feeble  current  in  the  coil  may 
be  greatly  increasi-'d  (vithout  adding 
to  the  mass  of  the  coil.  The  mag- 
netic force  for  this  purpose  may  be 
i  of  permanent  magnets,  or  by  electromagnets 
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excited  by  an  auxiliary  current,  and  it  may  be  powerfully  concen- 
trated on  the  suspended  coil  by  means  of  soft  iron  armatures.  Thus, 
in  Sir  W.  Thomson's  recording  apparatus^  Fig.  53,  the  coil  is  sus- 
pended between  the  opposite  poles  of  the  electromagnets  N  and  S, 
and  in  order  to  concentrate  the  lines  of  magnetic  force  on  the  ver- 
tical sides  of  the  coil,  a  piece  of  soft  iron,  D^  is  fixed  between  the 
poles  of  the  magnets.  This  iron  becoming  magnetized  by  induc- 
tion, produces  a  very  powerful  field  of  force,  in  the  intervals  between 
it  and  the  two  magnets,  through  which  the  vertical  sides  of  the 
coil  are  free  to  move,  so  that  the  coil,  even  when  the  current 
through  it  is  very  feeble,  is  acted  on  by  a  considerable  force 
tending  to  turn  it  about  its  vertical  axis. 

723.]  Another  application  of  the  suspended  coil  is  to  determine, 
by  comparison  with  a  tangent  galvanometer,  the  horizontal  com- 
ponent of  terrestrial  magnetism. 

The  coil  is  suspended  so  that  it  is  in  stable  equilibrium  when 
its  plane  is  parallel  to  the  magnetic  meridian.  A  current  y  is 
passed  through  the  coil  and  causes  it  to  be  deflected  into  a  new 
position  of  equilibrium,  making  an  angle  $  with  the  magnetic 
meridian.  If  the  suspension  is  bifilar,  the  moment  of  the  couple 
which  produces  this  deflexion  is  Fsin  0,  and  this  must  be  equal  to 
If  yff  cos  0,  where  H  is  the  horizontal  component  of  terrestrial  mag- 
netism, y  is  the  current  in  the  coil,  and  y  is  the  sum  of  the  areas  of 
all  the  windings  of  the  coil.     Hence 

F 
II  y  =       tan^. 

If  A  is  the  moment  of  inertia  of  the  coil  about  its  axis  of  sus- 
pension, and  T  the  time  of  a  single  vibration, 

TT^A 

and  we  obtain  Hy  =  7573-  tan  0. 

If  the  same  current  passes  through  the  coil  of  a  tangent  galva- 
nometer, and  deflects  the  magnet  through  an  angle  </>, 

where  G  is  the  principal  constant  of  the  tangent  galvanometer.  Art.  7 1 0. 
From  these  two  equations  we  obtain 

This  method  vva^  <i^iven  by  F.  Kohlrausch  *. 

•  I*ogg-i  Ann,  cxxxviil,  Feb.  18C9. 
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724.]  Sir  William  Thomson  has  constnicted  a  single  instrument 
hy  means  of  which  the  observations  required  to  determine  H  and  y 
may  be  made  simultaneously  by  the  same  observer. 

The  coil  is  suspended  so  as  to  be  in  equilibrium  with  its  plane 
in  the  magnetic  meridian,  and  is  deflected  from  this  position 
when  the  current  flows  through  it.  A  very  small  magnet  is  sus- 
pended at  the  centre  of  the  coil,  and  is  deflected  by  the  current  in 
the  direction  opposite  to  that  of  the  deflexion  of  the  coil.  Let  the 
deflexion  of  the  coil  be  d,  and  that  of  the  magnet  ^^  then  the 
energy  of  the  system  is 

Hyg  BVi6-\-myG sin {d—<l>)—IIm cos <^— ^cos 6. 

Differentiating  with  respect  to  0  and  ^,  we  obtain  the  equa- 
tions of  equilibrium  of  the  coil  and  of  the  magnet  respectively, 

/fy;^cos^-f  wyG^  cos  (^—<^)-|-i'sin^  =  0, 
^m  y  G  cos  {0—<p)  +  Hm  sin  <^  =  0. 

From  these  equations  we  find,  by  eliminating  H  or  y,Sk  quadratic 
equation  from  which  y  or  //  may  be  found.  If  «»,  the  magnetic 
moment  of  the  suspended  magnet,  is  very  small,  we  obtain  the 
following  approximate  values 

jj.       TT          / — A  G  sin  0  cos  {$  —  <p)      ^mG  cos  {d—(t>) 
~T   A/  ~.~^  ::m i 


=  T\/. 


(/  cos  6  sin  (f)  g        cos  Q 

—  A  sin  Q  sin  <^  .m  sin  </> 

2  ~ 


G^  cos^  cos(^— </))  g  cos^ 

In  these  expressions  G  and  g  are  the  principal  electric  constants 
of  the  coil,  A  its  moment  of  inertia,  T  its  time  of  vibration,  m  the 
magnetic  moment  of  the  magnet,  11  the  intensity  of  the  horizontal 
magnetic  force,  y  the  strength  of  the  current,  Q  the  deflexion  of  the 
coil,  and  <^  that  of  the  magnet. 

Since  the  deflexion  of  the  coil  is  in  the  opposite  direction  to  the 
deflexion  of  the  magnet,  these  values  of  //  and  y  will  always  be 
real. 

Weber' 8  Electrodyiiamometer. 

725.]  In  this  instrument  a  small  coil  is  suspended  by  two  wires 
within  a  larger  coil  which  is  fixed.  When  a  current  is  made  to 
flow  through  both  coils,  the  suspended  coil  tends  to  place  itself 
parallel  to  the  fixed  coil.  This  tendency  is  counteracted  by  the 
moment  of  the  forces  arising  from  the  bifilar  suspension,  and  it  is 
also  affected  by  the  action  of  terrestrial  magnetism  on  the  sus- 
pended coil. 
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In  the  ordinary  use  of  the  instrument  the  planes  of  the  two  coils 
are  nearly  at  right  angles  to  each  other,  so  that  the  mutual  action 
of  the  currents  in  the  coiis  may  be  as  great  as  possible,  and  the 
plane  of  the  suspended  coil  is  nearly  at  right  angles  to  the  magnetic 
meridian,  so  that  the  action  of  terrestrial  magnetism  may  be  as 
small  as  possible. 

Let  the  magnetic  azimuth  of  the  plane  of  the  fixed  coil  be  a, 
and  let  the  angle  which  the  axis  of  the  suspended  coil  makes  with 
the  plane  of  the  fixed  coil  be  ^H-jS,  where  j8  is  the  value  of  this 
angle  when  the  coil  is  in  equilibrium  and  no  current  is  flowing, 
and  0  is  the  deflexion  due  to  the  current.  The  equation  of  equi- 
librium is 

Let  us  suppose  that  the  instrument  is  adjusted  so  that  a  and  j3 
are  both  very  small^  and  that  Hgy^  is  small  compared  with  F, 
We  have  in  this  case,  approximately, 

tan ^  =  9lhy^^^ _  Hgy^^m(a-\-P) _  HGg^y^y^^ _  G^g^y^^y/sinfi ^ 
p  F  F^  F^ 

If  the  deflexions  when  the  signs  of  y^  and  72  are  changed  are 
as  follows :  0^  ^^gn  y^  is  +   and  y^   +, 

^2  »'  "  > 


then  we  find 


"3  j>  "I"       ^» 

^4  >»  —       »        + 


F 

yiy-2  =  I  7s :(tan(?i+tan^2— tan^o  — tan^J. 

Gg  cos  13  ^  ^  ^  *^ 

If  it  is  the  same  current  which  flows  through  both  coils  we  may  put 

y^  yg  =  y*,  and  thus  obtain  the  value  of  y. 

When  the  currents  are  not  very  constant  it  is  best  to  adopt  this 
method,  which  is  called  the  Method  of  Tangents. 

If  the  currents  are  so  constant  that  we  can  adjust  /3,  the  angle 
of  the  torsion-head  of  the  instrument^  we  may  get  rid  of  the 
correction  for  terrestrial  magnetism  at  once  by  the  method  of  sines. 
In  this  method  fi  is  adjusted  till  the  deflexion  is  zero,  so  that 

If  the  signs  of  y|  and  y2  are  indicated  by  the  suffixes  o(  (3  vls 

before, 

Fsmfii=  —Fsmp^=i^Ggy^y^-\-Hgy^%\vLay 

Fsinfi^  =  —Fsinp^^z^Ggyiyi'-Hgy.^Bina, 

F 
and  ^1  ^«  ~  -  4  g7  (®^°  ^*  "^  ®"^  ^2-  sin  p^^  -  sin  /S^). 
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This  is  the  method  adopted  by  Mr.  liatimer  Clark  in  his  use 
of  the  inetrnmeDt  constnicted  by  the  £leetrical  Committee  of  the 
British  Aasociation.  V/e  are  iadebted  to  Mr.  Clark  for  the  drawing 
of  the  electrodynamometer  in  Figure  54,  in  which  Helmholtz's 
arrangement  of  two  coils  is  adopted  both  for  the  fixed  and  for  tJie 
suspended  coil  *.  The  torsion-head  of  the  instrument,  by  which 
the  bifilar  suspension  is  adjusted,  is  represented  in  Fig.  55.     The 


RgE5- 
equality  of  the  tension  of  the  suspension  wires  is  ensured  by  their 
being  attached  to  the  extremities  of  a  silk  thread  which  passes  over 
a  wheel,  and  their  distance  is  regulated  by  two  guide-wheels,  which 
can  be  set  at  the  proper  distance.  The  suspended  coil  can  be  moved 
vertically  by  means  of  a  screw  acting  on  the  suspension  wheel, 
and  horizontally  in  two  directions  by  the  sliding  pieces  shewn  at 
the  bottom  of  Fig.  55.  It  is  adjusted  in  azimuth  by  means  of  the 
torsion-screw,  which  turns  the  torsion-head  round  a  vertical  axis 
(see  Art.  459).  The  azimuth  of  the  suspcuded  coil  is  ascertained 
by  observing  the  reflexion  of  a  scale  in  the  mirror,  shen'n  just 
beneath  the  axis  of  the  suspended  coil. 

•  In  the  actual  iDBtmment,  the  wires  conveying  the  current  to  Mid  trom  the  cnila 

are  not  stiread  out  u  tluplkjeil  in  the  ii^re,  but  tie  kept  u  cloac  together  bb  jioii- 
siblo,  BO  OH  to  neutralue  each  other's  electn>niagiietic  v-Uoa. 
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The  instrument  originally  constructed  by  Weber  is  described  in 
his  ElektrodynamUche  Maasbestiminungen.  It  was  intended  for  the 
measurement  of  small  currents,  and  therefore  both  the  fixed  and 
the  suspended  coils  consisted  of  many  windings,  and  the  suspended 
coil  occupied  a  larger  part  of  the  space  within  the  fixed  coil  than  in 
the  instrument  of  the  British  Association^  which  was  primarily  in- 
tended as  a  standard  instrument,  with  which  more  sensitive  instru- 
ments might  be  compared.  The  experiments  which  he  made  with 
it  furnish  the  most  complete  experimental  proof  of  the  accuracy  of 
Ampere's  formula  as  applied  to  closed  currents,  and  form  an  im- 
portant part  of  the  researches  by  which  Weber  has  raised  the 
numerical  determination  of  electrical  quantities  to  a  very  high  rank 
as  regards  precision. 

Weber's  form  of  the  electrodynamometer,  in  which  one  coil  is 
suspended  within  another^  and  is  acted  on  by  a  couple  tending 
to  turn  it  about  a  vertical  axis,  is  probably  the  best  fitted  for 
absolute  measurements.  A  method  of  calculating  the  constants  of 
such  an  arrangement  is  given  in  Art.  697. 

726.]  If,  however,  we  wish,  by  means  of  a  feeble  current,  to 
produce  a  considerable  electromagnetic  force,  it  is  better  to  place 
the  suspended  coil  parallel  to  the  fixed  coil,  and  to  make  it  capable 
of  motion  to  or  from  it. 

The  suspended  coil  in  Dr.  Joule's 
current- weigher,  Fig.  56,  is  horizontal, 
and  capable  of  vertical  motion,  and  the 
force  between  it  and  the  fixed  coil  is 
estimated  by  the  weight  which  must 
be  added  to  or  removed  from  the  coil 
in  order  to  bring  it  to  the  same  relative 
position  with  respect  to  the  fixed  coil 
that  it  has  when  no  current  passes. 

The   suspended    coil    may    also    be 

fastened  to  the  extremity  of  the  hori- 

^^'  ^^'  zontal  arm  of  a  torsion-balance,  and 

may  be  placed  between  two  fixed  coils,  one  of  which  attracts  it, 

while  the  other  repels  it,  as  in  Fig.  57. 

By  arranging  the  coils  as  described  in  Art.  729,  the  force  acting 
on  the  suspended  coil  may  be  made  nearly  uniform  within  a  small 
distance  of  the  position  of  equilibrium. 

Another  coil  may  be  fixed  to  the  other  extremity  of  the  arm 
of  the  torsion-l>alance  and  placed  between  two  fixed  coils.     If  the 


728.] 


CURRENT-WEIGHER. 
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two  suspended  coils  are  similar,  but  with  the  current  flowing  in 
opposite  directions,   the   eflect  of   terrestrial  magnetism   on   the 


Fig.  57. 

position  of  the  arm  of  the  torsion-balance  will  be  completely 
eliminated. 

727.]  If  the  suspended  coil  is  in  the  shape  of  a  long  solenoid, 
and  is  capable  of  moving  parallel  to  its  axis,  so  as  to  pass  into 
the  interior  of  a  larger  fixed  solenoid  having  the  same  axis,  then^ 
if  the  current  is  in  the  same  direction  in  both  solenoids,  the  sus- 
pended solenoid  will  be  sucked  into  the  fixed  one  by  a  force  which 
will  be  nearly  uniform  as  long  as  none  of  the  extremities  of  the 
solenoids  are  near  one  another. 

728.]  To  produce  a  uniform  longitudinal  force  on  a  small  coil 
placed  between  two  equal  coils  of  much  larger  dimensions,  we 
should  make  the  ratio  of  the  diameter  of  the  large  coils  to  the  dis- 
tance between  their  planes  that  of  2  to  \/3.  If  we  send  the  same 
current  through  these  coils  in  opposite  directions,  then,  in  the  ex- 
pression for  CD^  the  terms  involving  odd  powers  of  r  disappear^  and 
since  sin^  a  =  t  aiid  cos^  a  =  t>  ^^^  *^r™  involving  r*  disappears 
also^  and  we  have 

which  indicates  a  nearly  uniform  force  on  a  small  suspended  coil. 
The  arrangement  of  the  coils  in  this  case  is  that  of  the  two  outer 
coils  in  the  galvanometer  with  three  coils,  described  at  Art.  715. 
See  Pig.  51. 


334  ELECTROMAGNETIC   INSTRUMENTS.  [729. 

729.]  If  we  wish  to  suspend  a  coil  between  two  coils  placed 
80  near  it  that  the  distance  between  the  mutually  noting  wires  is 
small  compared  with  the  radius  of  the  coils,  the  most  uniform  force 
is  obtained  by  making  the  radius  of  either  of  the  outer  coils  exceed 

that  of  the  middle  one  by  -y=  of  the  distance  between  the  planes 

v3 

of  the  middle  and  outer  coils. 


CHAPTER    XVI. 
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730.]  So  many  of  the  measurements  of  electrical  quantities 
depend  on  observations  of  the  motion  of  a  vibrating  body  that  we 
shall  devote  some  attention  to  the  nature  of  this  motion^  and  the 
best  methods  of  observing  it. 

The  small  oscillations  of  a  body  about  a  position  of  stable  equi- 
librium are,  in  general,  similar  to  those  of  a  point  acted  on  by 
a  force  varying  directly  as  the  distance  from  a  fixed  point.  In 
the  case  of  the  vibrating  bodies  in  our  experiments  there  is  also 
a  resistance  to  the  motion^  depending  on  a  variety  of  causes^  such 
as  the  viscosity  of  the  air,  and  that  of  the  suspension  fibre.  In 
many  electrical  instruments  there  is  another  cause  of  resistance, 
namely,  the  reflex  action  of  currents  induced  in  conducting  circuit43 
placed  near  vibrating  magnets.  These  currents  are  induced  by  the 
motion  of  the  magnet,  and  their  action  on  the  magnet  is,  by  the 
law  of  Lenz^  invariably  opposed  to  its  motion.  This  is  in  many 
cases  the  principal  part  of  the  resistance. 

A  metallic  circuit,  called  a  Damper,  is  sometimes  placed  near 
a  magnet  for  the  express  purpose  of  damping  or  deadening  its 
vibrations.  We  shall  therefore  speak  of  this  kind  of  resistance 
as  Damping. 

In  the  case  of  slow  vibrations,  such  as  can  be  easily  observed^ 
the  whole  resistance,  from  whatever  causes  it  may  arise,  appears 
to  be  proportional  to  the  velocity.  It  is  only  when  the  velocity 
is  much  greater  than  in  the  ordinary  vibrations  of  electromagnetic 
instruments  that  we  have  evidence  of  a  resistance  proportional  to 
the  square  of  the  velocity. 

We  have  therefore  to  investigate  the  motion  of  a  body  subject 
to  an  attraction  varying  as  the  distance^  and  to  a  resistance  varying 
as  the  velocity. 


336 


ELECTROMAGNETIC   OBSERVATIONS. 


[731- 


731.]  The  following  application,  by  Professor  Tait*,  of  the 
principle  of  the  Hodograph,  enables  us  to  investigate  this  kind 
of  motion  in  a  very  simple  manner  by  means  of  the  equiangular 
spiral. 

Let  it  be  required  to  find  the  acceleration  of  a  particle  which 
describes  a  logarithmic  or  equiangular  spiral  with  uniform  angular 
velocity  a»  about  the  pole. 

The  property  of  this  spiral  is,  that  the  tangent  FT  makes  with 
the  radius  vector  PS  a  constant  angle  a. 

If  V  is  the  velocity  at  the  point  P,  then 

V .  sin  a  =  o) .  ST. 

Hence,  if  we  draw  S'P'  parallel  to  PT  and  equal  to  SP^  the  velocity 
at  P  will  be  given  both  in  magnitude  and  direction  by 


t;  = 


0) 


sma 


SF. 


Fig.  58. 

Hence  P'  will  be  a  point  in  the  hodograph.  But  SF  is  SP  turned 
through  a  constant  angle  tt  — a,  so  that  the  hodograph  described 
by  F  is  the  same  as  the  original  spiral  turned  about  its  pole  through 

an  angle  T:^a, 

The  acceleration  of  Pis  represented  in  magnitude  and  direction 

by  the  velocity  of  F  multii)lied  by  the  same  factor,  -; 

Hence,  if  we  perform  on  SP  the  same  operation  of  turning  it 

♦  Froc.  R.  8.  Ellin.,  Dec.  16, 1867. 
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through  an  angle  tt— a  into  the  position  5P",  the  acceleration  of  P 
will  be  equal  in  magnitude  and  direction  to 


sin^a 


where  5P"  is  equal  to  SP  turned  through  an  angle  27r— 2  a. 

If  we  drawjPjP  equal  and  parallel  to  SP",  the  acceleration  will  be 

-i— 5-  PF.  which  we  may  resolve  into 

sm^  a  '' 


PS  and   -A^  PK. 


sin^a  sin^a 

The  first  of  these  components  is  a  central  force  towards  8  pro- 
portional to  the  distance. 

The  second  is  in  a  direction  opposite  to  the  velocity,  and  since 


T>rr      «           7VO          ^  sin  a  cos  a 
PJC=  2  cosaFS  =  —2 v, 


this  force  may  be  written 


^  0)  cos  a 

—  2—. V. 

sma 


The  acceleration  of  the  particle  is  therefore  compounded  of  two 
parts,  the  first  of  which  is  an  attractive  force  /utr,  directed  towards  5, 
and  proportional  to  the  distance,  and  the  second  is  —  2^i7,  a  resist- 
ance to  the  motion  proportional  to  the  velocity,  where 


ft)"  J    7  cos  a 

U  =    -  -  „-  J    ft^d    X-  =  6)  -.-  — 

sm^  a  sm  a 


If  in  these  expressions  we  make  a  =  «  »  ^^^  orbit  becomes  a  circle, 

and  we  have  ixq  =  (Oq^,  and  i  =  0. 

Hence,  if  the  law  of  attraction  remains  the  same,  ix  =  ^Xq,  and 

CO  =  q)q  sin  a, 
or  the  angular  velocity  in  difierent  spirals  with  the  same  law  of 
attraction  is  proportional  to  the  sine  of  the  angle  of  the  spiral. 

732.]  If  we  now  consider  the  motion  of  a  point  which  is  the 
projection  of  the  moving  point  P  on  the  horizontal  line  XY^  we 
shall  find  that  its  distance  from  S  and  its  velocity  are  the  horizontal 
components  of  those  of  P.  Hence  the  acceleration  of  this  point  is 
also  an  attraction  towards  S,  equal  to  /x  times  its  distance  from  S, 
together  with  a  retardation  equal  to  i  times  its  velocity. 

We  have  therefore  a  complete  construction  for  the  rectilinear 
motion  of  a  point,  subject  to  an  attraction  proportional  to  the 
distance  from  a  fixed  point,  and  to  a  resistance  proportional  to 
the  velocity.     The  motion  of  such  a  point  is  simply  the  horizontal 

VOL.  II.  z 
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part  of  the  motion  of  another  point  which  moves  with  uniform 
angular  velocity  in  a  logarithmic  spiral. 
733.]  The  equation  of  the  spiral  is 

r  =  Ce^^^\ 
To  determine  the  horizontal  motion,  we  put 

where  a  is  the  value  of  as  for  the  point  of  equilibrium. 

If  we  draw  BSD  making  an  angle  a  with  the  vertical,  then  the 
tangents  jBX,  DT,  GZ,  &c.  will  be  vertical,  and  X,  Y,  Z,  &c.  will 
be  the  extremities  of  successive  oscillations. 

734.]  The  observations  which  are  made  on  vibrating  bodies  are^ 

(1)  The  scale-reading  at  the  stationary  points.     These  are  called 

Elongations. 

(2)  The  time  of  passing  a  definite  division  of  the  scale  in  the 

positive  or  negative  direction. 

(3)  The  scale-reading  at  certain  definite  times.     Observations  of 

this  kind  are  not  often  made  except  in  the  case  of  vibrations 
of  long  period  *. 

The  quantities  which  we  have  to  determine  are — 

(1)  The  scale-reading  at  the  position  of  equilibrium. 

(2)  The  logarithmic  decrement  of  the  vibrations. 

(3)  The  time  of  vibration. 

To  determine  the  Reading  at  the  Position  of  Equilibrium  from 

Three  Consecutive  Elongations. 

735.]  Let  ^1,  a?2,  x^  be  the  observed  scale-readings,  corresponding 
to  the  elongations  X,  Y,  Z^  and  let  a  be  the  reading  at  the  position 
of  equilibrium,  S^  and  let  r^  be  the  value  of  SB^ 

Xj  —  a  =     fjsina, 
a?2— a  =— risina^"*'^**, 
a?3— a  =     Tj  sin  ae"^'*^®**. 
From  these  values  we  find 

(a?i-fl)(a?8-a)  =  (a?2-«)^ 

OS   X  ^"X 

whence         a  =  — ^— ^ 1~  • 

Xi  "T  X^  -^  J  ^^2 

When  Xq  does  not  differ  mu6h  from  x^  we  may  use  as  an  ap- 
proximate formula 

a  =  i{xi  +  2x^+x^). 

•  See  G&UBB,  RetvUaU  dea  Magnctuchen  Vereint,  1836.  II. 
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To  determine  the  Logarithmic  Decrement. 

736.]  The  logarithm  of  the  ratio  of  the  amplitude  of  a  vibration 
to  that  of  the  next  following  is  called  the  Logarithmic  Decrement. 
If  we  write  p  for  this  ratio 

^3  —  *^2 

L  is  called  the  common  logarithmic  decrement,  and  A  the  Napierian 
logarithmic  decrement.     It  is  manifest  that 

A  =  i  log,  1 0  =  TT  cot  a. 
Hence  a  =  cot~^-> 

TT 

which  determines  the  angle  of  the  logarithmic  spiral. 

In  making  a  special  determination  of  k  we  allow  the  body  to 
perform  a  considerable  number  of  vibrations.  If  c^  is  the  amplitude 
of  the  first,  and  c^  that  of  the  n^  vibration, 


If  we  suppose  the  accuracy  of  observation  to  be  the  same  for 
small  vibrations  as  for  large  ones,  tlien^  to  obtain  the  best  value 
of  A,  we  should  allow  the  vibrations  to  subside  till  the  ratio  of  c^  to 
c^  becomes   most  nearly  equal  to  c,   the  base  of  the  Napierian 

logarithms.     This  gives  n  the  nearest  whole  number  to  -  +  1. 

Since,  however,  in  most  cases  time  is  valuable,  it  is  best  to  take 
the  second  set  of  observations  before  the  diminution  of  amplitude 
has  proceeded  so  far. 

737.]  In  certain  cases  we  may  have  to  determine  the  position 
of  equilibrium  from  two  consecutive  elongations^  the  logarithmic 
decrement  being  known  from  a  special  experiment.     We  have  then 

^1  +  e^i^2 


a  = 


1+e^ 


Time  of  Vibration. 

738.]  Having  determined  the  scale-reading  of  the  point  of  equi- 
librium, a  conspicuous  mark  is  placed  at  that  point  of  the  scale^ 
or  as  near  it  as  possible,  and  the  times  of  the  passage  of  this  mark 
are  noted  for  several  successive  vibrations. 

Let  us  suppose  that  the  mark  is  at  an  unknown  but  very  small 
distance  x  on  the  positive  side  of  the  point  of  equilibrium^  and  that 

z  a 
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^  is  the  observed  time  of  the  first  transit  of  the  mark  in  the  positive 
direction,  and  t^,  ^3,  &e.  the  times  of  the  following  transits. 

1{  T  be  the  time  of  vibration,  and  P^,  P^,  Pg,  &c.  the  times  of 
transit  of  the  true  point  of  equilibrium, 

where  t?^,  Vg,  &e.  are  the  successive  velocities  of  transit,  which  we 

may  suppose  uniform  for  the  very  small  distance  x. 

If  p  is  the  ratio  of  the  amplitude  of  a  vibration  to  the  next  in 

succession,  1  ^     x  x 

«'2  =  --;«'ii    and    -  =  -p-. 
P  ^2  ^1 

If  three  transits  are  observed  at  times  t^^  ^jj  h^  ^^  ^^^ 

t;,"     (p+l)2 
The  period  of  vibration  is  therefore 

p-r  1 
The  time  of  the  second  passage  of  the  true  point  of  equilibrium  is 

Three  transits  are  suflScient  to  determine  these  three  quantities, 
but  any  greater  number  may  be  combined  by  the  method  of  least 
squares.     Thus,  for  five  transits, 

2'=TV(2i!6  +  <4-<2-2^i)-TV(<i-2^2+2^3-2<,  +  i?,)^(2-^-5) 

The  time  of  the  third  transit  is, 

739.]  The  same  method  may  be  extended  to  a  series  of  any 
number  of  vibrations.  If  the  vibrations  are  so  rapid  that  the  time 
of  every  transit  cannot  be  recorded,  we  may  record  the  time  of 
every  third  or  every  fifth  transit,  taking  care  that  the  directions 
of  successive  transits  are  opposite.  If  the  vibrations  continue 
regular  for  a  long  time,  we  need  not  observe  during  the  whole 
time.  We  may  begin  by  observing  a  sufficient  number  of  transits 
to  determine  approximately  the  period  of  vibration,  T,  and  the  time 
of  the  middle  transit,  P,  noting  whether  this  transit  is  in  the 
positive  or  the  negative  direction.  We  may  then  either  go  on 
counting  the  vibrations  without  recording  the  times  of  transit, 
or  we  may  leave  the  apparatus  unwatched.     We  then  observe  a 


P,=  i(^i+2<,  +  g-i)f^(^-24+g. 
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second  series  of  transits,  and  deduce  the  time  of  vibration  y  and 
the  time  of  middle  transit  P',  noting  the  direction  of  this  transit. 

If  T  and  T\  the  periods  of  vibration  as  deduced  from  the  two 
sets  of  observations,  are  nearly  equal,  we  may  proceed  to  a  more 
accurate  determination  of  the  period  by  combining  the  two  series 
of  observations. 

Dividing  P'—P  by  T,  the  quotient  ought  to  be  very  nearly 
an  integer,  even  or  odd  according  as  the  transits  P  and  P'  are 
in  the  same  or  in  opposite  directions.  If  this  is  not  the  case,  the 
series  of  observations  is  worthless,  but  if  the  result  is  very  nearly 
a  whole  number  »,  we  divide  P'—P  hy  w,  and  thus  find  the  mean 
value  of  T  for  the  whole  time  of  swinging, 

740.]  The  time  of  vibration  T  thus  found  is  the  actual  mean 
time  of  vibration,  and  is  subject  to  corrections  if  we  wish  to  deduce 
from  it  the  time  of  vibration  in  infinitely  small  arcs  and  without 
damping. 

To  reduce  the  observed  time  to  the  time  in  infinitely  small  arcs, 
we  observe  that  the  time  of  a  vibration  of  amplitude  a  is  in  general 
of  the  form  T  =  2\  (1  +  kc% 

where  k  is  a  coefficient,  which,  in  the  case  of  the  ordinary  pendulum, 
is  •^.  Now  the  amplitudes  of  the  successive  vibrations  are  c, 
cp"^,  cp'~\  ...  cp^"^,  so  that  the  whole  time  of  «  vibrations  is 

where  T  is  the  time  deduced  from  the  observations. 

Hence,  to  find  the  time  T^  in  infinitely  small  arcs,  we  have 
approximately. 

To  find  the  time  Tq  when  there  is  no  damping,  we  have 

Tq  =  ?i  sin  a 

741.]  The  equation  of  the  rectilinear  motion  of  a  body,  attracted 
to  a  fixed  point  and  resisted  by  a  force  varying  as  the  velocity,  is 

where  x  is  the  coordinate  of  the  body  at  the  time  t,  and  a  is  the 
coordinate  of  the  point  of  equilibrium. 


«T=2i(«  +  K^>,£^^--) 
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To  solve  this  equation,  let 

w^a  =  e-^y;  (2) 

then  ^+(«2_^)y  =  0;  (3) 

the  solution  of  which  is 

y  =  Ccos (\/«2— F  ^+a)>  when  i  is  less  than  a> ;  (4) 

y  =  A'{-Btf  when  k  is  equal  to  « ;  (5) 

and      y  =  Cco8^(\/i^— w^ ^^-a'),  when  k  is  greater  than  «».    (6) 

The  value  of  a?  may  be  obtained  from  that  of  y  by  equation  (2). 
When  k  is  less  than  a>,  the  motion  consists  of  an  infinite  series  of 
oscillations,  of  constant  periodic  time,  but  of  continually  decreasing 
amplitude.  As  k  increases,  the  periodic  time  becomes  longer,  and 
the  diminution  of  amplitude  becomes  more  rapid. 

When  k  (half  the  coeflScient  of  resistance)  becomes  equal  to  or 
greater  than  <a,  (the  square  root  of  the  acceleration  at  unit  distance 
from  the  point  of  equilibrium,)  the  motion  ceases  to  be  oscillatory, 
and  during  the  whole  motion  the  body  can  only  once  pass  through 
the  point  of  equilibrium,  after  which  it  reaches  a  position  of  greatest 
elongation,  and  then  returns  towards  the  point  of  equilibrium,  con- 
tinually approaching,  but  never  reaching  it. 

Ghdvanometers  in  which  the  resistance  is  so  great  that  the  motion 
is  of  this  kind  are  called  dead  heat  galvanometers.  They  are  useful 
in  many  experiments,  but  especially  in  telegraphic  signalling,  in 
which  the  existence  of  free  vibrations  would  quite  disguise  the 
movements  which  are  meant  to  be  observed. 

Whatever  be  the  values  of  k  and  w,  the  value  of  a,  the  scale- 
reading  at  the  point  of  equilibrium,  may  be  deduced  from  five  scale- 
readings,  /?,  qy  r,  8,  iy  taken  at  equal  intervals  of  time,  by  the  formula 

_    ?  {rs—qt)  +  r{jpt—  r^)  +  « (?^— i^*) 

On  the  Observation  of  the  Oalvanometer, 

742.]  To  measure  a  constant  current  with  the  tangent  galvano- 
meter, the  instrument  is  adjusted  with  the  plane  of  its  coils  parallel 
to  the  magnetic  meridian,  and  the  zero  reading  is  taken.  The 
current  is  then  made  to  pass  through  the  coils,  and  the  deflexion 
of  the  magnet  corresponding  to  its  new  position  of  equilibrium  is 
observed.     Let  this  be  denoted  by  <p. 

Then,  if  H  is  the  horizontal  magnetic  force,  G  the  coeflicient  of 
the  galvanometer,  and  y  the  strength  of  the  current, 

y  =  —  tan</).  (1) 
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If  the  coefficient  of  torsion  of  the  suspension  fibre  is  r-3fJJ(see 
Art.  452),  we  must  use  the  corrected  formula 

H  * 

y  =  —  (tan  <^  -fT</)  sec  <J)).  (2) 

Best  Value  of  the  Deflexion, 

743.]  In  some  galvanometers  the  number  of  windings  of  the 
coil  through  which  the  current  flows  can  be  altered  at  pleasure. 
In  others  a  known  fraction  of  the  current  can  be  diverted  from  the 
galvanometer  by  a  conductor  called  a  Shunt.  In  either  case  the 
value  of  G,  the  effect  of  a  unit-current  on  the  magnet^  is  made 
to  vary. 

Let  us  determine  the  value  of  6,  for  which  a  given  error  in  the 
observation  of  the  deflexion  corresponds  to  the  smallest  error  of  the 
deduced  value  of  the  strength  of  the  current. 

Differentiating  equation  (1),  we  find 

g  =  |sec^^.  (3) 

Eliminating  ©,  -~  =  -—  sin  2  (b.  (4) 

ay       2y 

This  is  a  maximum  for  a  given  value  of  y  when  the  deflexion  is 
45°.  The  value  of  G  should  therefore  be  adjusted  till  Gy  is  as 
nearly  equal  to  ^  as  is  possible ;  so  that  for  strong  currents  it  is 
better  not  to  use  too  sensitive  a  galvanometer. 

On  the  Best  Method  of  applying  the  Current. 

744.]  When  the  observer  is  able,  by  means  of  a  key,  to  make  or 
break  the  connexions  of  the  circuit  at  any  instant,  it  is  advisable  to 
operate  with  the  key  in  such  a  way  as  to  make  the  magnet  arrive 
at  its  position  of  equilibrium  with  the  least  possible  velocity.  The 
following  method  was  devised  by  Gauss  for  this  purpose. 

Suppose  that  the  magnet  is  in  its  position  of  equilibrium,  and  that 
there  is  no  current.  The  observer  now  makes  contact  for  a  short 
time,  so  that  the  magnet  is  set  in  motion  towards  its  new  position 
of  equilibrium.  He  then  breaks  contact.  The  force  is  now  towards 
the  original  position  of  equilibrium,  and  the  motion  is  retarded.  If 
this  is  so  managed  that  the  magnet  comes  to  rest  exactly  at  the 
new  position  of  equilibrium,  and  if  the  observer  again  makes  con- 
tact at  that  instant  and  maintains  the  contact,  the  magnet  will 
remain  at  rest  in  its  new  position. 
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If  we  neglect  the  effect  of  the  resistances  and  also  the  inequality 
of  the  total  force  acting  in  the  new  and  the  old  positions,  then, 
since  we  wish  the  new  force  to  gcnorate  as  much  kinetic  energy 
during  the  time  of  its  first  action  as  the  original  force  destroys 
while  the  circuit  is  broken,  we  must  prolong  the  first  action  of  the 
current  till  the  magnet  has  moved  over  half  the  distance  from  the 
first  position  to  the  second.  Then  if  the  original  force  acts  while 
the  magnet  moves  over  the  other  half  of  its  course,  it  will  exactly 
stop  it.  Now  the  time  required  to  pass  from  a  point  of  greatest 
elongation  to  a  point  half  way  to  the  position  of  equilibrium  is 
one-sixth  of  a  complete  period,  or  one-third  of  a  single  vibration. 

The  operator,  therefore,  having  previously  ascertained  the  time 
of  a  single  vibration,  makes  contact  for  one-third  of  that  time, 
breaks  contact  for  another  third  of  the  same  time,  and  then  makes 
contact  again  during  the  continuance  of  the  experiment.  The 
magnet  is  then  either  at  rest,  or  its  vibrations  are  so  small  that 
observations  may  be  taken  at  once,  without  waiting  for  the  motion 
to  die  away.  For  this  purpose  a  metronome  may  be  adjusted  so  as 
to  beat  three  times  for  each  single  vibration  of  the  magnet. 

The  rule  is  somewhat  more  complicated  when  the  resistance  is  of 
sufficient  magnitude  to  be  taken  into  account,  but  in  this  case  the 
vibrations  die  away  so  fast  that  it  is  unnecessary  to  apply  any 
corrections  to  the  rule. 

When  the  magnet  is  to  be  restored  to  its  original  position,  the 
circuit  is  broken  for  one-third  of  a  vibration,  made  again  for  an 
equal  time,  and  finally  broken.  This  leaves  the  magnet  at  rest  in 
its  former  position. 

If  the  reversed  reading  is  to  be  taken  immediately  after  the  direct 
one,  the  circuit  is  broken  for  the  time  of  a  single  vibration  and 
then  reversed.  This  brings  the  magnet  to  rest  in  the  reversed 
position. 

Measurement  hy  the  First  Swing. 

745.]  AVhen  there  is  no  time  to  make  more  than  one  observation, 
the  current  may  be  measured  by  the  extreme  elongation  observed 
in  the  first  swing  of  the  magnet.  If  there  is  no  resistance,  the 
permanent  deflexion  0  is  half  the  extreme  elongation.  If  the  re- 
sistance is  such  that  the  ratio  of  one  vibration  to  the  next  is  />,  and 
if  6^^  is  the  zero  reading,  and  Oy^  the  extreme  elongation  in  the  first 
swing,  the  deflexion,  </>,  corresponding  to  the  point  of  equilibrium  is 
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In  this  way  tbe  deflexion  may  be  calculated  without  waiting  for 
the  magnet  to  come  to  rest  in  its  position  of  equilibrium. 

To  make  a  Series  of  Observations. 

746.]  The  best  way  of  making  a  considerable  number  of  mea^ 
sures  of  a  constant  current  is  by  observing  three  elongations  while 
the  current  is  in  the  positive  dire<?tion,  then  breaking  contact  for 
about  the  time  of  a  single  vibration,  so  as  to  let  the  magnet  swing 
into  the  position  of  negative  deflexion,  then  reversing  the  current 
and  observing  three  successive  elongations  on  the  negative  side, 
then  breaking  contact  for  the  time  of  a  single  vibration  and  re- 
peating the  observations  on  the  positive  side^  and  so  on  till  a  suffi- 
cient number  of  observations  have  been  obtained.  In  this  way  the 
errors  which  may  arise  from  a  change  in  the  direction  of  the  earth's 
magnetic  force  during  the  time  of  observation  are  eliminated.  The 
operator^  by  carefully  timing  the  making  and  breaking  of  contact, 
can  easily  regulate  the  extent  of  the  vibrations,  so  as  to  make  them 
sufficiently  small  without  being  indistinct.  The  motion  of  the 
magnet  is  graphically  represented  in  Fig.  59,  where  the  abscissa 
represents  the  time,  and  the  ordinate  the  deflexion  of  the  magnet. 
1{  Oi,,.Oq  be  the  observed  elongations,  the  deflexion  is  given  by  the 

equation  8<^  =  d^ +  2^2  + ^3-^4-2  (Jg-^g. 


Fig.  59. 

Method  of  Multiplication, 

74i7,']  In  certain  cases,  in  which  the  deflexion  of  the  galvanometer 
magnet  is  very  small,  it  may  be  advisable  to  increase  the  visible 
efiect  by  reversing  the  current  at  proper  intervals,  so  as  to  set 
up  a  swinging  motion  of  the  magnet.  For  this  purpose,  afler 
ascertaining  the  time,  T,  of  a  single  vibration  of  the  magnet,  the 
current  is  sent  in  the  positive  direction  for  a  time  T,  then  in  the 
reversed  direction  for  an  equal  time,  and  so  on.  When  the  motion 
of  the  magnet  has  become  visible,  we  may  make  the  reversal  of  the 
current  at  the  observed  times  of  greatest  elongation. 

Let  the  magnet  be  at  the  positive  elongation  O^y  and  let  the 
current  be  sent  through  the  coil  in  the  negative  direction.     The 
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point  of  equilibrium  is  then  —  ^,  and  the  magnet  will  swing  to  a 
negative  elongation  0^  such  that 

or  -p^i  =  ^o+Cp +!)</>• 

Similarly,  if  the  current  is  now  made  positive  while  the  magnet 
swings  to  ^2,  P^8  =  —^1+0)+  1)  <^, 

or         fr'e^=^e^^{p+lf4>; 
and  if  the  current  is  reversed  n  times  in  succession,  we  find 

(-1)-  e,  =  p-'  00+r^ii  -p-")  *, 

p—i 

whence  we  may  find  ^  in  the  form 

p-1       1 


<*>  =  («.-p-"<»o) 


.— « 


P+1     1-p 

If  ^  is  a  number  so  great  that  p~*  may  be  neglected,  the  ex- 
pression becomes  .  _  t 

^        "p+  1 

The  application  of  this  method  to  exact  measurement  requires  an 
accurate  knowledge  of  p,  the  ratio  of  one  vibration  of  the  magnet 
to  the  next  under  the  influence  of  the  resistances  which  it  expe- 
riences. The  uncertainties  arising  from  the  difficulty  of  avoiding 
irregularities  in  the  value  of  p  generally  outweigh  the  advantages 
of  the  large  angular  elongation.  It  is  only  where  we  wish  to 
establish  the  existence  of  a  very  small  current  by  causing  it  to 
produce  a  visible  movement  of  the  needle  that  this  method  is  really 
valuable.     " 

On  the  Meamrement  of  Transient  Currents, 

748.]  When  a  current  lasts  only  during  a  very  small  fraction  of 
the  time  of  vibration  of  the  galvanometer-magnet,  the  whole  quan- 
tity of  electricity  transmitted  by  the  current  may  be  measured  by 
the  angular  velocity  communicated  to  the  magnet  during  the 
passage  of  the  current,  and  this  may  be  determined  from  the 
elongation  of  the  first  vibration  of  the  magnet. 

If  we  neglect  the  resistance  which  damps  the  vibrations  of  the 
magnet,  the  investigation  becomes  very  simple. 

Let  y  be  the  intensity  of  the  current  at  any  instant,  and  Q  the 
quantity  of  electricity  which  it  transmits,  then 


Q  =  fydt. 


(1) 
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Let  Mhe  the  magnetic  moment^  and  A  the  moment  of  inertia  of 
the  magnet  and  suspended  apparatus, 

A^+MH8me  =  MGycosS.  (2) 

If  the  time  of  the  passage  of  the  current  is  very  small,  we  may 
integrate  with  respect  to  6  during  this  short  time  without  regarding 
the  change  of  0,  and  we  find 

A^^  MOcoBdofydl-hC  =  MGQcose^i-C.  (3) 

This  shews  that  the  passage  of  the  quantity  Q  produces  an  angular 
momentum  MGQ  cos  6q  in  the  magnet,  where  Oq  is  the  value  of  0 
at  the  instant  of  passage  of  the  current.  If  the  magnet  is  initially 
in  equilibrium,  we  may  make  ^^  =  0. 

The  magnet  then  swings  freely  and  reaches  an  elongation  O^.  If 
there  is  no  resistance,  the  work  done  against  the  magnetic  force 
during  this  swing  is  MS  {I— cos  d^). 

The  energy  communicated  to  the  magnet  by  the  current  is 


1  jf^^ 


Equating  these  quantities,  we  find 

_,    =2-^(1 -cos «,).  (4) 

.  do      ^  .   /^^  ■    1^ 

whence  'm  ~     A/  '~Y~  ^^^ '  ' 

^^  e  by  (3).  (5) 


A 
But  if  r  be  the  time  of  a  single  yibration  of  the  magnet, 

1 


^-W 


ME 


(6) 


H  T     . 

and  we  find  G  =  -^  -  2  sin  i  ^i,  (7) 

where  U  is  the  horizontal  magnetic  force,  69^  the  coefficient  of  the 
galvanometer,  T  the  time  of  a  single  vibration,  and  0^  the  first 
elongation  of  the  magnet. 

749.]  In  many  actual  experiments  the  elongation  is  a  small 
angle,  and  it  is  then  easy  to  take  into  account  the  efiect  of  resist- 
ance, for  we  may  treat  the  equation  of  motion  as  a  linear  equation. 

Let  the  magnet  be  at  rest  at  it«  position  of  equilibrium,  let  an 
angular  velocity  v  be  communicated  to  it  instantaneously,  and  let 
its  first  elongation  be  O^^, 
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The  equation  of  motion  is 

^  =  (7(^-'l<t»°^8ina>l^,  (8) 

de 

•^  =  (7a>i8ec)3(?--»'**"^eos(wi^+^).  (9) 

.««  ,  d$ 

When  ^  =  0,   ^  =  0,   and  -jr  =  Cw,  =  v, 

at 

When  0)1^4- i3  =  ^> 

/I        i^  -(~^)tan^        ^        ^  (10) 

0  =:Ce    ^^      '        COBfi  =  0^.  ^      ^ 

Hence  0^  =  —  e  ^2   ^       cos)3.  (11) 

-Mff       «  «      « 

Now  —r-  =  0)2  =  0)1*  sec*  )3,  (12) 

tan^  =  --,         (^i  =  Z-*  (13) 

t;=— Q.  (14) 


Hence  ^  "  17" T^ — ^  '  '  ^^^^ 

which  gives  the  first  elongation  in  terms  of  the  quantity  of  elec- 
tricity in  the  transient  current,  and  conversely,  wliere  T^^  is  the 
observed  time  of  a  single  vibration  as  aflPected  by  the  actual  resist- 
ance of  damping.  When  A  is  small  we  may  use  the  approximate 
formula  u  T 

q  =  -Q-{\  +  \\)e,.  (17) 

Method  of  Recoil. 

750.]  The  method  given  above  supposes  the  magnet  to  be  at 
rest  in  its  position  of  equilibrium  when  the  transient  current  is 
passed  through  the  coil.  If  we  wish  to  repeat  the  experiment 
we  must  wait  till  the  magnet  is  again  at  rest.  In  certain  cases, 
however,  in  which  we  are  able  to  produce  transient  currents  of 
equal  intensity,  and  to  do  so  at  any  desired  instant,  the  following 
method,  described  by  Weber  *,  is  the  most  convenient  for  making 
a  continued  series  of  observations. 

*  Retultate  dea  MagndUchen  Vereins,  1888,  p.  98. 
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Suppose  that  we  set  the  magnet  swinging  by  means  of  a  transient 
current  whose  value  is  Q^.     If,  for  brevity,  we  write 

jy jr— ^   '        ^=^,  (18) 

then  the  first  elongation 

^1  =  ^Qo  =  «i  (say).  (19) 

The  velocity  instantaneously  commimicated  to  the  magnet  at 
starting  is                                     j/G 

^0  =  -^  Qo'  (20) 

When  it  returns  through  the  point  of  equilibrium  in  a  negative 
direction  its  velocity  will  be 

v^^—ve-K  (21) 

The  next  negative  elongation  will  be 

02  =  -e^e-^=zbi.  (22) 

When  the  magnet  returns  to  the  point  of  equilibrium,  its  velocity 
will  be  ^2  =  Voe-^\  (23) 

Now  let  an  instantaneous  current,  whose  total  quantity  is  —  Q, 
be  transmitted  through  the  coil  at  the  instant  when  the  magnet  is 
at  the  zero  point.     It  will  change  the  velocity  V2  into  Vg— t?,  where 

r  =  -^  Q.  (24) 

If  Q  is  greater  than  QqC"^^,  the  new  velocity  will  be  negative  and 
equal  to  MG 

The  motion  of  the  magnet  will  thus  be  reversed,  and  the  next 
elongation  will  be  negative, 

^3  =  -^{Q-Qo^-^^)  =  ^  =  -^Q  +  ^i^-2\  (25) 

The  magnet  is  then  allowed  to  come  to  its  positive  elongation 

e^=^e^e-^  =  rfi  =  e'^iKQ^a,e-^^),  (26) 

and  when  it  again  reaches  the  point  of  equilibrium  a  positive 
current  whose  quantity  is  Q  is  transmitted.  This  throws  the 
magnet  back  in  the  positive  direction  to  the  positive  elongation 

e,  =  KQ-e^e'^^;  (27) 

or,  calling  this  the  first  elongation  of  a  second  series  of  four, 

a^  =  KQ{l-'e'^^)  +  a^e'-*\  (28) 

Proceeding  in  this  way,  by  observing  two  elongations  -f  and  — , 
then  sending  a  positive  current  and   observing  two  elongations 
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—  and  + ,  tihen  sending  a  positive  current,  and  so  on,  we  obtain 
a  series  consisting  of  sets  of  four  elongations,  in  each  of  which 

d-b         .  ,     , 

(29) 


=  e-\ 


a—c 


and 


(30) 


(31) 


If  n  series  of  elongations  have  been  observed,  then  we  find  the 
logarithmic  decrement  from  the  equation 

Md)--S.{h)  _ 
2(a)-S(.)-       ' 
and  Q  from  the  equation 

ZQ(i+0(2«-i) 


Fig.  60. 

The  motion  of  the  magnet  in  the  method  of  recoil  is  graphically 
represented  in  Fig.  60,  where  the  abscissa  represents  the  time,  and 
the  ordinate  the  deflexion  of  the  magnet  at  that  time.    See  Art.  760. 

Method  of  Multiplication. 

751.]  If  we  make  the  transient  current  pass  every  time  that  the 
magnet  passes  through  the  zero  point,  and  always  so  as  to  increase 
the  velocity  of  the  magnet,  then,  if  0^^  $2^  &c.  are  the  successive 
elongations,  ^2  =  -  ^Q  -  ^"  ^  ^u  (33) 

^3=~jr(2-e?-^^2.  (34) 

The  ultimate  value  to  which  the  elongation  tends  after  a  great 
many  vibrations  is  found  by  putting  $^  =  —O^-i »  whence  we  find 

<'=±l^^«-  (35) 

If  A  is  small,  the  value  of  the  ultimate  elongation  may  be  large, 
but  since  this  involves  a  long  continued  experiment,  and  a  careful 
determination  of  X,  and  since  a  small  error  in  X  introduces  a  large 
error  in  the  determination  of  Q,  this  method  is  rarely  useful  for 
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numerical  determination,  and  should  be  reserved  for  obtaining  evi- 
dence of  the  existence  or  non-existence  of  currents  too  small  to  be 
observed  directly. 

In  all  experiments  in  which  transient  currents  are  made  to  act  on 
the  moving  magnet  of  the  galvanometer,  it  is  essential  that  the 
whole  current  should  pass  while  the  distance  of  the  magnet  from 
the  zero  point  remains  a  small  fraction  of  the  total  elongation. 
The  time  of  vibration  should  therefore  be  large  compared  with  the 
time  required  to  produce  the  current,  and  the  operator  should  have 
his  eye  on  the  motion  of  the  magnet,  so  as  to  regulate  the  instant 
of  passage  of  the  current  by  the  instant  of  passage  of  the  magnet 
through  its  point  of  equilibrium. 

To  estimate  the  error  introduced  by  a  failure  of  the  operator  to 
produce  the  current  at  the  proper  instant,  we  observe  that  the  effect 
of  a  force  in  increasing  the  elongation  varies  as 

tf*t*n^COS(<^  +  )8), 

and  that  this  is  a  maximum  when  <^  =  0.  Hence  the  error  arising 
from  a  mistiming  of  the  current  will  always  lead  to  an  under- 
estimation of  its  value,  and  the  amount  of  the  error  may  be 
estimated  by  comparing  the  cosine  of  the  phase  of  the  vibration  at 
the  time  of  the  passage  of  the  current  with  unity. 


CHAPTER  XVII. 


COMPARISON    OP    COILS. 

Experimental  Deiemiinaiion  of  the  Electrical  Constants 

of  a  Coil. 

752.]  We  have  seen  in  Art.  717  that  in  a  sensitive  galvanometer 
the  coils  should  be  of  small  radius,  and  should  contain  manj 
windings  of  the  wire.  It  would  be  extremely  difficult  to  determine 
the  electrical  constants  of  such  a  coil  by  direct  measurement  of  its 
form  and  dimensions,  even  if  we  could  obtain  access  to  every 
winding  of  the  wire  in  order  to  measure  it.  But  in  fact  the 
greater  number  of  the  windings  are  not  only  completely  hidden 
by  the  outer  windings,  but  we  are  uncertain  whether  the  pressure 
of  the  outer  windings  may  not  have  altered  the  form  of  the  inner 
ones  after  the  coiling  of  the  wire. 

It  is  better  therefore  to  determine  the  electrical  constants  of  the 
coil  by  direct  electrical  comparison  with  a  standard  coil  whose  con- 
stants are  known. 

Since  the  dimensions  of  the  standard  coil  must  be  determined  by 
actual  measurement,  it  must  be  made  of  considerable  size,  so  that 
the  unavoidable  error  of  measurement  of  its  diameter  or  circum- 
ference may  be  as  small  as  possible  compared  with  the  quantity 
measured.  The  channel  in  which  the  coil  is  wound  should  be  of 
rectangular  section,  and  the  dimensions  of  the  section  should  be 
small  compared  with  the  radius  of  the  coil.  This  is  necessary,  not 
so  much  in  order  to  diminish  the  correction  for  the  size  of  the 
section,  as  to  prevent  any  uncertainty  about  the  position  of  those 
windings  of  the  coil  which  are  hidden  by  the  external  windings*. 

*  Large  tangent  galvanometers  are  sometimes  made  with  a  single  circular  con- 
ducting ring  of  considerable  thickness,  which  is  sufficiently  stiff  to  maintain  its  form 
without  any  support.  This  is  not  a  good  plan  for  a  standard  instrument.  The  dis* 
tribution  of  the  current  within  the  conductor  depends  on  the  relative  conductivity 
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The  principal  constants  which  we  wish  to  determine  are — 

(1)  The  magnetic  force  at  the  centre  of  the  coil  due  to  a  unit- 
current.     This  is  the  quantity  denoted  by  Gi  in  Art.  700. 

(2)  The  magnetic  moment  of  the  coil  due  to  a  unit-current. 
This  is  the  quantity  ff^ . 

753.]  To  determine  ffj.  Since  the  coils  of  the  working  galva- 
nometer are  much  smaller  than  the  standard  coil,  we  place  the 
galvanometer  within  the  standard  coil,  so  that  their  centres  coincident 
the  planes  of  both  coils  being  vertical  and  parallel  to  the  earth's 
magnetic  force.  We  have  thus  obtained  a  differential  galvanometer 
one  of  whose  coils  is  the  standard  coil,  for  which  the  value  of  G^ 
is  known,  while  that  of  the  other  coil  is  Gi\  the  value  of  which  we 
have  to  determine. 

The  magnet  suspended  in  the  centre  of  the  galvanometer  coil 
is  acted  on  by  the  currents  in  both  coils.  If  the  strength  of  the 
current  in  the  standard  coil  is  y,  and  that  in  the  galvanometer  coil 
y',  then,  if  these  currents  flowing  in  opposite  directions  produce  a 
deflexion  d  of  the  magnet^ 

HtSLnb^  G{y-G^y,  (1) 

where  H  is  the  horizontal  magnetic  force  of  the  earth. 

If  the  currents  are  so  arranged  as  to  produce  no  deflexion^  we 
may  find  6/  by  the  equation 

(?,'=  ^  G,.  (2) 

We  may  determine  the  ratio  of  y  to  y'  in  several  ways.  Since  the 
value  of  G^  is  in  general  greater  for  the  galvanometer  than  for  the 
standard  coil,  we  may  arrange  the  circuit  so  that  the  whole  current 
y  flows  through  the  standard  coil^  and  is  then  divided  so  that  y^ 
flows  through  the  galvanometer  and  resistance  coils,  the  combined 
resistance  of  which  is  i?i,  while  the  remainder  y—y  flows  through 
another  set  of  resistance  coils  whose  combined  resistance  is  R^* 


of  its  variouB  parts.  Hence  any  concealed  flaw  in  the  continuity  of  the  metal  may 
cause  the  main  stream  of  electricity  to  flow  either  close  to  the  outside  or  close  to  the 
inside  of  the  circular  ring.  Thus  the  true  path  of  the  current  becomes  uncertain. 
Besides  this,  when  the  current  flows  only  once  round  the  circle,  especial  care  is 
necessary  to  avoid  any  action  on  the  suspended  magnet  due  to  the  current  on  its 
way  to  or  from  the  circle,  because  the  current  in  the  electrodes  is  equal  to  that  in 
the  circle.  In  the  construction  of  many  Instruments  the  action  of  this  part  of  the 
current  seems  to  have  been  altogether  lost  sight  of. 

The  most  perfect  method  is  to  make  one  of  the  electrodes  in  the  form  of  a  metal 
tube,  and  the  other  a  wire  covered  with  insulating  material,  and  placed  inside  the 
tube  and  concentric  with  it.  The  external  action  of  the  electrodes  when  thus  arranged 
is  lero,  by  Art.  688. 
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We  have  then,  by  Art.  276, 

/^i  =  {Y-y')S„  (3) 

or  J=^^  (4) 

and  G{^?^-^'G,.  (5) 

If  there  is  any  uncertainty  about  the  actual  resistance  of  the 
galvanometer  coil  (on  account,  say,  of  an  uncertainty  as  to  its  tem- 
perature) we  may  add  resistance  coils  to  it,  so  that  the  resistance  of 
the  galvanometer  itself  forms  but  a  small  part  of  J^,  and  thus 
introduces  but  little  uncertainty  into  the  final  result. 

754.]  To  determine  g-^y  the  magnetic  moment  of  a  small  coil  due 
to  a  unit-current  flowing  through  it,  the  magnet  is  still  suspended 
at  the  centre  of  the  standard  coil,  but  the  small  coil  is  moved 
parallel  to  itself  along  the  common  axis  of  both  coils,  till  the  same 
current,  flowing  in  opposite  directions  round  the  coils,  no  longer 
deflects  the  magnet.  If  the  distance  between  the  centres  of  the 
coils  is  r,  we  have  now 

(?,  =  2^+3  ^^+4^1 +&C.  (6) 

T  T  T 

By  I'epeating  the  experiment  with  the  small  coil  on  the  opposite 
side  of  the  standard  coil,  and  measuring  the  distance  between  the 
positions  of  the  small  coil,  we  eliminate  the  uncertain  error  in  the 
determination  of  the  position  of  the  centres  of  the  magnet  and 
of  the  small  coil,  and  we  get  rid  of  the  terms  in  ^2>  ^4>  ^^• 

If  the  standard  coil  is  so  arranged  that  we  can  send  the  current 
through  half  the  number  of  windings,  so  as  to  give  a  different  value 
to  Gj,  we  may  determine  a  new  value  of  r,  and  thus,  as  in  Art.  454, 
we  may  eliminate  the  term  involving  g^ . 

It  is  often  possible,  however,  to  determine  g^  by  direct  measure- 
ment of  the  small  coil  with  sufficient  accuracy  to  make  it  available 
in  calculating  the  value  of  the  correction  to  be  applied  to  g^  in 
the  equation  i  ^ 

2  r 


ffi  =  7;G^r^-2§.  (7) 


where  ^3  =  — -wa*  (6 a- +  3 i'^- 2 11'^),   by  Art.  700. 

O 


Co?f/j)ariso)i  of  Coefficients  of  Induction , 

755.]   It  is  only  in  a  small  number  of  cases  that  the  direct 
calculation  of  the  coefficients   of  induction   from  the   form   and 


755-] 


MUTUAL   INDUCTION   OF   TWO   COILS. 


355 


position  of  the  circuits  can  be  easily  performed.  In  order  to  attain 
a  sufficient  degree  of  accuracy^  it  is  necessary  that  the  distance 
between  the  circuits  should  be  capable  of  exact  measurement. 
But  when  the  distance  between  the  circuits  is  sufficient  to  prevent 
errors  of  measurement  from  introducing  large  errors  into  the  result, 
the  coefficient  of  induction  itself  is  necessarily  very  much  reduced 
in  magnitude.  Now  for  many  experiments  it  is  necessary  to  make 
the  coefficient  of  induction  large,  and  we  can  only  do  so  by  bringing 
the  circuits  close  together,  so  that  the  method  of  direct  measure- 
ment becomes  impossible,  and,  in  order  to  determine  the  coefficient 
of  induction,  we  must  compare  it  with  that  of  a  pair  of  coils  ar- 
ranged so  that  their  coefficient  may  be  obtained  by  direct  measure- 
ment and  calculation. 

This  may  be  done  as  follows  : 

Let  A  and  a  be  the  standard 
pair  of  coils,  B  and  b  the  coils  to 
be  compared  with  them.  Con- 
nect A  and  B  in  one  circuit,  and 
place  the  electrodes  of  the  gal- 
vanometer, G,  at  P  and  Q,  so 
that  the  resistance  of  FAQ  is 
J8,  and  that  of  QBP  is  5,  K 
being  the  resistance  of  the  gal- 
vanometer. Connect  a  and  b  in 
one  circuit  with  the  battery. 

Let  the  current  in  A  be  x^ 
that  in  5,  j^,  and  that  in  the  galvanometer,  ^— j^,  that  in  the  battery 
circuit  being  y. 

Then,  if  M^  is  the  coefficient  of  induction  between  A  and  a,  and 
iMTg  that  between  B  and  i,  the  integral  induction  current  through 
the  galvanometer  at  breaking  the  battery  circuit  is 


Fig.  «i. 


a^-j<=  y 


Ml 
R 


S 


2 


K      K 


(8) 


By  adjusting  the  resistances  R  and  S  till  there  is  no  current 
through  the  galvanometer  at  making  or  breaking  the  galvanometer 
circuit,  the  ratio  of  M^  to  Mi  may  be  determined  by  measuring  that 
of  S  to  7?. 


A  a  2 
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Comparison  of  a  Coefficient  of  Self-induction  with  a  Coefficient  of 

Mutual  Induction, 

756.]   In  the  branch  AP  of  Wheatstone's  Bridge  let  a  coil  be 

inserted,  the  coeflBicient  of  self-induc- 
tion of  which  we  wish  to  find.  Let 
us  call  it  L, 

In  the  connecting  wire  between  A 
and  the  battery  another  coil  is  inserted. 
The  coefficient  of  mutual  induction  be- 
'  tween  this  coil  and  the  coil  in  AF 
is  if.  It  may  be  measured  by  the 
method  described  in  Art.  755. 

If  the  jcurrent  from  A  to  ^  is  or,  and 
that  from  A  to  H  \%  y,  that  from  Z 
to  -4,  through  B,  will  be  x-\-y.     The 
external  electromotive  force  from  .4  to  ^  is 


Fig.  62. 


A^F^Pa^  +  L^^M(t^^)' 


(9) 


dt    '       \dt   '    dt^ 
The  external  electromotive  force  along  All  is 

A^H^Qy.  (10) 

If  the  galvanometer  placed  between  F  and  H  indicates  no  current, 
either  transient  or  permanent,  then  by  (9)  and  (10),  since  i/—-F=0, 

Px^Qy,  (11) 

dy^ 
dt 


and 


^l+^(s +  !)=«. 


(12) 


whence 


i=-(i  +  -^)jf. 


(13) 


Since  L  is  always  positive,  M  must  be  negative,  and  therefore  the 
current  must  flow  in  opposite  directions  through  the  coils  placed 
in  P  and  in  -B.  In  making  the  experiment  we  may  either  begin 
by  adjusting  the  resistances  so  that 

PS=QR,  (14) 

which  is  the  condition  that  there  may  be  no  permanent  current, 
and  then  adjust  the  distance  between  the  coils  till  the  galvanometer 
ceases  to  indicate  a  transient  current  on  making  and  breaking  the 
battery  connexion ;  or,  if  this  distance  is  not  capable  of  adjustment^ 
we  may  get  rid  of  the  transient  current  by  altering  the  resistances 
Q  and  S  in  such  a  way  that  the  ratio  of  Q  to  5  remains  constant. 

If  this  double  adjustment  is  found  too  troublesome,  we  may  adopt 
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a  third  method.  Beginning  with  an  arrangement  in  which  the 
transient  current  due  to  self-induction  is  slightly  in  excess  of  that 
due  to  mutual  induction,  we  may  get  rid  of  the  inequality  by  in- 
serting a  conductor  whose  resistance  is  JF  between  A  and  Z.  The 
condition  of  no  permanent  current  through  the  galvanometer  is  not 
affected  by  the  introduction  of  JF.  We  may  therefore  get  rid  of 
the  transient  current  by  adjusting  the  resistance  of  ^alone.  When 
this  is  done  the  value  of  L  is 

L  =  -{l+^  +  ^^)M.  (15) 

Comparison  of  tie  Coefficknts  of  Self-induction  of  Two  Coils. 

757.]  Insert  the  coils  in  two  adjacent  branches  of  Wheatstone's 
Bridge.  Let  L  and  N  be  the  coefficients  of  self-induction  of  the 
coils  inserted  in  P  and  in  R  respectively,  then  the  condition  of  no 
galvanometer  current  is 

{Px  +  L^^)8y=Qy{lix  +  N^^),  (16) 

whence  PS  =  QR,     for  no  permanent  current,  (17) 

and  -^  =  -^  ,  for  no  transient  current.  (18) 

Hence,  by  a  proper  adjustment  of  the  resistances,  both  the  per- 
manent and  the  transient  current  can  be  got  rid  of,  and  then 
the  ratio  of  L  to  N  can  be  determined  by  a  comparison  of  the 
resistances. 


CHAPTER  XVin. 


ELECTROMAGNETIC   UNIT   OP   RESISTANCE. 


On  the  Determination  of  the  lieaistance  of  a  Coil  in  Electro- 
magnetic Measure, 

758.]  The  resistance  of  a  eondactor  is  defined  as  the  ratio  of  the 
numerical  value  of  the  electromotive  force  to  that  of  the  current 
which  it  produces  in  the  conductor.  The  determination  of  the 
value  of  the  current  in  electromagnetic  measure  can  be  made  by 
means  of  a  standard  galvanometer,  when  we  know  the  value  of  the 
earth^s  magnetic  force.  The  determination  of  the  value  of  the 
electromotive  force  is  more  difficult,  as  the  only  case  in  which  we 
can  directly  calculate  its  value  is  when  it  arises  from  the  relative 
motion  of  the  circuit  with  respect  to  a  known  magnetic  system. 

759.]  The  first  determination  of  the  resistance  of  a  wire  in 
electromagnetic  measure  was  made  by  Kirchhoff*.  He  employed 
two  coils  of  known  form,  A^  and  A,^^  and  calculated  their  coefficient 

of  mutual  induction  from  the  geo- 
metrical data  of  their  form  and 
position.  These  coils  were  placed 
a  in  circuit  with  a  galvanometer,  G, 
and  a  battery,  5,  and  two  points 
of  the  circuit,  P,  between  the  coils, 
and  Q,  between  the  battery  and 
galvanometer,  were  joined  by  the 
wire  whose  resistance,  liy  was  to  be  measured. 

When  the  current  is  steady  it  is  divided  between  the  wire  and 
the  galvanometer  circuit,  and  produces  a  certain  permanent  de- 
flexion of  the  galvanometer.     If  the  coil  A^  is  now  removed  quickly 

♦  •  RcRtiminung  der  Constantcn  von  wclchcr  die  Intcn8it«t  inducirtcr  clcktrischcr 
Strome  abhiingt.*     Pogg.  Ann.,  Ixxvi  (April  1849). 
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from  A2  and  placed  in  a  position  in  which  the  coefficient  of  mutual 
induction  between  Ai  and  A^  is  zero  (Art.  538),  a  current  of  induc- 
tion is  produced  in  both  circuits,  and  the  galvanometer  needle 
receives  an  impulse  which  produces  a  certain  transient  deflexion. 

The  resistance  of  the  wire,  R,  is  deduced  from  a  comparison 
between  the  permanent  deflexion^  due  to  the  steady  current^  and  the 
transient  deflexion,  due  to  the  current  of  induction. 

Let  the  resistance  of  QGA^  P  be  K,  of  PA^  BQ,  B,  and  of  PQ,  5. 

Let  L,  3f  and  iV^be  the  coefficients  of  induction  oi  Ay  and  A^. 

Let  X  be  the  current  in  (?,  and  y  that  in  5,  then  the  current 
from  P  to  Q  is  i— jr. 

Let  E  be  the  electromotive  force  of  the  battery,  then 

{K+R)df-Ry+^{Lx-^Mji)  =  0,  (1) 

Bx+  {B+E)^+  ^  (Mx+Ny)  =  K  (2) 

When  the  currents  are  constant,  and  everything  at  rest, 

{K+R)x-Bj'  =  0.  (3) 

KM  now  suddenly  becomes  zero  on  account  of  the  separation  of 
A I  from  ^2>  then,  integrating  with  respect  to  6, 

{K+R)x^Ry^M^  =  0,  (4) 

^Rx-\-{BJtR)y-Mx  ^JEdt  =  0.  (5) 

,  ^^      {B-hR)v-\-Rx 

whence  x  =  ^^^^j^^^/^ji^^jfl'  (6) 

Substituting  the  value  of/  in  terms  of  x  from  (3),  we  find 

x_M  jB+R)  {K+E)+B^ 

i~  R  (B+R)  {K+R)-iP  ^  ' 

Jif  (  2R^  'h 

When,  as  in  Kirchhoff's  experiment,  both  B  and  K  are  large 
compared  with  R,  this  equation  is  reduced  to 

li=R-  (^> 

Of  these  quantities,  x  is  found  from  the  throw  of  the  galvanometer 
due  to  the  induction  current.  See  Art.  768.  The  permanent  cur- 
rent, ^,  is  found  from  the  permanent  deflexion  due  to  the  steady 
current ;  see  Art.  746.  M  is  found  either  by  direct  calculation 
from  the  geometrical  data,  or  by  a  comparison  with  a  pair  of  coils, 
for  which  this  calculation  has  been  made;   se^  Art.  755.     From 
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these  three  quantities  R  can  be  determined  in  electromagnetic  mea- 
sure. 

These  methods  involve  the  determination  of  the  period  of  vibra- 
tion of  the  galvanometer  magnet^  and  of  the  logarithmic  decrement 
of  its  oscillations. 

Weber^a  Method  by  Transient  Currents*. 
760.]  A  coil  of  considerable  size  is  mounted  on  an  axle,  so  as  to 
be  capable  of  revolving  about  a  vertical  diameter.  The  wire  of  this 
coil  is  connected  with  that  of  a  tangent  galvanometer  so  as  to  form 
a  single  circuit.  Let  the  resistance  of  this  circuit  be  R.  Let  the 
large  coil  be  placed  with  its  positive  face  perpendicular  to  the 
magnetic  meridian,  and  let  it  be  quickly  turned  round  half  a  revo- 
lution. There  will  be  an  induced  current  due  to  the  earth's  mag- 
netic force,  and  the  total  quantity  of  electricity  in  this  current  in 
electromagnetic  measure  will  be 

«  =  -/'  (^> 

where  g^  is  the  magnetic  moment  of  the  coil  for  unit  current,  which 
in  the  case  of  a  large  coil  inay  be  determined  directly,  by  mea- 
suring Ihe  dimensions  of  the  coil,  and  calculating  the  sura  of  the 
areas  of  its  windings.  II  is  the  horizontal  component  of  terrestrial 
magnetism,  and  R  is  the  resistance  of  the  circuit  formed  by  the 
coil  and  galvanometer  together.  This  current  sets  the  magnet  of 
the  galvanometer  in  motion. 

If  the  magnet  is  originally  at  rest,  and  if  the  motion  of  the  coil 
occupies  but  a  small  fraction  of  the  time  of  a  vibration  of  the 
magnet,  then,  if  we  neglect  the  resistance  to  the  motion  of  the 
magnet,  we  have,  by  Art.  748, 

II  T 
Q=  --2sini^,  (2) 

where  G  is  the  constant  of  the  galvanometer,  T  is  the  time  of 
vibration  of  the  magnet,  and  0  is  the  observed  elongation.  From 
these  equations  we  obtain 

7?=:7r6V ? (3) 

The  value  of  //  does  not  appear  in  this  result,  provided  it  is  the 
same  at  the  position  of  the  coil  and  at  that  of  the  galvanometer. 
This  should  not  be  assumed  to  be  the  case,  but  should  be  tested  by 
comparing  the  time  of  vibration  of  the  same  magnet,  first  at  one  of 
these  places  and  then  at  the  other. 

♦  Elclt,  Maash. ;  or  Pogg..  Aun.  Ixxxii,  337  (1851). 


762.]  webbr's  method.  361 

761.]  To  make  a  series  of  observations  Weber  began  with  the 
coil  parallel  to  the  magnetic  meridian.  He  then  turned  it  with  its 
positive  face  north,  and  observed  the  first  elongation  due  to  the 
negative  current.  He  then  observed  the  second  elongation  of  the 
freely  swinging  magnet,  and  on  the  return  of  the  magnet  through 
the  point  of  equilibrium  he  turned  the  coil  with  its  positive  &ce 
south.  This  caused  the  magnet  to  recoil  to  the  positive  side.  The 
series  was  continued  as  in  Art.  750,  and  the  result  corrected  for 
resistance.  In  this  way  the  value  of  the  resistance  of  the  combined 
circuit  of  the  coil  and  galvanometer  was  ascertained. 

In  all  such  experiments  it  is  necessary^  in  order  to  obtain  suffi- 
ciently large  deflexions,  to  make  the  wire  of  copper,  a  metal  which, 
though  it  is  the  best  conductor,  has  the  disadvantage  of  altering 
considerably  in  resistance  with  alterations  of  temperature.  It  is 
also  very  difficult  to  ascertain  the  temperature  of  every  part  of  the 
apparatus.  Hence,  in  order  to  obtain  a  result  of  permanent  value 
from  such  an  experiment,  the  resistance  of  the  experimental  circuit 
should  be  compared  with  that  of  a  carefully  constructed  resistance- 
coil,  both  before  and  after  each  experiment. 

Weber's  Method  by  observing  the  Decrement  of  the  Oscillations 

of  a  Magnet, 

762.]  A  magnet  of  considerable  magnetic  moment  is  suspended 
at  the  centre  of  a  galvanometer  coil.  The  period  of  vibration  and 
the  logarithmic  decrement  of  the  oscillations  is  observed,  first  with 
the  circuit  of  the  galvanometer  open,  and  then  with  the  circuit 
closed,  and  the  conductivity  of  the  galvanometer  coil  is  deduced 
from  the  eflect  which  the  currents  induced  in  it  by  the  motion  of 
the  magnet  have  in  resisting  that  motion. 

If  T  is  the  observed  time  of  a  single  vibration,  and  A  the  Na- 
pierian logarithmic  decrement  for  each  single  vibration,  then,  if  we 

write  -r 

0)  =  ^,  (1) 

and  a  =  y .  (2) 

the  e(|uation  of  motion  of  the  magnet  is  of  the  form 

<()=  C^r-'cosCw^+iS).  (3) 

This  expresses  the  nature  of  the  motion  as  determined  by  observa- 
tion. We  must  compare  this  with  the  dynamical  equation  of 
motion. 
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Let  M  be  the  coefficient  of  induction  between  the  galvanometer 
coil  and  the  suspended  magnet.     It  is  of  the  form 

where  ©i,  G^^  &c.  are  coefficients  belonging  to  the  coil,  g^yQ^y  &c. 
to  the  magnet,  and  Q^  (fi\  Q2  (^)»  ^^^  ^^^  zonal  harmonics  of  the 
angle  between  the  axes  of  the  coil  and  the  magnet.  See  Art.  700. 
Bja  proper  arrangement  of  the  coils  of  the  galvanometer,  and  by 
building  up  the  suspended  magnet  of  several  magnets  placed  side  by 
side  at  proper  distances,  we  may  cause  all  the  terms  of  M  after  the 
first  to  become  insensible  compared  with  the  first.     If  we  also  put 

^  =  -— ^,  we  may  write 

M  =  OmsixL<i>,  (5) 

where  G  is  the  principal  coefficient  of  the  galvanometer^  m  is  the 
magnetic  moment  of  the  magnet,  and  ^  is  the  angle  between  the 
axis  of  the  magnet  and  the  plane  of  the  coil,  which,  in  this  ex- 
periment, is  always  a  small  angle. 

If  £  is  the  coefficient  of  self-induction  of  the  coil,  and  R  its 
resistance,  and  y  the  current  in  the  coil, 

^(Zy  +  Jtf)  +  fiy=0,  (6) 

or         l[j^  +  By  +  Gta  COS  (ft -^=0.  (7) 

(it  (Iv 

The  moment  of  the  force  with  which  the  current  y  acts  on  the 
magnet  is  y  — — ,  or  G my  co&  ^.     The  angle  ^  is  in  this  experiment 

Cl(f) 

so  small,  that  we  may  suppose  cos  <^  =  1 . 

Let  us  suppose  that  the  equation  of  motion  of  the  magnet  when 
the  circuit  is  broken  is 

■^'^ +«$+''*  =  «•  w 

where  A  is  the  moment  of  inertia  of  the  suspended  apparatus,  B  —- 

(to 

expresses  the  resistance  arising  from  the  viscosity  of  the  air  and 
of  the  suspension  fibre,  &c.,  and  C(f>  expresses  the  moment  of  the 
force  arising  from  the  earth's  magnetism,  the  torsion  of  the  sus- 
pension apparatus,  &c.,  tending  to  bring  the  magnet  to  its  position 
of  equilibrium. 

Tlie  equation  of  motion,  as  affected  by  the  current,  will  be 
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To  determine  the  motion  of  the  magnet^  we  have  to  combine  this 
equation  with  (7)  and  eliminate  y.     The  result  is 

a  linear  differential  equation  of  the  third  order. 

We  have  no  occasion^  however,  to  solve  this  equation,  because 
the  data  of  the  problem  are  the  observed  elements  of  the  motion 
of  the  magnet,  and  from  these  we  have  to  determine  the  value 
of  R. 

Let  Oq  and  coq  be  the  values  of  a  and  »  in  equation  (2)  when  the 
circuit  is  broken.  In  this  case  R  is  infinite^  and  the  equation  is 
reduced  to  the  form  (8).     We  thus  find 

B  =  2  Jao,         C^A  (ao^  +  V).  (1 1) 

Solving  equation  (10)  for  R,  and  writing 

^=— (a  +  io)),     where     i  =\/— 1,  (12) 

we  find 

-a=  — -J 5 -Q — IT' li — 7 :— ^ 5 3  +  x/(a-f  JO)).  (13) 

Since  the  value  of  on  is  in  general  much  greater  than  tiiat  of  a, 
the  best  value  of  i2  is  found  by  equating  the  terms  in  iw, 
^  G^m^  i^/«  0)2—0)2 

We  may  also  obtain  a  value  of  R  by  equating  the  terms  not 
involving  e,  but  as  these  terms  are  small^  the  equation  is  useful 
only  as  a  means  of  testing  the  accuracy  of  the  observations.  From 
these  equations  we  find  the  following  testing  equation^ 

=  LA{{a-a^Y-\-2{a^a^Y  (a,2+a,o2)  +  (a,2-«o2)2}.  (15) 
Since  LA<a^  is  very  small  compared  with  ^2^2^   this  equation 

gives  O)2_^^2^0^2_a2.  (16) 

and  equation  (14)  may  be  written 

In  this  expression  G  may  be  determined  either  from  the  linear 
measurement  of  the  galvanometer  coil,  or  better,  by  comparison 
with  a  standard  coil,  according  to  the  method  of  Art.  763.  A  is 
the  moment  of  inertia  of  the  magnet  and  its  suspended  apparatus, 
which  is  to  be  found  by  the  proper  dynamical  method.  a>,  Wqj  a 
and  Oq,  are  given  by  observation. 
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• 

The  determination  of  the  value  of  m,  the  magnetic  moment  of 
the  suspended  magnet,  is  the  most  difficult  part  of  the  investigation, 
because  it  is  affected  by  temperature,  by  the  earth's  magnetic  force, 
and  by  mechanical  violence,  so  that  great  care  must  be  taken  to 
measure  this  quantity  when  the  magnet  is  in  the  very  same  circum- 
stances as  when  it  is  vibrating. 

The  second  term  of  B,  that  which  involves  L,  is  of  less  import- 
ance, as  it  is  generally  small  compared  with  the  first  term.  The 
value  of  L  may  be  determined  either  by  calculation  from  the  known 
form  of  the  coil,  or  by  an  experiment  on  the  extra-current  of  in- 
duction.    See  Art.  756. 

TAomson's  Method  by  a  Revolving  Coil. 

763.]  This  method  was  suggested  by  Thomson  to  the  Committee 
of  the  British  Association  on  Electrical  Standards,  and  the  ex- 
periment was  made  by  M.  M.  Balfour  Stewart,  Fleeming  Jenkin, 
and  the  author  in  1863*. 

A  circular  coil  is  made  to  revolve  with  uniform  velocity  about  a 
vertical  axis.  A  small  magnet  is  suspended  by  a  silk  fibre  at  the 
centre  of  the  coil.  An  electric  current  is  induced  in  the  coil  by 
the  eartVs  magnetism,  and  also  by  the  suspended  magnet.  This 
current  is  periodic,  flowing  in  opposite  directions  through  the  wire 
of  the  coil  during  different  parts  of  each  revolution,  but  the  effect  of 
the  current  on  the  suspended  magnet  is  to  produce  a  deflexion  from 
the  magnetic  meridian  in  the  direction  of  the  rotation  of  the  coil. 

764.]  Let  H  be  the  horizontal  component  of  the  earth's  mag- 
netism. 

Let  y  be  the  strength  of  the  current  in  the  coil. 

^  the  total  area  inclosed  by  all  the  windings  of  the  wire. 
G  the  magnetic  force  at  the  centre  of  the  coil  due  to  unit- 
current. 
L  the  coefiicient  of  self-induction  of  the  coil. 
M  the  magnetic  moment  of  the  suspended  magnet. 
0  the  angle  between  the  plane  of  the  coil  and  the  magnetic 

meridian. 
</)  the  angle  between  the  axis  of  the  suspended  magnet  and 

the  magnetic  meridian 
ui  the  moment  of  inertia  of  the  suspended  magnet. 
MIIt  the  coefficient  of  torsion  of  the  suspension  fibre, 
a  the  azimuth  of  the  magnet  when  there  is  no  torsion. 
R  the  resistance  of  the  coil. 

♦  See  Report  of  the  British  Atioriation  for  18(>3. 
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The  kinetic  energy  of  the  system  is 

T=  ii;y2-ir^y8in^-lf(?y8in(d-<^)  +  3f£rcos0-f i^</)«.  (1) 

The  first  term,  i  X  y*,  expresses  the  energy  of  the  current  as 
depending  on  the  coil  itBelf.  The  second  term  depends  on  the 
mutual  action  of  the  current  and  terrestrial  magnetism,  the  third 
on  that  of  the  current  and  the  magnetism  of  the  suspended  magnet, 
the  fourth  on  that  of  the  magnetism  of  the  suspended  magnet  and 
terrestrial  magnetism,  and  the  last  ei^resses  the  kinetic  energy  of 
the  matter  composing  the  magnet  and  the  suspended  apparatus 
which  moves  with  it. 

The  potential  energy  of  the  suspended  apparatus  arising  from  the 
torsion  of  the  fibre  is 

r=:^r(4.«-2*«).  (2) 

The  electromagnetic  momentum  of  the  current  is 

dT 
^  =  —  =  Ly—Hg  sin  B—MGy  sin  (^— <^),  (3) 

and  if  B  is  the  resistance  of  the  coil^  the  equation  of  the  current  is 

or,  since  0  z=  cot,  (5) 

(R-\-L-^)y  =  IlgcD  CO80 -\-MG  («— (^)  cos  (^— <^).  (6) 

765.]  It  is  the  result  alike  of  theory  and  observation  that  0,  the 
azimuth  of  the  magnet,  is  subject  to  two  kinds  of  periodic  variations. 
One  of  these  is  a  free  oscillation,  whose  periodic  time  depends  on 
the  intensity  of  terrestrial  magnetism,  and  is^  in  the  experiment, 
several  seconds.  The  other  is  a  forced  vibration  whose  period  is 
half  that  of  the  revolving  coil,  and  whose  amplitude  is^  as  we  shall 
see^  insensible.  Hence,  in  determining  y,  we  may  treat  0  as 
sensibly  constant. 

We  thus  find 

y  ^^  ^^;;^2(^^ose-^Li»>Bin0)  (7) 


+  Ce"^\  (9) 

The  last  term  of  this  expression  soon  dies  away  when  the  rota- 
tion is  continued  uniform. 
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The  equation  of  motion  of  the  suspended  magnet  is 

(PT       dT      dV     ^ 

+  3T  =  0,  (10) 


d4>  di      d<l>      d<t> 

whence     J^— ilfGycoB(^  — «^)  +  3f£r(sin<^+r(0— a))  =  0.     (11) 

Substituting  the  value  of  y,  and  arranging  the  terms  according 

to  the  functions  of  multiples  of  6,  then  we  know  from  observation 

that 

^  =  <^o  +  i^-"cos«^+efcos2(d-j3),  (12) 

where  </>q  is  the  mean  value  of  <^,  and  the  second  term  expresses 
the  free  vibrations  gradually  decaying,  and  the  third  the  forced 
vibrations  arising  from  the  variation  of  the  deflecting  current. 

JJTLf 

The  value  of  n  in  equation  (12)  is  — j-  sec<^.     That  of  e,  the  am- 

plitude  of  the  forced  vibrations,  is  J  — ^  sin  0.     Hence,  when  the 

coil  makes  many  revolutions  during  one  free  vibration  of  the  magnet, 
the  amplitude  of  the  forced  vibrations  of  the  magnet  is  very  small, 
and  we  may  neglect  the  terms  in  (11)  which  involve  c. 

Beginning  with  the  terms  in  (1 1)  which  do  not  involve  0,  we  find 

-iy> —  To—o:  (/?  COS  00  +  // 0)  sm  Ao)  + ^^ ; -  R 

=  3fZr(8in</)o  +  r(</)o-a)).  (13) 

Remembering  that  0  is  small,  and  that  L  is  generally  small 
compared  with  Gg,  we  find  as  a  sufficiently  approximi^  value  of  B^ 

Ggo)  C,       GM      ^     2L.2L      ,N^     o    )    /,.x 

2tan0o(l+rL) 

766.]  The  resistance  is  thus  determined  in  electromagnetic  ijiea- 
sure  in  terms  of  the  velocity  ca  and  the  deviation  0.  It  is  not 
necessary  to  determine  //,  the  horizontal  terrestrial  magnetic  force, 
provided  it  remains  constant  during  the  experiment. 

To  determine  -rj  we  must  make  use  of  the  suspended  magnet  to 

deflect  the  magnet  of  the  magnetometer,  as  described  in  Art.  454. 
In  this  experiment  31  should  be  small,  so  that  this  correction  be- 
comes of  secondary  importance. 

For  the  other  corrections  required  in  this  experiment  see  the 
lleporl  of  the  BrUish  Association  for  1863,  p.  168. 
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Joule^s  Calorimetric  Method, 

767.]  The  heat  generated  by  a  current  y  in  passing  through  a 
conductor  whose  resistance  is  R  is,  by  Joule's  law.  Art.  242. 

A^lrfsy^dt,  (1) 

where  /  is  the  equivalent  in  dynamical  measure  of  the  unit  of  heat 
employed. 

Hence,  if  li  is  constant  during  the  experiment,  its  value  is 

B^T^'  (2) 


Jy^dt 


This  method  of  determining  S  involves  the  determination  of  A, 
the  heat  generated  by  the  current  in  a  given  time,  and  of  y^,  the 
square  of  the  strength  of  the  current. 

In  Joule's  experiments  *,  i  was  determined  by  the  rise  of  tem- 
perature of  the  water  in  a  vessel  in  which  the  conducting  wire  was 
immersed.  It  was  corrected  for  the  effects  of  radiation,  &;c.  by 
alternate  experiments  in  which  no  current  was  passed  through  the 
wire. 

The  strength  of  the  current  was  measured  by  means  of  a  tangent 
galvanometer.  This  method  involves  the  determination  of  the 
intensity  of  terrestrial  magnetism,  which  was  done  by  the  method 
described  in  Art.  457.  These  measurements  were  also  tested  by  the 
current  weigher,  described  in  Art.  726,  which  measures  y^  directly. 

The  most  direct  method  of  measuring  /  y^  dt,  however,  is  to  pass 

the  current  through  a  self-acting  electrodynamometer  (Art.  725) 
with  a  scale  which  gives  readings  proportional  to  y^,  and  to  make 
the  observations  at  equal  intervals  of  time,  which  may  be  done 
approximately  by  taking  the  reading  at  the  extremities  of  every 
vibration  of  the  instrument  during  the  whole  course  of  the  experi- 
ment. 

•  Bepart  of  the  British  Association  for  1867. 


CHAPTER    XIX. 

t 

COMPARISON   OF   THE   ELECTROSTATIC   WITH   THE   ELECTRO- 
MAGNETIC   UNITS. 

LeUrminaiion  of  the  Number  of  Elecirosiaiic  Units  of  Electricity 

in  one  Electromagnetic  Unit. 

768.]  The  absolute  magnitudes  of  the  electrical  units  in  both 
systems  depend  on  the  units  of  length,  time,  and  mass  which  we 
adopt,  and  the  mode  in  which  they  depend  on  these  units  is 
different  in  the  two  systems,  so  that  the  ratio  of  the  electrical  units 
will  be  expressed  by  a  different  number,  according  to  the  different 
units  of  length  and  time. 

It  appears  from  the  table  of  dimensions,  Art.  628,  that  the 
number  of  electrostatic  units  of  electricity  in  one  electromagnetic 
unit  varies  inversely  as  the  magnitude  of  the  unit  of  length,  and 
directly  as  the  magnitude  of  the  unit  of  time  which  we  adopt. 

If,  therefore,  we  determine  a  velocity  which  is  represented  nu- 
merically by  this  number,  then,  even  if  we  adopt  new  units  of 
length  and  of  time,  the  number  representing  this  velocity  will  still 
be  the  number  of  electrostatic  units  of  electricity  in  one  electro- 
magnetic unit,  according  to  the  new  system  of  measurement. 

This  velocity,  therefore,  which  indicates  the  relation  between 
electrostatic  and  electromagnetic  phenomena,  is  a  natural  quantity 
of  definite  magnitude,  and  the  measurement  of  this  quantity  is  one 
of  the  most  important  researches  in  electricity. 

To  shew  that  the  quantity  we  are  in  search  of  is  really  a  velocity, 
we  may  observe  that  in  the  case  of  two  parallel  currents  the  attrac- 
tion experienced  by  a  length  a  of  one  of  them  is,  by  Art.  686, 

0 
where  C,  C  are  the  numerical  values  of  the  currents  in  electromag- 
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netic  measure^  and  b  the  distance  between  them.     If  we  make 
b  =  2a,  then  JP— .  pg^^ 

Now  the  quantity  of  electricity  transmitted  by  the  current  C  in 
the  time  ^  is  C?^  in  electromagnetic  measure,  or  ^  C?^  in  electrostatic 
measure,  if  »  is  the  number  of  electrostatic  units  in  one  electro- 
magnetic unit. 

Let  two  small  conductors  be  charged  with  the  quantities  of 
electricity  transmitted  by  the  two  currents  in  the  time  ^,  and 
placed  at  a  distance  r  from  each  other.  The  repulsion  between 
them  will  be  CCn^f^ 

Let  the  distance  r  be  so  chosen  that  this  repulsion  is  equal  to  the 
attraction  of  the  currents,  then 


r2 


=  CC. 


Hence  r  =  nC; 

or  the  distance  r  must  increase  with  the  time  t  at  the  rate  n. 
Hence  w  is  a  velocity,  the  absolute  magnitude  of  which  is  the 
same,  whatever  units  we  assume. 

769.]  To  obtain  a  physical  conception  of  this  velocity,  let  us  ima- 
gine a  plane  surface  charged  with  electricity  to  the  electrostatic  sur- 
face-density (T,  and  moving  in  its  own  plane  with  a  velocity  v.  This 
moving  electrified  surface  will  be  equivalent  to  an  electric  current- 
sheet,  the  strength  of  the  current  flowing  through  unit  of  breadth 

of  the  surface  being  av  in  electrostatic  measure,  or  -  av  in  elec- 
tromagnetic measure,  if  ;t  is  the  number  of  electrostatic  units  in 
one  electromagnetic  unit.  If  another  plane  surface,  parallel  to  the 
first,  is  electrified  to  the  surface-density  a,  and  moves  in  the  same 
direction  with  the  velocity  r',  it  will  be  equivalent  to  a  second 
current-sheet. 

The  electrostatic  repulsion  between  the  two  electrified  surfaces  is, 
by  Art.  124,  2  tto-ct'  for  every  unit  of  area  of  the  opposed  surfaces. 

The  electromagnetic  attraction  between  the  two  current-sheets 
is,  by  Art.  653,  2  tti^w'  for  every  unit  of  area,  u  and  «'  being  the 
surface-densities  of  the  currents  in  electromagnetic  measure. 


But     w  =  -  err,     and    w'  =  -  av\  so  that  the  attraction  is 
n  n 

VOL.  II.  B  b 
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The  ratio  of  the  attraction  to  the  repulsion  is  equal  to  that  of 
vv'  io  n^.  Hence,  since  the  attraction  and  the  repulsion  are  quan- 
tities of  the  same  kind,  n  must  be  a  quantity  of  the  same  kind  as  r, 
that  is,  a  velocity.  If  we  now  suppose  the  velocity  of  each  of  the 
moving  planes  to  be  equal  to  »,  the  attraction  will  be  equal  to  the 
repulsion,  and  there  will  be  no  mechanical  action  between  them. 
Hence  we  may  define  the  ratio  of  the  electric  units  to  be  a  velocity, 
such  that  two  electrified  surfaces,  moving  in  the  same  direction 
with  this  velocity,  have  no  mutual  action.  Since  this  velocity  is 
about  288000  kilometres  per  second,  it  is  impossible  to  make  the 
experiment  above  described. 

770.]  If  the  electric  surface-density  and  the  velocity  can  be  made 
so  great  that  the  magnetic  force  is  a  measurable  quantity,  we  may 
at  least  verify  our  supposition  that  a  moving  electrified  body  is 
equivalent  to  an  electric  current. 

It  appears  from  Art.  57  that  an  electrified  surface  in  air  would 
begin  to  discharge  itself  by  sparks  when  the  electric  force  2  it  a 
reaches  the  value  130.     The  magnetic  force  due  to  the  current-sheet 

V 

is  2  iro-  -  •     The  horizontal  magnetic  force  in  Britain  is  about  0.175. 

Hence  a  surface  electrified  to  the  highest  degree,  and  moving  with 
a  velocity  of  100  metres  per  second,  would  act  on  a  magnet  with  a 
force  equal  to  about  one-four- thousandth  part  of  the  earth's  hori- 
zontal force,  a  quantity  which  can  be  measured.  The  electrified 
surface  may  be  that  of  a  non-conducting  disk  revolving  in  the  plane 
of  the  magpietic  meridian,  and  the  magnet  may  be  placed  close  to 
the  ascending  or  descending  portion  of  the  disk,  and  protected  from 
its  electrostatic  action  by  a  screen  of  metal.  I  am  not  aware  that 
this  experiment  has  been  hitherto  attempted. 

I.    Comparison  of  Units  of  Electricity, 

771.]  Since  the  ratio  of  the  electromagnetic  to  the  electrostatic 
unit  of  electricity  is  represented  by  a  velocity,  we  shall  in  future 
denote  it  by  the  symbol  v.  The  first  numerical  determination  of 
this  velocity  was  made  by  Weber  and  Kohlrausch  *. 

Their  method  was  founded  on  the  measurement  of  the  same 
quantity  of  electricity,  first  in  electrostatic  and  then  in  electro- 
magnetic measure. 

The  quantity  of  electricity  measured  was  the  charge  of  a  Leyden 
jar.     It  was  measured  in  electrostatic  measure  as  the  product  of  the 

♦  Elektrodynamiache  Maai^efiimmungfn :  and  Pogg.  Ann.  xcix,  (Aug.  10,  1856.) 


i 
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capacity  of  the  jar  into  the  difference  of  potential  of  its  coatings. 
The  capacity  of  the  jar  was  determined  by  comparison  with  that  of 
a  sphere  suspended  in  an  open  space  at  a  distance  from  other 
bodies.  The  capacity  of  such  a  sphere  is  expressed  in  electrostatic 
measure  by  its  radius.  Thus  the  capacity  of  the  jar  may  be  found 
and  expressed  as  a  certain  length.     See  Art.  227. 

The  difference  of  the  potentials  of  the  coatings  of  the  jar  was  mea- 
sured by  connecting  the  coatings  with  the  electrodes  of  an  electro- 
meter, the  constants  of  which  were  carefully  determined,  so  that  the 
difference  of  the  potentials,  E,  became  known  in  electrostatic  measure. 

By  multiplying  this  by  c,  the  capacity  of  the  jar,  the  charge  of 
the  jar  was  expressed  in  electrostatic  measure. 

To  determine  the  value  of  the  charge  in  electromagnetic  measure, 
the  jar  was  discharged  through  the  coil  of  a  galvanometer.  The 
effect  of  the  transient  current  on  the  magnet  of  the  galvanometer 
communicated  to  the  magnet  a  certain  angular  velocity.  The 
magnet  then  swimg  round  to  a  certain  deviation,  at  which  its 
velocity  was  entirely  destroyed  by  the  opposing  action  of  the 
earth's  magnetism. 

By  observing  the  extreme  deviation  of  the  magnet  the  quantity 
of  electricity  in  the  current  may  be  determined  in  electromagnetic 
measure,  as  in  Art.  748,  by  the  formula 

//   T 
Q  =  77-  2sini^, 

where  Q  is  the  quantity  of  electricity  in  electromagnetic  measure. 
We  have  therefore  to  determine  the  following  quantities : — 

IT,  the  intensity  of  the  horizontal  component  of  terrestrial  mag- 
netism ;  see  Art.  456. 

(r,  the  principal  constant  of  the  galvanometer;  see  Art.  700. 

y,  the  time  of  a  single  vibration,  of  the  magnet ;  and 

0y  the  deviation  due  to  the  transient  current. 

The  value  of  v  obtained  by  MM.  Weber  and  Kohlrausch  was 

V  =  310740000  metres  per  second. 

The  property  of  solid  dielectrics,  to  which  the  name  of  Electric 
Absorption  has  been  given,  renders  it  difficult  to  estimate  correctly 
the  capacity  of  a  Leyden  jar.  The  apparent  capacity  varies  ac- 
cording to  the  time  which  elapses  between  the  charging  or  dis- 
charging of  the  jar  and  the  measurement  of  the  potential,  and  the 
longer  the  time  the  greater  is  the  value  obtained  for  the  capacity  of 
the  jar. 

B  b  1% 
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Hence^  since  the  time  occupied  in  obtaining  a  reading  of  the 
electrometer  is  large  in  comparison  with  the  time  during  which  the 
discharge  through  the  galvanometer  takes  place,  it  is  probable  that 
the  estimate  of  the  discharge  in  electrostatic  measure  is  too  high, 
and  the  value  of  v,  derived  from  it^  is  probably  also  too  high. 

II.  V  expressed  as  a  Resistance. 

772.]  Two  other  methods  for  the  determination  of  v  lead  to  an 
expression  of  its  value  in  terms  of  the  resistance  of  a  given  con- 
ductor^ which^  in  the  electromagnetic  system^  is  also  expressed  as  a 
velocity. 

In  Sir  William  Thomson's  form  of  the  experiment,  a  constant 
current  is  made  to  flow  through  a  wire  of  great  resistance.  The 
electromotive  force  which  urges  the  current  through  the  wire  is  mea- 
sured electrostatically  by  connecting  the  extremities  of  the  wire  with 
the  electrodes  of  an  absolute  electrometer.  Arts.  217,  218.  The 
strength  of  the  current  in  the  wire  is  measured  in  electromagnetic 
measure  by  the  deflexion  of  the  suspended  coil  of  an  electrodyna- 
mometer  through  which  it  passes.  Art.  725.  The  resistance  of  the 
circuit  is  known  in  electromagnetic  measure  by  comparison  with  a 
standard  coil  or  Ohm.  By  multiplying  the  strength  of  the  current 
by  this  resistance  we'  obtain  the  electromotive  force  in  electro- 
magnetic measure,  and  from  a  comparison  of  this  with  the  electro- 
static measure  the  value  of  v  is  obtained. 

This  method  requires  the  simultaneous  determination  of  two 
forces,  by  means  of  the  electrometer  and  electrodynamometer  re- 
spectively, and  it  is  only  the  ratio  of  these  forces  which  appears  in 
the  result. 

773.]  Another  •  method,  in  which  these  forces,  instead  of  being 
separately  measured,  are  directly  opposed  to  each  other,  was  em- 
ployed by  the  present  writer.  Tlie  ends  of  the  great  resistance  coil 
are  connected  with  two  parallel  disks,  one  of  which  is  moveable. 
The  same  difference  of  potentials  which  sends  the  current  through 
the  great  resistance,  also  causes  an  attraction  between  these  disks. 
At  the  same  time,  an  electric  current  which,  in  the  actual  experi- 
ment, was  distinct  from  the  primary  current,  is  sent  through  two 
coils,  fastened,  one  to  the  back  of  the  fixed  disk,  and  the  other  to 
the  back  of  the  moveable  disk.  The  current  flows  in  opposite 
directions  through  these  coils,  so  that  they  repel  one  another.  By 
adjusting  the  distance  of  the  two  disks  the  attraction  is  exactly 
balanced  by  the  repulsion,  while  at  the  same  time  another  observer. 
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by  means  of  a  differential  galvanometer  with  shunts^  determines 
the  ratio  of  the  primaiy  to  the  secondary  current. 

In  this  experiment  the  only  measurement  which  must  be  referred 
to  a  material  standard  is  that  of  the  great  resistance,  which  must 
be  determined  in  absolute  measure  by  comparison  with  the  Ohm. 
The  other  measurements  are  required  only  for  the  determination  of 
ratios,  and  may  therefore  be  determined  in  terms  of  any  arbitrary 
unit. 

Thus  the  ratio  of  the  two  forces  is  a  ratio  of  equality. 

The  ratio  of  the  two  currents  is  found  by  a  comparison  of  resist- 
ances when  there  is  no  deflexion  of  the  differential  galvanometer. 

The  attractive  force  depends  on  the  square  of  the  ratio  of  the 
diameter  of  the  disks  to  their  distance. 

The  repulsive  force  depends  on  the  ratio  of  the  diameter  of  the 
coils  to  their  distance. 

The  value  of  v  is  therefore  expressed  directly  in  terms  of  the 
resistance  of  the  great  coil,  which  is  itself  compared  with  the  Ohm. 

The  value  oft;,  as  found  by  Thomson's  method,  was  28.2  Ohms* ; 
by  Maxwell's,  28.8  Ohms  f. 

III.   Electrostatic  Capacity  in  Electromagnetic  Measure. 

774.]  The  capacity  of  a  condenser  may  be  ascertained  in  electro- 
magnetic measure  by  a  comparison  of  the  electromotive  force  which 
produces  the  charge,  and  the  quantity  of  electricity  in  the  current 
of  discharge.  By  means  of  a  voltaic  battery  a  current  is  maintained 
through  a  circuit  containing  a  coil  of  great  resistance.  The  con- 
denser is  charged  by  putting  its  electrodes  in  contact  with  those  of 
the  resistance  coil.  The  current  through  the  coil  is  measured  by 
the  deflexion  which  it  produces  in  a  galvanometer.  Let  <^  be  this 
deflexion,  then  the  current  is,  by  Art.  742, 

'T  =  -^  tan  <^, 

where  H  is  the  horizontal  component  of  terrestrial  magnetism,  and 
G  is  the  principal  constant  of  the  galvanometer. 

If  22  is  the  resistance  of  the  coil  through  which  this  current  is 
made  to  flow,  the  difference  of  the  potentials  at  the  ends  of  the 
coil  is  E=  Ry, 

*  Report  of  British  Association,  1869,  p.  434. 

t  PhU,  Trans.,  1868,  p.  643;  and  Beport  of  British  Association,  1869,  p.  436. 
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and  the  charge  of  electricity  produced  in  the  condenser,  whose 
capacity  in  electromagnetic  measure  is  C7,  will  be 

q  =  EC. 

Now  let  the  electrodes  of  the  condenser,  and  then  those  of  the 
galvanometer,  be  disconnected  from  the  circuit,  and  let  the  magnet 
of  the  galvanometer  be  brought  to  rest  at  its  position  of  equili- 
brium. Then  let  the  electrodes  of  the  condenser  be  connected  with 
those  of  the  galvanometer.  A  transient  current  will  flow  through 
the  galvanometer,  and  will  cause  the  magnet  to  swing  to  an  ex- 
treme deflexion  6.  Then,  by  Art.  748,  if  the  discharge  is  equal  to 
the  charge,  H  T  ^   .    ,, 

We  thus  obtain  as  the  value  of  the  capacity  of  the  condenser  in 
electromagnetic  measure 

C^  ^J_2jiini^ 
""  TT  ^    tan<^ 

The  capacity  of  the  condenser  is  thus  determined  in  terms  of  tlie 
following  quantities : — 

T,  the  time  of  vibration  of  the  magnet  of  the  galvanometer  from 
rest  to  rest. 

S,  the  resistance  of  the  coil. 

d,  the  extreme  limit  of  the  swing  produced  by  the  discharge. 

<f>,  the  constant  deflexion  due  to  the  current  through  the  coil  JR, 
This  method  was  employed  by  Professor  Fleeming  Jenkin  in  deter- 
mining the  capacity  of  condensers  in  electromagnetic  measure  *. 

If  c  be  the  capacity  of  the  same  condenser  in  electrostatic  mea- 
sure, as  determined  by  comparison  with  a  condenser  whose  capacity 
can  be  calculated  from  its  geometrical  data, 

c  =  r^C. 

Hence  v^  =  ttR-^  — -: — r- . 

T  2  smi^ 

The  quantity  v  may  therefore  be  found  in  this  way.  It  depends 
on  the  determination  of  H  in  electromagnetic  measure,  but  as  it 
involves  only  the  square  root  of  B,  an  error  in  this  determination 
will  not  affect  the  value  of  v  so  much  as  in  the  method  of  Arts. 
772,  773. 

Intermitient  Curreyit, 

775.]  If  the  wire  of  a  battery-circuit  be  broken  at  any  point,  and 

*  Be  port  of  Vritith  Atsociaiion,  1867. 
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the  broken  ends  connected  with  the  electrodes  of  a  condenser,  the 
current  will  flow  into  the  condenser  with  a  strength  which  dimin- 
ishes as  the  difference  of  the  potentials  of  the  condenser  increases, 
so  that  when  the  condenser  has  received  the  full  charge  corre- 
sponding to  the  electromotive  force  acting  on  the  wire  the  current 
ceases  entirely. 

If  the  electrodes  of  the  condenser  are  now  disconnected  from  the 
ends  of  the  wire,  and  then  again  connected  with  them  in  the 
reverse  order,  the  condenser  will  discharge  itself  through  the  wire, 
and  will  then  become  recharged  in  the  opposite  way,  so  that  a 
transient  current  will  flow  through  the  wire,  the  total  quantity  of 
which  is  equal  to  two  charges  of  the  condenser. 

By  means  of  a  piece  of  mechanism  (commonly  called  a  Commu<- 
tator,  or  wippe)  the  operation  6f  reversing  the  connexions  of  the 
condenser  can  be  repeated  at  regular  intervals  of  time,  each  interval 
being  equal  to  T,  If  this  interval  is  sufficiently  long  to  allow  of 
the  complete  discharge  of  the  condenser,  the  quantity  of  electricity 
transmitted  by  the  wire  in  each  interval  will  he  2  EC,  where  E  is 
the  electromotive  force,  and  Cis  the  capacity  of  the  condenser. 

If  the  magnet  of  a  galvanometer  included  in  the  circuit  is  loaded^ 
so  as  to  swing  so  slowly  that  a  great  many  discharges  of  the  con- 
denser occur  in  the  time  of  one  free  vibration  of  the  magnet,  the 
succession  of  discharges  will  act  on  the  magnet  like  a  steady  current 
whose  strength  is  2  EC 

If  the  condenser  is  now  removed,  and  a  resistance  coil  substituted 
for  it,  and  adjusted  till  the  steady  current  through  the  galvano- 
meter produces  the  same  deflexion  as  the  succession  of  discharges, 
and  if  R  is  the  resistance  of  the  whole  circuit  when  this  is  the  case, 

R  T    '  ^  ^ 

We  may  thus  compare  the  condenser  with  its  commutator  in 
motion  to  a  wire  of  a  certain  electrical  resistance,  and  we  may  make 
use  of  the  difierent  methods  of  measuring  resistance  described  in 
Arts.  345  to  357  in  order  to  determine  this  resistance. 

776.]  For  this  purpose  we  may  substitute  for  any  one  of  the 
wires  in  the  method  of  the  Differential  Galvanometer,  Art.  346,  or 
in  that  of  Wheatstone  s  Bridge,  Art.  347,  a  condenser  with  its  com- 
mutator.    Let  us  suppose  that  in  either  case  a  zero  deflexion  of  the 
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galvanometer  has  been  obtained^  first  with  the  condenser  and  com- 
mutator, and  then  with  a  coil  of  resistance  i?|  in  its  place^  then 

T      , 

the  quantity  -—^  will  be  measured  by  the  resistance  of  the  circuit  of 

which  the  coil  jBj  forms  part,  and  which  is  completed  by  the  re- 
mainder of  the  conducting  system  including  the  battery.  Hence 
the  resistance,  72,  which  we  have  to  calculate,  is  equal  to  72^,  that 
of  the  resistance  coil,  together  with  R^y  the  resistance  of  the  re- 
mainder of  the  system  (including  the  battery),  the  extremities  of 
the  resistance  coil  being  taken  as  the  electrodes  of  the  system. 

In  the  cases  of  the  differential  galvanometer  and  Wheatstone's 
Bridge  it  is  not  necessary  to  make  a  second  experiment  by  substi- 
tuting a  resistance  coil  for  the  condenser.  The  value  of  the  resist- 
ance required  for  this  purpose  may  be  found  by  calculation  from 
the  other  known  resistances  in  the  system. 

Using  the  notation  of  Art.  347,  and  supposing  the  condenser 
and  commutator  substituted  for  the  conductor  ACm  Wheatstone's 
Bridge,  and  the  galvanometer  inserted  in  OA^  and  that  the  deflexion 
of  the  galvanometer  is  zero,  then  we  know  that  the  resistance  of  a 
coil,  which  placed  in  -4 C  would  give  a  zero  deflexion,  is 

l'='f  =  Ri-  (3) 

The  other  part  of  the  resistance,  7?2,  is  that  of  the  system  of  con- 
ductors AO^  OCf  AB,  BC  and  05,  the  points  A  and  C  being  con- 
sidered as  the  electrodes.     Hence 

R  =^  (^+^)  (y  +_«)  +  g^(y+Q)  +  yo^cj-a)  ^ 

2       "     (^  +  fl^)(y  +  a)  +  ^(c  +  a  +  y  +  a)"      '  ^^ 

In  this  expression  a  denotes  the  internal  resistance  of  the  battery 
and  its  connexions,  the  value  of  which  cannot  be  determined  with 
certainty ;  but  by  making  it  small  compared  with  the  other  resist- 
ances, this  uncertainty  will  only  slightly  affect  the  value  of  R^. 

The  value  of  the  capacity  of  the  condenser  in  electromagnetic 
measure  is  ^ 

777,']  If  the  condenser  has  a  large  capacity,  and  the  commutator 
is  very  rapid  in  its  action,  the  condenser  may  not  be  fully  discharged 
at  each  reversal.     Tlie  equation  of  the  electric  current  during  the 

discharge  is  Q  +  2i^c^-§ +EC  =  0,  (6) 

where  Q  is  the  charge,  C  the  capacity  of  the  condenser,  i?2  ^^^ 
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resistance  of  the  rest  of  the  system  between  the  electrodes  of  the 

condenser,  and  E  the  electromotive  force  due  to  the  connexions 

with  the  battery. 

t 

Hence  Q  =z  {qQ  +  EC)e'^i^--EC,  (7) 

where  Qq  is  the  initial  value  of  Q. 

If  r  is  the  time  during  which  contact  is  maintained  during  each 
discharge,  the  quantity  in  each  discharge  is 


q  =  2EC 


l—e  ^^ 


(8) 


By  making  c  and  y  in  equation  (4)  large  compared  with  /3,  a,  or 
a,  the  time  represented  by  B2C  may  be  made  so  small  compared 
with  T,  that  in  calculating  the  value  of  the  exponential  expression 
we  may  use  the  value  of  C  in  equation  (5).     We  thus  find 


H^C 


R,      T 


(9) 


where  R^  is  the  resistance  which  must  be  substituted  for  the  con- 
denser to  produce  an  equivalent  efiect.  B^  is  the  resistance  of  the 
rest  of  the  system,  T  is  the  interval  between  the  beginning  of  a 
discharge  and  the  beginning  of  the  next  discharge,  and  t  is  the 
duration  of  contact  for  each  discharge.  We  thus  obtain  for  the 
corrected  value  of  C  in  electromagnetic  measure 


C=\ 


1+^ 


-2- 


A  +  *: 


2   -  -2 


R2     T 


(10) 


IV.  Comparison  of  the  Electrostatic  Capacity  of  a  Condenser  with 
the  Electromagnetic  Capacity  of  Self  induction  of  a  Coil, 

778.]  If  two  points  of  a  conducting 
circuit,  between  which  the  resistance  is 
R,  are  connected  with  the  electrodes  of 
a  condenser  whose  capacity  is  C,  then, 
when  an  electromotive  force  acts  on  the 
circuit,  part  of  the  current,  instead  of 
passing  through  the  resistance  R,  will 
be  employed  in  charging  the  condenser. 
The  current  through  R  will  therefore 
rise  to  its  final  value  from  zero  in  a 
gradual  manner.     It  appears  from  the 


Fig.  64. 


mathematical  theory  that  the  manner  in  which  the  current  through 
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R  rises  from  zero  to  its  final  value  is  expressed  by  a  formula  of 
exactly  the  same  kind  as  that  which  expresses  the  value  of  a  cur- 
rent urged  by  a  constant  electromotive  force  through  the  coil  of  an 
electromagnet.  Hence  we  may  place  a  condenser  and  an  electro- 
magnet on  two  opposite  members  of  Wheatstone's  Bridge  in  such 
a  way  that  the  current  through  the  galvanometer  is  always  zero, 
even  at  the  instant  of  making  or  breaking  the  battery  circuit. 

In  the  figure,  let  P,  Q,  J?,  S  be  the  resistances  of  the  four  mem- 
bers of  Wheatstone's  Bridge  respectively.  Let  a  coil,  whose  coeffi- 
cient of  self-induction  is  Z,  be  made  part  of  the  member  AH^  whose 
resistance  is  Q,  and  let  the  electrodes  of  a  condenser,  whose  capacity 
is  (7,  be  connected  by  pieces  of  small  resistance  with  the  point4s  F 
and  Z.  For  the  sake  of  simplicity,  we  shall  assume  that  there  is  no 
current  in  the  galvanometer  (?,  the  electrodes  of  which  are  con- 
nected to  F  and  H,  We  have  therefore  to  determine  the  condition 
that  the  j>otential  at  F  may  be  equal  to  that  at  H.  It  is  only  when 
we  wish  to  estimate  the  degree  of  accuracy  of  the  method  that  we 
require  to  calculate  the  current  through  the  galvanometer  when 
this  condition  is  not  fulfilled. 

Let  X  be  the  total  quantity  of  electricity  which  has  passed 

through  the  member  AF,  and  z  that  which  has  passed  through  FZ 

at  the  time  /,  then  x-^z  will  be  the  charge  of  the  condenser.     The 

electromotive  force  acting  between  the  electrodes  of  the  condenser 

dz 
is,  by  Ohm's  law,  i?,},  so  that  if  the  capacity  of  the  condenser 

(It 

'  x-z  =  BC;--  (1) 

lit 

Let  1/  be  the  total  quantity  of  electricity  which  has  passed  through 
the  member  AII^  the  electromotive  force  from  A  to  H  must  be  equal 
to  that  from  A  to  F,  or 

Since  there  is  no  current  through  the  galvanometer,  the  quantity 
which  has  passed  through  HZ  must  be  also  7/,  and  we  find 

S  %  =  Ii'['.  (3) 

(It  dt 

Substituting  in  (2)  the  value  of  a?,  derived  from  (1),  and  com- 
paring with  (3),  we  find  as  the  condition  of  no  current  through  the 
galvanometer 


L  d^       ^^,        ^^d 


^^'«0+i,/»  =  ^^('+^^;^)- 


(4) 
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The  condition  of  no  final  current  is,  as  in  the  ordinary  form  of 
meatstone's  Bridge.  q^  ^  gP.  (5) 

The  condition  of  no  current  at  making  and  breaking  the  battery 

connexion  is  r 

^  =  RC.  (6) 

Here  yr  and  EC  are  the  time-constants  of  the  members  Q  and  7Z 

respectively,  and  if,  by  varying  Q  or  JR,  we  can  adjust  the  members 
of  Wheatstone's  Bridge  till  the  galvanometer  indicates  no  current, 
either  at  making  and  breaking  the  circuit,  or  when  the  current  is 
steady,  then  we  know  that  the  time-constant  of  the  coil  is  equal  to 
that  of  the  condenser. 

The  coefiBcient  of  self-induction,  i,  can  be  determined  in  electro- 
magnetic measure  from  a  comparison  with  the  coeflBcient  of  mutual 
induction  of  two  circuits,  whose  geometrical  data  are  known 
(Art.  756).     It  is  a  quantity  of  the  dimensions  of  a  line. 

The  capacity  of  the  condenser  can  be  determined  in  electrostatic 
measure  by  comparison  with  a  condenser  whose  geometrical  data 
are  known  (Art.  229).  This  quantity  is  also  a  length,  c.  The  elec- 
tromagnetic measure  of  the  capacity  is 

C=^.  (7) 

Substituting  this  value  in  equation  (8),  we  obtain  for  the  value 

of  v^  ^ 

v^  =  j  QE,  (8) 

where  c  is  the  capacity  of  the  condenser  in  electrostatic  measure, 
L  the  coefiBcient  of  self-induction  of  the  coil  in  electromagnetic 
measure,  and  Q  and  JR  the  resistances  in  electromagnetic  measure. 
The  value  of  v,  as  determined  by  this  method,  depends  on  the 
determination  of  the  unit  of  resistance,  as  in  the  second  method, 
Arts.  772,  773. 


V.  Comlination  of  the  Electrostatic  Capacity  of  a  Condenser  with 
the  Electromagnetic  Capacity  of  Self-induction  of  a  Coil, 

779.]  Let  C  be  the  capacity  of  the  condenser,  the  surfaces  of 
which  are  connected  by  a  wire  of  resistance  R.  In  this  wire  let  the 
coils  L  and  L'  be  inserted,  and  let  L  denote  the  sum  of  their  ca- 
pacities of  self-induction.  The  coil  L'  is  hung  by  a  bifilar  suspen- 
sion, and  consists  of  two  coils  in  vertical  planes,  between  which 
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passes  a  vertical  axis  which  carries  the  magnet  My  the  axis  of  which 
revolves  in  a  horizontal  plane  between  the  coils  L'L,  The  coil  L 
has  a  large  coefficient  of  self-induction,  and  is  fixed.  The  sus- 
pended coil  U  is  protected  from  the 
currents  of  air  caused  by  the  rota- 
tion of  the  magnet  by  enclosing  the 
rotating  parts  in  a  hollow  case. 

The  motion  of  the  magnet  causes 
currents  of  induction  in  the  coil,  and 
these  are  acted  on  by  the  magnet, 
so  that  the  plane  of  the  suspended 
coil  is  deflected  in  the  direction  of 
the  rotation  of  the  magnet.  Let 
us  determine  the  strength  of  the 
induced  currents^  and  the  magnitude 
of  the  deflexion  of  the  suspended 
coil. 

Let  X  be  the  charge  of  electricity 
on  the  upper  surface  of  the  condenser  C,  then,  if  E  is  the  electro- 
motive force  which  produces  this  charge,  we  have,  by  the  theory  of 
the  condenser,  ^  =  QE.  (1) 


Fig.  65. 


We  have  also,  by  the  theory  of  electric  currents, 

Bx-\'-T7[Lit-\-MQOBe)-\-E=0, 


(2) 


where  M  is  the  electromagnetic  momentum  of  the  circuit  L\  when 
the  axis  of  the  magnet  is  normal  to  the  plane  of  the  coil,  and  0  is 
the  angle  between  the  axis  of  the  magnet  and  this  normal. 
The  equation  to  determine  x  is  therefore 


(3) 


If  the  coil  is  in  a  position  of  equilibrium,  and  if  the  rotation  of 
the  magnet  is  uniform,  the  angular  velocity  being  w, 

e  =  nt.  (4) 

Tlie  expression  for  the  current  consists  of  two  parts,  one  of  which 
is  independent  of  the  term  on  the  right-hand  of  the  equation, 
and  diminishes  according  to  an  exponential  function  of  the  time. 
The  other,  which  may  be  called  the  forced  current,  depends  entirely 
on  the  term  in  ^,  and  may  be  written 

x  =  A  sin^-f  ^cos^.  (5) 
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Finding  the  values  of  A  and  B  by  substitution  in  the  equation  (3), 

we  obtain  RCnco&6-{\-CLn^)eind  ... 

X  =  MCn  —^-.-^-^^—^-- (6) 

The  moment  of  the  force  with  whioh  the  magnet  acts  on  the  coil 
i',  in  which  the  current  x  is  flowing,  is 

Q=x~  (Mco80)  =  if  sin^  $  •  (7) 

aO  at 

Integrating  this  expression  with  respect  to  ^,  and  dividing  by  /, 
we  find^  for  the  mean  value  of  0, 

If  the  coil  has  a  considerable  moment  of  inertia,  its  forced  vibra- 
tions will  be  very  small,  and  its  mean  deflexion  will  be  proportional 
to  0. 

Let  jD]^,  jDj,  J)^  be  the  observed  deflexions  corresponding  to  an- 
gular velocities  ;^2,  n^,  n^  of  the  magnet,  then  in  general 

P-^  =  (--CLnY  +  R^C^  (9) 

where  P  is  a  constant. 

Eliminating  P  and  R  from  three  equations  of  this  form,  we  find 


1 


^'-^'=       2       2       2— — ^ •     (10) 

^1  '^^  ^^  w^(V-«/)+l^V-V)+-^^V-V) 


J^^K-2  "3/'2)^V"3  -W-^ 


3 


n 


If  712  is  such  that  CLn^  =  1,  the  value  of  ^  will  be  a  minimum 

for  this  value  of  n.  The  other  values  of  n  should  be  taken,  one 
greater,  and  the  other  less,  than  n^. 

The  value  of  CL^  determined  from  this  equation,  is  of  the  dimen- 
sions of  the  square  of  a  time.     Let  us  call  it  r^. 

If  C,  be  the  electrostatic  measure  of  the  capacity  of  the  con- 
denser^ and  L^  the  electromagnetic  measure  of  the  self-induction  of 
the  coil^  both  C^  and  L^  are  lines,  and  the  product 

C.L^  =  v'^C.L.  =  v'^C^L^  =  t;V  ;  (11) 

and  t;2  =  ^,  (12) 

where  t*  is  the  value  of  C^L^^  determined  by  this  experiment.  The 
experiment  here  suggested  as  a  method  of  determining  z;  is  of  tlie 
same  nature  as  one  described  by  Sir  W,  R.  Grove,  RhU.  Mag,, 
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March  1868,  p.  184.     See  also  remarks  on  that  experiment,  by  the 
present  writer,  in  the  number  for  May  1868. 

VI.  Electrostatic  Measurement  of  Resistance.     (See  Art.  356.) 

780.]  Let  a  condenser  of  capacity  C  be  discharged  through  a 
conductor  of  resistance  72,  then,  if  ;r  is  the  charge  at  any  instant, 

_  t 

Hence  x  =  x^e  ^^.  (2) 

If,  by  any  method,  we  can  make  contact  for  a  short  time,  which 
is  accurately  known,  so  as  to  allow  the  current  to  flow  through  the 
conductor  for  the  time  t,  then,  if  Eq  and  E^^  are  the  readings  of  an 
electrometer  put  in  connexion  with  the  condenser  before  and  after 
the  operation,  i?(7(log.  iS'o-log.  E^)  =  t.  (3) 

If  C  is  known  in  electrostatic  measure  as  a  linear  quantity,  JR 
may  be  found  from  this  equation  in  electrostatic  measure  as  the 
reciprocal  of  a  velocity. 

If  R^  is  the  numerical  value  of  the  resistance  as  thus  determined, 

and  It^  the  numerical  value  of  the  resistance  in  electromagnetic 

measure,  j? 

V'='-Ip-  (4) 

Since  it  is  necessary  for  this  experiment  that  li  should  be  very 
great,  and  since  R  must  be  small  in  the  electromagnetic  experi- 
ments of  Arts.  763,  &c.,  the  experiments  must  be  made  on  separate 
conductors,  and  the  resistance  of  these  conductors  compared  by  the 
ordinary  methods. 


CHAPTER  XX. 


ELECTROMAGNETIC   THEORY   OP   LIGHT. 

781.]  In  several  parts  of  this  treatise  an  attempt  has  been  made 
to  explain  electromagnetic  phenomena  by  means  of  mechanical 
action  transmitted  from  one  body  to  another  by  means  of  a  medium 
occupying  the  space  between  them.  The  undulatory  theory  of  light 
also  assimies  the  existence  of  a  medium.  We  have  now  to  shew 
that  the  properties  of  the  electromagnetic  medium  are  identical  with 
those  of  the  luminiferous  medium. 

To  fill  all  space  with  a  new  medium  whenever  any  new  phe- 
nomenon is  to  be  explained  is  by  no  means  philosophical,  but  if 
the  study  of  two  different  branches  of  science  has  independently 
suggested  the  idea  of  a  medium^  and  if  the  properties  which  must 
be  attributed  to  the  medium  in  order  to  account  for  electro- 
magnetic phenomena  are  of  the  same  kind  as  those  which  we 
attribute  to  the  luminiferous  medium  in  order  to  account  for  the 
phenomena  of  light,  the  evidence  for  the  physical  existence  of  the 
medium  will  be  considerably  strengthened. 

But  the  properties  of  bodies  are  capable  of  quantitative  measure- 
ment. We  therefore  obtain  the  numerical  value  of  some  property  of 
the  medium,  such  as  the  velocity  with  which  a  disturbance  is  pro- 
pagated through  it,  which  can  be  calculated  from  electromagnetic 
experiments,  and  also  observed  directly  in  the  case  of  light.  If  it 
should  be  found  that  the  velocity  of  propagation  of  electromagnetic 
disturbances  is  the  same  as  the  velocity  of  light,  and  this  not  only 
in  air,  but  in  other  transparent  media,  we  shall  have  strong  reasons 
for  believing  that  light  is  an  electromagnetic  phenomenon,  and  the 
combination  of  the  optical  with  the  electrical  evidence  will  produce 
a  conviction  of  the  reality  of  the  medium  similar  to  that  which  we 
obtain,  in  the  case  of  other  kinds  of  matter,  from  the  combined 
evidence  of  the  senses. 
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782.]  When  light  is  emitted,  a  certain  amount  of  energy  is 
expended  by  the  luminous  body,  and  if  the  light  is  absorbed  by 
another  body,  this  body  becomes  heated,  shewing  that  it  has  re- 
ceived energy  from  without.  During  the  interval  of  time  after  the 
light  left  the  first  body  and  before  it  reached  the  second,  it  must 
have  existed  as  energy  in  the  intervening  space. 

According  to  the  theory  of  emission,  the  transmission  of  energy 
is  effected  by  the  actual  transference  of  light-corpuscules  from  the 
luminous  to  the  illuminated  body,  carr^nng  with  them  their  kinetic 
energy,  together  with  any  other  kind  of  energy  of  which  they  may 
be  the  receptacles. 

According  to  the  theory  of  undulation,  there  is  a  material  medium 
which  fills  the  space  between  the  two  bodies,  and  it  is  by  the  action 
of  contiguous  parts  of  this  medium  that  the  energy  is  passed  on, 
from  one  portion  to  the  next,  till  it  reaches  the  illuminated  body. 

The  luminiferous  medium  is  therefore,  during  the  passage  of  light 
through  it,  a  receptacle  of  energy.  In  the  undulatory  theory,  as 
developed  by  Huygens,  Fresnel,  Young,  Green,  &c.,  this  energy 
is  supposed  to  be  partly  potential  and  partly  kinetic.  The  potential 
energy  is  supposed  to  be  due  to  the  distortion  of  the  elementary 
portions  of  the  medium.  We  must  therefore  regard  the  medium  as 
elastic.  The  kinetic  energy  is  supposed  to  be  due  to  the  vibratory 
motion  of  the  medium.  We  must  therefore  regard  the  medium  as 
having  a  finite  density. 

In  the  theory  of  electricity  and  magnetism  adopted  in  this 
treatise,  two  forms  of  energy  are  recognised,  the  electrostatic  and 
the  electrokinetic  (see  Arts.  630  and  636),  and  these  are  supposed 
to  have  their  seat,  not  merely  in  the  electrified  or  magnetized 
bodies,  but  in  every  part  of  the  surrounding  space,  where  electric 
or  magnetic  force  is  observed  to  act.  Hence  our  theory  agrees 
with  the  undulatory  theory  in  assuming  the  existence  of  a  medium 
which  is  capable  of  becoming  a  receptacle  of  two  forms  of  energy  *. 

783.]  Let  us  next  determine  the  conditions  of  the  propagation 
of  an  electromagnetic  disturbance  through  a  uniform  medium,  which 
we  shall  suppose  to  be  at  rest,  that  is,  to  have  no  motion  except  that 
which  may  be  involved  in  electromagnetic  disturbances. 

•  *  For  my  own  part,  coDHidering  the  relation  of  a  vacuum  to  the  magnetic  force, 
and  the  general  character  of  magnetic  phenomena  external  to  the  magnet,  I  am  more 
inclined  to  the  notion  that  in  the  transmisnion  of  the  force  there  in  such  an  action, 
external  to  the  magnet,  than  that  the  effects  are  merely  attraction  and  repulsion  at  a 
distance.  Such  an  action  may  be  a  function  of  the  K'ther ;  tor  it  \b  not  at  all  unlikely 
that,  if  there  be  an  aether,  it  should  have  other  uses  than  simply  the  conveyance  of 
radiiitions.' — Faraday's  ExperimenUtl  Rc^farcheSy  3075. 
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Let  C  he  the  specific  conductivity  of  the  medium,  K  its  specific 
capacity  for  electrostatic  induction,  and  fi  its  magnetic  'perme- 
ability.' 

To  obtain  the  general  equations  of  electromagnetic  disturbance^ 
we  shall  express  the  true  current  6  in  terms  of  the  vector  potential 
81  and  the  electric  potential  4'. 

The  true  current  @  is  made  up  of  the  conduction  current  R  and 
the  variation  of  the  electric  displacement  ^,  and  since,  both  of  these 
depend  on  the  electromotive  force  @,  we  find,  as  in  Art.  611, 

But  since  there  is  no  motion  of  the  medium,  we  may  express  the 
electromotive  force,  as  in  Art.  599, 

g  =  -Sl-V*.  (2) 

But  we  may  determine  a  relation  between  €  and  S(  in  a  different 
way,  as  is  shewn  in  Art.  616,  the  equations  (4)  of  which  may  be 
written  4wfiS  =  V^SIh- V/,  (4) 

^      dF      dO      dH  ... 

where  /  =  -r-  +  -=-  +  -7-  •  \^) 

dx       dy       dz 

Combining  equations  (3)  and  (4),  we  obtain 

^i(4»C7+i|^)(^+V4')+V'«8H-V/=0.  (6) 

which  we  may  express  in  the  form  of  three  equations  as  follows — 


Hence 


p) 


These  are  the  general  equations  of  electromagnetic  disturbances. 

If  we  difierentiate  these  equations  with  respect  to  x^  y,  and  z 
respectively,  and  add,  we  obtain 

If  the  medium  is  a  non-conductor,  (7=0,  and  V*^',  which  is 
proportional  to  the  volume-density  of  free  electricity,  is  independent 
of  t.  Hence  /  must  be  a  linear  function  of  ^,  or  a  constant,  or  zero, 
and  we  may  therefore  leave  /  and  ^  out  of  account  in  considering 
periodic  disturbances. 

VOL.  n.  c  0 
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Propagatmi  of  Undulations  in  a  Nann^on ducting  Medinm. 
784.]   In  this  case  C  =  0,  and  the  equations  become 

d^F 


(9) 


The  equations  in  this  form  are  similar  to  those  of  the  motion  of 
an  elastic  solid,  and  when  the  initial  conditions  are  given,  the 
solution  can  be  expressed  in  a  form  given  by  Poisson  *,  and  applied 
by  Stokes  to  the  Theory  of  Diffraction  f. 

Let  us  write  ?^= —;===•  (10) 


*JK\k 


If  the  values  of  -F,  ff,  -ff,  and  of  -^  >  -^  >  -^  are  given  at  every 

point  of  space  at  the  epoch  {t  =  0),  then  we  can  determine  their 

values  at  any  subsequent  time,  ^,  as  follows. 

Let  0  be  the  point  for  which  we  wish  to  determine  the  value 

of  F  at  the  time  t.     With  0  as  centre,  and  with  radius  F/,  describe 

a  sphere.     Find  the  initial  value  of  i^at  every  point  of  the  spherical 

surface,  and  take  the  mean^  F^  of  all  these  values.     Find  also  the 

dF 
initial  values  of  -j-  at  every  point  of  the  spherical  surface,  and  let 

dF 
the  mean  of  these  values  be  -,-  • 

at 

Then  the  value  of  F  at  the  point  0,  at  the  time  /,  is 


Similarly 


(11) 


785.]  It  appears,  therefore,  that  the  condition  of  things  at  the 
point  0  at  any  instant  depends  on  the  condition  of  things  at  a 
distance  Vt  and  at  an  interval  of  time  t  previously,  so  that  any 
disturbance  is  propagated  through  the  medium  with  the  velocity  V. 

Let  us  suppose  that  when  t  is  zero  the  quantities  21  and  51  are 

•  Mem.  de  VAcad.,  torn,  iii,  p.  130. 

t  Cambridge  Transactions,  vol.  ix,  p.  10  (1850). 
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zero  except  within  a  certain  space  S,  Then  their  values  at  0  at 
the  time  t  will  be  zero,  unless  the  spherical  surface  described  about 
0  as  centre  with  radius  Ft  lies  in  whole  or  in  part  within  the 
space  S.  If  0  is  outside  the  space  8  there  will  be  no  disturbance 
at  0  until  Ft  becomes  equal  to  the  shortest  distance  from  0  to  the 
space  S.  The  disturbance  at  0  will  then  begin,  and  will  go  on  till 
Ft  is  equal  to  the  greatest  distance  from  0  to  any  part  of  S.  The 
disturbance  at  0  will  then  cease  for  ever. 

786.]  The  quantity  F,  in  Art.  793,  which  expresses  the  velocity 
of  propagation  of  electromagnetic  disturbances  in  a  non-conducting 

medium  is,  by  equation  (9),  equal  to  -j=^  • 

If  the  medium  is  air,  and  if  we  adopt  the  electrostatic  system 
of  measurement,  JT  =  1  and  u  =  -o  >  so  that  r=  r,  or  the  velocity 

of  propagation  is  numerically  equal  to  the  number  of  electrostatic 
units  of  electricity  in  one  electromagnetic  unit.     If  we  adopt  the 

electromagnetic  system,  JT  =  -j  and  fx  =  1 ,  so  that  the  equation 
F=z  V  is  still  true. 

On  the  theory  that  light  is  an  electromagnetic  disturbance,  pro- 
pagated in  the  same  medium  through  which  other  electromagnetic 
actions  are  transmitted,  F  must  be  the  velocity  of  light,  a  quantity 
the  value  of  which  has  been  estimated  by  several  methods.  On  the 
other  hand,  v  is  the  number  of  electrostatic  units  of  electricity  in  one 
electromagnetic  unit,  and  the  methods  of  determining  this  quantity 
have  been  described  in  the  last  chapter.  They  are  quite  inde- 
pendent of  the  methods  of  finding  the  velocity  of  light.  Hence  the 
agreement  or  disagreement  of  the  values  of  F  and  of  v  furnishes  a 
test  of  the  electromagnetic  theory  of  light. 

787.]  In  the  following  table,  the  principal  results  of  direct 
observation  of  the  velocity  of  light,  either  through  the  air  or 
through  the  planetary  spaces,  are  compared  with  the  principal 
results  of  the  comparison  of  the  electric  units  : — 


Velocity  of  Light  (metres  per  second). 

Fizeau 314000000 

Aberration,  &c.,  and)       «^^^^^^^^ 
o     >   -n      11  J".  308000000 

Sun  s  Parallax      ) 

Foucault  298360000 


Ratio  of  Electric  Units. 

Weber 310740000 

Maxwell...  288000000 
Thomson . . .  282000000. 


It  is  manifest  that  the  velocity  of  light  and  the  ratio  of  the  units 
are  quantities  of  the  same  order  of  magnitude.     Neither  of  them 
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can  be  said  to  be  determined  as  yet  with  such  a  degree  of  accuracy 
as  to  enable  us  to  assert  that  the  one  is  greater  or  less  than  the 
other.  It  is  to  be  hoped  that,  by  further  experiment,  the  relation  be- 
tween the  magnitudes  of  the  two  quantities  may  be  more  accurately 
determined. 

In  the  meantime  our  theory,  which  asserts  that  these  two  quan- 
tities are  equal,  and  assigns  a  physical  reason  for  this  equality,  is 
certainly  not  contradicted  by  the  comparison  of  these  results  such 
as  they  are. 

788,]  In  other  media  than  air,  the  velocity  T  is  inversely  pro- 
portional to  the  square  root  of  the  product  of  the  dielectric  and  the 
magnetic  inductive  capacities.  According  to  the  undulatory  theory, 
the  velocity  of  light  in  different  media  is  inversely  proportional  to 
their  indices  of  refraction. 

There  are  no  transparent  media  for  which  the  magnetic  capacity 
differs  from  that  of  air  more  than  by  a  very  small  fraction.  Hence 
the  principal  part  of  the  difference  between  these  media -must  depend 
on  their  dielectric  capacity.  According  to  our  theory,  therefore, 
the  dielectric  capacity  of  a  transparent  medium  should  be  equal  to 
the  square  of  its  index  of  refraction. 

But  the  value  of  the  index  of  refraction  is  different  for  light  of 
different  kinds,  being  greater  for  light  of  more  rapid  vibrations. 
We  must  therefore  select  the  index  of  refraction  which  corresponds 
to  waves  of  the  longest  periods,  because  these  are  the  only  waves 
whose  motion  can  be  compared  with  the  slow  processes  by  which 
we  determine  the  capacity  of  the  dielectric. 

789.]  The  only  dielectric  of  which  the  capacity  has  been  hitherto 
determined  with  sufficient  accuracy  is  paraffin,  for  which  in  the  solid 
form  M.M.  Gibson  and  Barclay  found  * 

ir=  1.975.  (12) 

Dr.  Gladstone  has  found  the  following  values  of  the  index  of 

refraction  of  melted  paraffin,  sp.g.  0.779,  for  the  lines  A,  B  and  H\ — 


Temperature 
54°C 

A 
1.4306 

D 
1.4357 

57°C 

1.4294 

1.4343 

1.4499 
I         1.4493; 

from  which  I  find  that  the  index  of  refraction  for  waves  of  infinite 

length  would  be  about  1.422. 

The  square  root  of  A'  is  1 .405. 

The  difference  between  these  numbers  is  greater  than  can  be  ac- 

•  Phil.  Trans.  1871,  p.  678. 
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counted  for  by  errors  of  observation,  and  shews  that  our  theories  of 
the  structure  of  bodies  must  be  much  improved  before  we  can 
deduce  their  optical  from  their  electrical  properties.  At  the  same 
time,  I  think  that  the  agreement  of  the  numbers  is  such  that  .if  no 
greater  discrepancy  were  found  between  the  numbers  derived  from 
the  optical  and  the  electrical  properties  of  a  considerable  number  of 
substances,  we  should  be  warranted  in  concluding  that  the  square 
root  of  Ky  though  it  may  not  be  the  complete  expression  for  the 
index  of  refraction^  is  at  least  the  most  important  term  in  it. 

Plane  Waves, 

790.]  Let  us  now  confine  our  attention  to  plane  waves,  the  front 
of  which  we  shall  suppose  normal  to  the  axis  of  z.  All  the  quan- 
tities, the  variation  of  which  constitutes  such  waves,  are  functions 
of  z  and  t  only,  and  arc  independent  of  x  and'y.  Hence  the  equa« 
tions  of  magnetic  induction,  (A),  Art.  591,  are  reduced  to 

dG  .      dF 

or  the  magnetic  disturbance  is  in  the  plane  of  the  wave.  This 
agrees  with  what  we  know  of  that  disturbance  which  constit^tes 
light. 

Putting  yiOy  [xfi  and  fxy  for  a,  b  and  c  respectively,  the  equations 
of  electric  currents.  Art.  607,  become 


di  d^F 


47iM»  =  -T7=- 


dz  dz^ 

da  d^G. 


^ItfJLV  =        -J-  =  — 


}■  (H) 


dz  ""       dz^ 

Hence  the  electric  disturbance  is  also  in  the  plane  of  the  wave,  and 
if  the  magnetic  disturbance  is  confined  to  one  direction,  say  that  of 
Xy  the  electric  disturbance  is  confined  to  the  perpendicular  direction, 

or  that  of  y. 

But  we  may  calculate  the  electric  disturbance  in  another  way, 
for  if/,  ffy  h  are  the  components  of  electric  displacement  in  a  non- 
conducting medium 

df  dg  dh  .     . 

If  P,  Q,  R  are  the  components  of  the  electromotive  force 

/=?.'■'     '=r.«-     '"i,"-  <•« 
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and  since  there  is  no  motion  of  the  medium,  equations  (B)^  Art.  598^ 


become    P  = r-  > 

at 


<2  = 


dG 


u  = 


Kd^F 


V  = 


dl 
Kd^G 


B=- 


dH 

dl  ' 


K  d^F 


10  =  — — 


(17) 
(18) 


Hence     4„  <fta  '       iit  dt^  '       "  ~     4ir  d(^ 

Comparing  these  Talues  with  those  given  in  equation  (14),  we  find 

d'^F      ^   d>F 


dz^ 
d'G 


=  rM 


0  =  Kn 


dt^ 

df  ' 
d»H 
d^ 


(19) 


The  first  and  second  of  these  equations  are  the  equations  of  pro- 
pagation of  a  plane  wave^  and  their  solution  is  of  the  well-known 
form  F  ^f^{z^V()^f^{zJtrt\l 

G^Mz--rf)+f^{z-^rc).]  (20) 

The  solution  of  the  third  equation  is 

KixH=A-{'Bt,  (21) 

where  A  and  B  are  functions  o{  z.  Hia  therefore  either  constant 
or  varies  directly  with  the  time.  In  neither  case  can  it  take  part 
in  the  propagation  of  waves. 

791.]  It  appears  from  this  that  the  directions,  both  of  the  mag- 
netic and  the  electric  disturbances,  lie  in 
the  plane  of  the  wave.  The  mathematical 
form  of  the  disturbance  therefore,  agrees 
with  that  of  the  disturbance  which  consti- 
tutes light,  in  being  transverse  to  the  di- 
rection of  propagation. 

If  we  suppose  G  =  0,  the  disturbance 
will  correspond  to  a  plane-polarized  ray  of 
light. 

The  magnetic  force  is  in  this  case  paraU 

1  dF 
lei  to  the  axis  of  y  and  equal  to  -   ,- ,  and 

the  electromotive  force  is  parallel  to  the 

dF 
axis  of  X  and  equal  to  —  ^7  •     The  mag- 
Fig.  66'  netic  force  is  therefore  in  a  plane  perpen- 
dicular to  that  which  contains  the  electric  force. 

The  values  of  the  magnetic  force  and  of  the  electromotive  force  at 
a  given  instant  at  different  points  of  the  ray  are  represented  in  Fig.66, 
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for  the  case  of  a  simple  hannonie  distnrbance  in  one  plane.  This 
corresponds  to  a  ray  of  plane-polarized  light,  but  whether  the  plane 
of  polarization  corresponds  to  the  plane  of  the  magnetic  disturbance^ 
or  to  the  plane  of  the  electric  disturbance,  remains  to  be  seen.  See 
Art.  797. 

Energy  and  Stress  of  Radiation, 

792.]  The  electrostatic  energy  per  unit  of  volume  at  any  point  of 
the  wave  in  a  non-conducting  medium  is 

K  K  dF^ 

The  electrokinetic  energy  at  the  same  point  is 

1   z^         1     z9         1    ^'^ 
—  i)3=- — i^  =  r — T-    •  (23) 

In  virtue  of  equation  (8)  these  two  expressions  are  equals  so  that  at 
every  point  of  the  wave  the  intrinsic  energy  of  the  medium  is  half 
electrostatic  and  half  electrokinetic. 

Let  j3  be  the  value  of  either  of  these  quantities,  that  is,  either  the 
electrostatic  or  the  electrokinetic  energy  per  unit  of  volume,  then, 
in  virtue  of  the  electrostatic  state  of  the  medium,  there  is  a  tension 
whose  magnitude  is  /?,  in  a  direction  parallel  to  x^  combined  with  a 
pressure,  also  equal  to/?,  parallel  to  y  and  z.     See  Art.  107. 

In  virtue  of  the  electrokinetic  state  of  the  medium  there  is  a 
tension  equal  to  jd  in  a  direction  parallel  to  y,  combined  with  a 
pressure  equal  to  j»  in  directions  parallel  to  x  and  z.     See  Art.  643. 

Hence  the  combined  eflPect  of  the  electrostatic  and  the  electro- 
kinetic stresses  is  a  pressure  equal  to  2p  in  the  direction  of  the 
propagation  of  the  wave.  Now  2jo  also  expresses  the  whole  energy 
in  unit  of  volume. 

Hence  in  a  medium  in  which  waves  are  propagated  there  is  a 
pressure  in  the  direction  normal  to  the  waves,  and  numerically 
equal  to  the  energy  in  unit  of  volume. 

793.]  Thus,  if  in  strong  sunlight  the  energy  of  the  light  which 
falls  on  one  square  foot  is  83.4  foot  pounds  per  second,  the  mean 
energy  in  one  cubic  foot  of  sunlight  is  about  0.0000000882  of  a  foot 
pounds  and  the  mean  pressure  on  a  square  foot  is  0.0000000882  of  a 
pound  weight.  A  flat  body  exposed  to  sunlight  would  experience 
this  pressure  on  its  illuminated  side  only,  and  would  therefore  be 
repelled  from  the  side  on  which  the  light  falls.  It  is  probable  that 
a  much  greater  energy  of  radiation  might  be  obtained  by  means  of 
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the  concentrated  rays  of  the  electric  lamp.  Such  rays  falling  on  a 
thin  metallic  disk,  delicately  suspended  in  a  vacuum,  might  perhaps 
produce  an  observable  mechanical  effect.  When  a  disturbance  of 
any  kind  consists  of  terms  involving  sines  or  cosines  of  angles 
which  vary  with  the  time,  the  maximum  energy  is  double  of  the 
mean  energy.  Hence^  if  P  is  the  maximum  electromotive  force, 
and  j3  the  maximum  magnetic  force  which  are  called  into  play 
during  the  propagation  of  light, 

-— p2  =  ^)3*  =  mean  energy  in  unit  of  volume.  (24) 

8  71  8  TT 

With  Pouillet's  data  for  the  energy  of  sunlight,  as  quoted  by 
Thomson^  Trans.  R,8.E,,  1854,  this  gives  in  electromagnetic  mea- 
sure 

P  =  60000000,  or  about  600  Daniell's  celk  per  metre ; 

j3  =  0.193,  or  rather  more  than  a  tenth  of  the  horizontal  mag- 
netic force  in  Britain. 


Propagation  of  a  Plane  Wave  in  a  Crystallized  Medium, 

794.]  In  calculating,  from  data  furnished  by  ordinary  electro- 
magnetic experiments,  the  electrical  phenomena  which  would  result 
from  periodic  disturbances,  millions  of  millions  of  which  occur  in  a 
second,  we  have  already  put  our  theory  to  a  very  severe  test,  even 
when  the  medium  is  supposed  to  be  air  or  vacuum.  But  if  we 
attempt  to  extend  our  theory  to  the  case  of  dense  media,  we  become 
involved  not  only  in  all  the  ordinary  difficulties  of  molecular  theories, 
but  in  the  deeper  mystery  of  the  relation  of  the  molecules  to  the 
electromagnetic  medium. 

To  evade  these  difficulties,  we  shall  assume  that  in  certain  media 
the  specific  capacity  for  electrostatic  induction  is  different  in  dif- 
ferent directions,  or  in  other  words,  the  electric  displacement,  in- 
stead of  being  in  the  same  direction  as  the  electromotive  force,  and 
proportional  to  it,  is  related  to  it  by  a  system  of  linear  equations 
similar  to  those  given  in  Art.  29/.  It  may  be  shewn,  as  in 
Art.  436,  that  the  system  of  coefficients  must  be  symmetrical,  so 
that,  by  a  proper  choice  of  axes,  the  equations  become 

f=—K,P,       o  =  --KoQ,      A  =  —K.R,  (1) 

•^  47r      '      '         *^         477      ^^  477       ^  ^    ^ 

where  A"j,  A'g,  and  A'g  are  the  principal  inductive  capacities  of  the 
medium.    The  equations  of  propagation  of  disturbances  are  therefore 
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T 


df 

d^G 
dz^ 

d^H 
das* 


dz^ 
^G 


d^G 
dxdy 

d^H 


d^H  _  „     .d'F      d'*  s    1 


dzdx  ^  dt*       dxdt 


+  -r^  -  -.-r-  -  - 


+ 


d'F       -,    ,rf«(?       <?♦>> 


dy  dz      dxdy         ^'^^di^       dydt 
dzdx      dydz~     ^*^\dt^       dzdt^' 


(2) 


dif'^       dz  dx      dydz 

795.]  IS  I,  m,  n  are  the  direction-cosines  of  the  normal  to  the 
wave-front,  and  F  the  velocity  of  the  wave,  and  if 

liP+mjf-{-nz~-Fl  =  w,  (3) 

and  if  we  write  1^%  G'\  Wy  4^''  for  the  second  differential  coeflBi- 
cients  of  -F,  G,  //,  4'  respectively  with  respect  to  «?,  and  put 


1 


-^1^  =  72 


a 


2 


^2fA  = 


1 


1 


^3f^  =  ::2 


(4) 


where  a,  h,  c  are  the  three  principal  velocities  of  propagation,  the 
equations  become 


Cm«  +  «2  _  5)  F"-lmG"-nlH"-  r*"4  =  0,  " 


r« 


-fo»/^'+(«''+/2-  ^)c"-«»»zr"-  r*"  J  =  0, 


r2, 


(5) 


-nlF"-  mn G"+  (P  +  m^-  ^)S"-  ^♦"^  =  0. 
796.J  If  we  write 


m 


=  u, 


(6) 


r2_fl2   ^    ^2_  J2  -•-    ^2_^2 

we  obtain  from  these  equations 

ru{rF''^i^')  =0,) 
ru{r&'-m>\f'')=^oA  (7) 

Hence,  either  F  =  0,  in  which  case  the  wave  is  not  propagated  at 
all ;  or,U=z  0,  which  leads  to  the  equation  for  F  given  by  Fresnel ; 
or  the  quantities  within  brackets  vanish,  in  which  case  the  vector 
whose  components  are  F^\  G'\  W  is  normal  to  the  wave-front  and 
proportional  to  the  electric  volume-density.  Since  the  medium  is 
a  non-conductor,  the  electric  density  at  any  given  point  is  constant, 
and  therefore  the  disturbance  indicated  by  these  equations  is  not 
periodic,  and  cannot  constitute  a  wave.  We  may  therefore  consider 
^'=  0  in  the  investigation  of  the  wave. 
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797.]  The  velocity  of  the  propagation  of  the  wave  is  therefore 
completely  determined  from  the  equation  ?7  =  0,  or 

+  ^^ — :«  =  0.  (8) 


There  are  therefore  two,  and  only  two,  values  of  V^  corresponding 
to  a  given  direction  of  wave-front. 

If  A,  fx,  V  are  the  direction-cosines  of  the  electric  current  whose 
components  are  u^  v,  w^ 

K:f,:v::^F-:^(y^:^^H-,  (9) 

then  /A  +  »i/ui  +  «i;=  0 ;  (10) 

or  the  current  is  in  the  plane  of  the  wave-front,  and  its  direction 
in  the  wave-front  is  determined  by  the  equation 

i(i8-c2)  +  -(^2_^2)_|.  »  (a2_j2)  ^  0.  (11) 

A  fx  V 

These  equations  are  identical  with  those  given  by  Fresnel  if  we 
define  the  plane  of  polarization  as  a  plane  through  the  ray  per- 
pendicular to  the  plane  of  the  electric  disturbance. 

According  to  this  electromagnetic  theory  of  double  refraction  the 
wave  of  normal  disturbance^  which  constitutes  one  of  the  chief 
difficulties  of  the  ordinary  theory,  does  not  exist,  and  no  new 
assumption  is  required  in  order  to  account  for  the  fact  that  a  ray 
polarized  in  a  principal  plane  of  the  crystal  is  refracted  in  the 
ordinary  manner* 

Relation  between  Electric  Conductivity  and  Opacity, 

798.]  If  the  medium,  instead  of  being  a  perfect  insulator,  is  a 
conductor  whose  conductivity  per  unit  of  volume  is  (7,  the  dis- 
turbance will  consist  not  only  of  electric  displacements  but  of 
currents  of  conduction,  in  which  electric  energy  is  transformed  into 
heat,  so  that  the  undulation  is  absorbed  by  the  medium. 

If  the  disturbance  is  expressed  by  a  circular  function,  we  may 

w"*^  F  =  e-^  cos  {nt  -  qz),  ( 1 ) 

for  this  will  satisfy  the  equation 

d^F        j.d'^F  dF 

provided  q^  —  p^  z=  ^iKn^y  (3) 

and  2pq  =  AnixCn,  (4) 

•  8ce  Stokes'  *  Kcj>nrt  on  Pouble  R<  fi-action' ;    Brit.  Assoc.  Reports,  1862,  p.  255. 


8oi.]  CONDUCTIVITY   AND   OPACITY.  395 

The  velocity  of  propagation  is 

r=  - ,  (5) 

i 

and  the  coefficient  of  absorption  is 

p  =  2'nixCr.  (6) 

Let  R  be  the  resistance^  in  electromagnetic  measure,  of  a  plate 
whose  length  is  /,  breadth  d,  and  thickness  Zy 

The  proportion  of  the  incident  light  which  will  be  transmitted  by 

this  plate  will  be 

-4     LY. 
e-^^^e    '"^  *.  (8) 

799.]  Most  transparent  solid  bodies  are  good  insulators,  and  all 
good  conductors  are  very  opaque.  There  are,  however,  many  ex- 
ceptions to  the  law  that  the  opacity  of  a  body  is  the  greater,  the 
greater  its  conductivity. 

Electrolytes  allow  an  electric  current  to  pass,  and  yet  many  of 
them  are  transparent.  We  may  suppose,  however,  that  in  the  case 
of  the  rapidly  alternating  forces  which  come  into  play  during  the 
propagation  of  light,  the  electromotive  force  acts  for  so  short  a 
time  in  one  direction  that  it  is  unable  to  effect  a  complete  separation 
between  the  combined  molecules.  When,  during  the  other  half  of 
the  vibration,  the  electromotive  force  acts  in  the  opposite  direction 
it  simply  reverses  what  it  did  during  the  first  half.  There  is  thus 
no  true  conduction  through  the  electrolyte,  no  loss  of  electric 
energy,  and  consequently  no  absorption  of  light. 

800.]  Gold,  silver,  and  platinum  are  good  conductors,  and  yet, 
when  formed  into  very  thin  plates,  they  allow  light  to  pass  through 
them.  From  experiments  which  I  have  made  on  a  piece  of  gold 
leaf,  the  resistance  of  which  was  determined  by  Mr.  Hockin,  it 
appears  that  its  transparency  is  very  much  greater  than  is  con- 
sistent with  our  theory,  unless  we  suppose  that  there  is  less  loss 
of  energy  when  the  electromotive  forces  are  reversed  for  every  semi- 
vibration  of  light  than  when  they  act  for  sensible  times,  as  in  our 
ordinary  experiments. 

801.]  Let  us  next  consider  the  case  of  a  medium  in  which  the 
conductivity  is  large  in  proportion  to  the  inductive  capacity. 

In  this  case  we  may  leave  out  the  term  involving  K  in  the  equa- 
tions of  Art.  783,  and  they  then  become 
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at 
at 


(1) 


Each  of  these  equations  is  of  the  same  form  as  the  equation  of  the 
diffusion  of  heat  given  in  Fourier's  TraitS  de  Chaleur, 

802.]  Taking  the  first  as  an  example^  the  component  F  of  the 
vector-potential  will  vary  according  to  time  and  position  in  the  same 
way  as  the  temperature  of  a  homogeneous  solid  varies  according 
to  time  and  position,  the  initial  and  the  surface-conditions  being 
made  to  correspond  in  the  two  cases,  and  the  quantity  I'TrfxCbeing 
numerically  equal  to  the  reciprocal  of  the  thermometric  conductivity 
of  the  substance,  that  is  to  say,  the  number  of  units  of  volume  of 
the  substance  which  would  be  heated  one  degree  by  the  heat  which  passes 
through  a  unit  cube  of  the  substance,  two  opposite  faces  of  which  differ 
by  one  degree  of  temperature,  while  the  other  faces  are  imperrneable  to 
heat^. 

The  different  problems  in  thermal  conduction,  of  which  Fourier 
has  given  the  solution,  may  be  transformed  into  problems  in  the 
diffusion  of  electromagnetic  quantities,  remembering  that  Fy  G,  If 
are  the  components  of  a  vector,  whereas  the  temperature,  in  Fourier's 
problem,  is  a  scalar  quantity. 

Lot  us  take  one  of  the  cases  of  which  Fourier  has  given  a  com- 
plete solution  t,  that  of  an  infinite  medium,  the  initial  state  of 
which  is  given. 

The  state  of  any  point  of  the  medium  at  the  time  t  is  found 
by  taking  the  average  of  the  state  of  every  part  of  the  medium, 
the  weight  assigned  to  each  part  in  taking  the  average  being 

where  r  is  the  distance  of  that  part  from  the  point  considered.  This 
average,  in  the  case  of  vector-quantities,  is  most  conveniently  taken 
by  considering  each  component  of  the  vector  separately. 

•  See  Maxwell's  Theory  of  Heat,  p.  235. 

+  Traite  de  la  Chahur,  Art.  384.  The  equation  which  deterniines  the  temperature, 
tJ,  at  fl  point  (x,  y,  z)  after  a  time  t,  in  term*  of /(o,  /3,  7),  the  initial  temperature  at 
the  point  (a, /3,7),  is 


V 


/// Trrn:.'.   C     ^  **«  /f{a,0,y\ 


where  k  is  the  thormomctric  conductivity. 
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803.]  We  have  to  remark  in  the  first  place,  that  in  this  problem 
the  thermal  conductivity  of  Fourier's  medium  is  to  be  taken  in- 
versely proportional  to  the  electric  conductivity  of  our  medium, 
so  that  the  time  required  in  order  to  reach  an  assigned  stage  in 
the  process  of  difi*usion  is  greater  the  higher  the  electric  conduct- 
ivity. This  statement  will  not  appear  paradoxical  if  we  remember 
the  result  of  Art.  655,  that  a  medium  of  infinite  conductivity  forms 
a  complete  barrier  to  the  process  of  diffusion  of  magnetic  force. 

In  the  next  place,  the  time  requisite  for  the  production  of  an 
assigned  stage  in  the  process  of  diffusion  is  pi*oportional  to  the  square 
of  the  linear  dimensions  of  the  system. 

There  is  no  determinate  velocity  which  can  be  defined  as  the 
velocity  of  diffusion.  If  we  attempt  to  measure  this  velocity  by 
ascertaining  the  time  requisite  for  the  production  of  a  given  amount 
of  disturbance  at  a  given  distance  from  the  origin  of  disturbance, 
we  find  that  the  smaller  the  selected  value  of  the  disturbance  the 
greater  the  velocity  will  appear  to  be,  for  however  great  the  distance, 
and  however  small  the  time,  the  value  of  the  disturbance  will  differ 
mathematically  from  zero. 

This  peculiarity  of  diffusion  distinguishes  it  from  wave-propaga- 
tion, which  takes  place  with  a  definite  velocity.  No  disturbance 
takes  place  at  a  given  point  till  the  wave  reaches  that  point,  and^ 
when  the  wave  has  passed,  the  disturbance  ceases  for  ever. 

804.]  Let  us  now  investigate  the  process  which  takes  plaoe  when 
an  electric  current  begins  and  continues  to  flow  through  a  linear 
circuit,  the  medium  surrounding  the  circuit  being  of  finite  electric 
conductivity.     (Compare  with  Art.  660). 

When  the  current  begins,  its  first  effect  is  to  produce  a  current 
of  induction  in  the  parts  of  the  medium  close  to  the  wire.  The 
direction  of  this  current  is  opposite  to  that  of  the  original  current, 
and  in  the  first  instant  its  total  quantity  is  equal  to  that  of  the 
original  current,  so  that  the  electromagnetic  effect  on  more  distant 
parts  of  the  medium  is  initially  zero,  and  only  rises  to  its  final 
value  as  the  induction-current  dies  away  on  account  of  the  electric 
resistance  of  the  medium. 

But  as  the  induction-current  close  to  the  wire  dies  away,  a  new 
induction-current  is  generated  in  the  medium  beyond,  so  that  the 
space  occupied  by  the  induction-current  is  continually  becoming 
wider,  while  its  intensity  is  continually  diminishing. 

This  diffusion  and  decay  of  the  induction-current  is  a  pheno- 
menon precisely  analogous  to  the  diffusion  of  heat  from  a  part  of 
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the  medium  initially  hotter  or  colder  than  the  rest.  We  must 
remember,  however,  that  since  the  current  is  a  vector  quantity, 
and  since  in  a  circuit  the  current  is  in  opposite  directions  at  op- 
posite points  of  the  circuit,  we  must,  in  calculating  any  given  com- 
ponent of  the  induction-current,  compare  the  problem  with  one 
in  which  equal  quantities  of  heat  and  of  cold  are  diffused  from 
neighbouring  places,  in  which  case  the  effect  on  distant  points  will 
be  of  a  smaller  order  of  magnitude. 

805.]  If  the  current  in  the  linear  circuit  is  maintained  constant, 
the  induction  currents,  which  depend  on  the  initial  change  of  state, 
will  gradually  be  diffused  and  die  away,  leaving  the  medium  in  its 
permanent  state,  which  is  analogous  to  the  permanent  state  of  the 
flow  of  heat.     In  this  state  we  have 

V2i^=  V2G  =  v*^=0  (2) 

throughout  the  medium,  except  at  the  part  occupied  by  the  circuit, 
in  which  ^2jfr»=  4^^  . 

^^G^iiTvA  (3) 

These  equations  are  sufficient  to  determine  the  values  of  F^  G,  li 
throughout  the  medium.  They  indicate  that  there  are  no  currents 
except  in  the  circuit,  and  that  the  magnetic  forces  are  simply  those 
due  to  the  current  in  the  circuit  according  to  the  ordinary  theory. 
The  rapidity  with  which  this  permanent  state  is  established  is  so 
great  that  it  could  not  be  measured  by  our  experimental  methods, 
except  perhaps  in  the  case  of  a  very  large  mass  of  a  highly  con- 
ducting medium  such  as  copper. 

Note. — In  a  paper  published  in  Poggcndorff's  Annalen^  June  1867, 
M.  Lorenz  has  deduced  from  Kirchhoff's  equations  of  electric  cur- 
rents (Pogg.  Ann.  cii.  1856),  by  the  addition  of  certain  terms  which 
do  not  affect  any  experimental  result,  a  new  set  of  equations,  indi- 
cating that  the  distribution  of  force  in  the  electromagnetic  field 
may  be  conceived  as  arising  from  the  mutual  action  of  contiguous 
elements,  and  that  waves,  consisting  of  transverse  electric  currents, 
may  be  propagated,  with  a  velocity  comparable  to  that  of  light,  in 
non-conducting  media.  He  therefore  regards  the  disturbance  which 
constitutes  light  as  identical  with  these  electric  currents,  and  he 
shews  that  conducting  media  must  be  opaque  to  such  radiations. 

These  conclusions  are  similar  to  those  of  this  chapter,  though 
obtained  by  an  entirely  different  method.  The  theory  given  in 
this  chapter  was  first  published  in  the  FhiL  Tracts,  for  1865. 
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806.]  The  most  important  step  in  establishing  a  relation  between 
electric  and  magnetic  phenomena  and  those  of  light  must  be  the 
discovery  of  some  instance  in  which  the  one  set  of  phenomena  is 
affected  by  the  other.  In  the  search  for  such  phenomena  we  must 
be  guided  by  any  knowledge  we  may  have  already  obtained  with 
respect  to  the  mathematical  or  geometrical  form  of  the  quantities 
which  we  wish  to  compare.  Thus,  if  we  endeavour,  as  Mrs.  Somer- 
ville  did,  to  magnetize  a  needle  by  means  of  light,  we  must  re- 
member that  the  distinction  between  magnetic  north  and  south  is 
a  mere  matter  of  direction,  and  would  be  at  once  reversed  if  we 
reverse  certain  conventions  about  the  use  of  mathematical  signs. 
There  is  nothing  in  magnetism  analogous  to  those  phenomena  of 
electrolysis  which  enable  us  to  distinguish  positive  from  negative 
electricity^  by  observing  that  oxygen  appears  at  one  pole  of  a  cell 
and  hydrogen  at  the  other. 

Hence  we  must  not  expect  that  if  we  make  light  fall  on  one  end 
of  a  needle,  that  end  will  become  a  pole  of  a  certain  name,  for  the 
two  poles  do  not  differ  as  light  does  from  darkness. 

We  might  expect  a  better  result  if  we  caused  circularly  polarized 
light  to  fall  on  the  needle,  right-handed  light  falling  on  one  end 
and  left-handed  on  the  other,  for  in  some  respects  these  kinds  of 
light  may  be  said  to  be  related  to  each  other  in  the  same  way  as 
the  poles  of  a  magnet.  The  analogy,  however^  is  faulty  even  here, 
for  the  two  rays  when  combined  do  not  neutralize  each  other,  but 
produce  a  plane  polarized  ray. 

Faraday,  who  was  acquainted  with  the  method  of  studying  the 
strains  produced  in  transparent  solids  by  means  of  polarized  light, 
made  many  experiments  in  hopes  of  detecting  some  action  on  polar- 
ized light  while  passing  through  a  medium  in  which  electrolytic 
conduction  or  dielectric  induction  exists  *.     He  was  not,  however, 

*  Experimental  Ruearcke^,  951-954  and  2216-2220. 
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able  to  detect  any  action  of  this  kind,  though  the  experiments  were 
arranged  in  the  way  best  adapted  to  discover  effects  of  tension, 
the  electric  force  or  current  being  at  right  angles  to  the  direction 
of  the  ray,  and  at  an  angle  of  foriy-five  degrees  to  the  plane  of 
polarization.  Faraday  varied  these  experiments  in  many  ways  with- 
out discovering  any  action  on  light  due  to  electrolytic  currents  or 
to  static  electric  induction. 

He  succeeded,  however^  in  establishing  a  relation  between  light 
and  magnetism,  and  the  experiments  by  which  he  did  so  are  de- 
scribed in  the  nineteenth  series  of  his  Experimental  Besearches,  We 
shall  take  Faraday's  discovery  as  our  starting  point  for  further 
investigation  into  the  nature  of  magnetism,  and  we  shall  therefore 
describe  the  phenomenon  which  he  observed. 

807.]  A  ray  of  plane-polarized  light  is  transmitted  through  a 
transparent  diamagnetic  medium,  and  the  plane  of  its  polarization^ 
when  it  emerges  from  the  medium,  is  ascertained  by  observing  the 
position  of  an  analyser  when  it  cuts  off  the  ray.  A  magnetic  force 
is  then  made  to  act  so  that  the  direction  of  the  force  within  the 
transparent  medium  coincides  with  the  direction  of  the  ray.  The 
light  at  once  reappears^  but  if  the  analyser  is  turned  round  through 
a  certain  angle,  the  light  is  again  cut  off.  This  shews  that  the 
effect  of  the  magnetic  force  is  to  turn  the  plane  of  polarization, 
round  the  direction  of  the  ray  as  an  axis,  through  a  certain  angle, 
measured  by  the  angle  through  which  the  analyser  must  be  turned 
in  order  to  cut  off  the  light. 

808.]  The  angle  through  which  the  plane  of  polarization  is 
turned  is  proportional — 

(1)  To  the  distance  which  the  ray  travels  within  the  medium. 
Hence  the  plane  of  polarization  changes  continuously  from  its  posi- 
tion at  incidence  to  its  position  at  emergence. 

(2)  To  the  intensity  of  the  resolved  part  of  the  magnetic  force  in 
the  direction  of  the  ray. 

(3)  The  amount  of  the  rotation  depends  on  the  nature  of  the 
medium.  No  rotation  has  yet  been  observed  when  the  medium  is 
air  or  any  other  gas. 

These  three  statements  are  included  in  the  more  general  one, 
that  the  angular  rotation  is  numerically  equal  to  the  amount  by 
which  the  magnetic  potential  increases,  from  the  point  at  which 
the  ray  enters  the  medium  to  that  at  which  it  leaves  it,  multiplied 
by  a  coeflBcient,  which,  for  diamagnetic  media,  is  generally  positive. 

809.]  In  diamagnetic  substances,  the  direction  in  which  the  plane 


8io.]  Faraday's  disco veky.  401 

of  polarization  is  made  to  rotate  is  the  same  as  the  direction  in  which 
a  positive  current  must  circulate  round  the  ray  in  order  to  produce 
a  magnetic  force  in  the  same  direction  as  that  which  actually  exists 
in  the  medium. 

Verdet,  however,  discovered  that  in  certain  ferromagnetic  media, 
as,  for  instance,  a  strong  solution  of  perchloride  of  iron  in  wood- 
spirit  or  ether,  the  rotation  is  in  the  opposite  direction  to  the  current 
which  would  produce  the  magnetic  force. 

This  shews  that  the  difference  between  ferromagnetic  and  dia- 
magnetic  substances  does  not  arise  merely  from  the  '  magnetic  per- 
meability' being  in  the  first  case  greater,  and  in  the  second  less, 
than  that  of  air,  but  that  the  properties  of  the  two  classes  of  bodies 
are  really  opposite. 

The  power  acquired  by  a  substance  under  the  action  of  magnetic 
force  of  rotating  the  plane  of  polarization  of  light  is  not  exactly 
proportional  to  its  diamagnetic  or  ferromagnetic  magnetizability. 
Indeed  there  are  exceptions  to  the  rule  that  the  rotation  is  positive  for 
diamagnetic  and  negative  for  ferromagnetic  substances,  for  neutral 
chromate  of  potash  is  diamagnetic,  but  produces  a  negative  rotation. 

810.]  There  are  other  substances,  which,  independently  of  the 
application  of  magnetic  force,  cause  the  plane  of  polarization  to 
turn  to  the  right  or  to  the  left,  as  the  ray  travels  through  the  sub- 
stance. In  some  of  these  the  property  is  related  to  an  axis,  as  in 
the  case  of  quartz.  In  others,  the  property  is  independent  of  the 
direction  of  the  ray  within  the  medium,  as  in  turpentine,  solution 
of  sugar,  &c.  In  all  these  substances,  however,  if  the  plane  of 
polarization  of  any  ray  is  twisted  within  the  medium  like  a  right- 
handed  screw,  it  will  still  be  twisted  like  a  right-handed  screw  if 
the  ray  is  transmitted  through  the  medium  in  the  opposite  direction. 
The  direction  in  which  the  observer  has  to  turn  his  analyser  in  order 
to  extinguish  the  ray  after  introducing  the  medium  into  its  path, 
is  the  same  with  reference  to  the  observer  whether  the  ray  comes 
to  him  from  the  north  or  from  the  south.  The  direction  of  the 
rotation  in  space  is  of  course  reversed  when  the  direction  of  the  ray  is 
reversed.  But  when  the  rotation  is  produced  by  magnetic  action,  its 
direction  in  space  is  the  same  whether  the  ray  be  travelling  north 
or  south.  The  rotation  is  always  in  the  same  direction  as  that  of 
the  electric  current  which  produces,  or  would  produce,  the  actual 
magnetic  state  of  the  field,  if  the  medium  belongs  to  the  positive 
class,  or  in  the  opposite  direction  if  the  medium  belongs  to  the 
negative  class. 

VOL.  TT.  D  d 
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It  follows  from  this,  that  if  the  ray  of  light,  after  passing  through 
the  medium  from  north  to  south,  is  reflected  by  a  mirror,  so  as  to 
return  through  the  medium  from  south  to  norths  the  rotation  will 
be  doubled  when  it  results  from  magnetic  action.  When  the  rota- 
tion depends  on  the  nature  of  the  medium  alone,  as  in  turpentine,  &C.9 
the  ray,  when  reflected  back  through  the  medium,  emerges  in  the 
same  plane  as  it  entered,  the  rotation  during  the  first  passage 
through  the  medium  having  been  exactly  reversed  during  the 
second. 

811.]  The  physical  explanation  of  the  phenomenon  presents  con* 
siderable  difficulties,  which  can  hardly  be  said  to  have  beeu  hitherto 
overcome,  either  for  the  magnetic  rotation,  or  for  that  which 
certain  media  exhibit  of  themselves.  We  may,  however,  prepare 
the  way  for  such  an  explanation  by  an  analysis  of  the  observed 
facts. 

It  is  a  well-known  theorem  in  kinematics  that  two  uniform  cir- 
cular vibrations,  of  the  same  amplitude,  having  the  same  periodic 
time,  and  in  the  same  plane,  but  revolving  in  opposite  directions, 
are  equivalent,  when  compounded  together,  to  a  rectilinear  vibra- 
tion. The  periodic  time  of  this  vibration  is  equal  to  that  of  the 
"circular  vibrations,  its  amplitude  is  double,  and  its  direction  is  in 
the  line  joining  the  points  at  which  two  particles,  describing  the 
circular  vibrations  in  opposite  directions  round  the  same  circle^ 
would  meet.  Hence  if  one  of  the  circular  vibrations  lias  its  phase 
accelerated,  the  direction  of  the  rectilinear  vibration  will  be  turned, 
in  the  same  direction  as  that  of  the  circular  vibration,  through  an 
angle  equal  to  half  the  acceleration  of  phase. 

It  can  also  be  proved  by  direct  optical  experiment  that  two  rays 
of  light,  circularly-polarized  in  opposite  directions,  and  of  the  same 
intensity,  become,  when  united,  a  plane-polarized  ray,  and  that  il 
by  any  means  the  phase  of  one  of  the  circularly-polarized  rsLys  is 
accelerated,  the  plane  of  polarization  of  the  resultant  ray  is  turned 
round  half  the  angle  of  acceleration  of  the  phase. 

812.]  We  may  therefore  express  the  phenomenon  of  the  rotation 
of  the  plane  of  polarization  in  the  following  manner  : — A  plane- 
polarized  ray  falls  on  the  medium.  This  is  equivalent  to  two  cir- 
cularly-polarized rays,  one  right-handed,  the  other  left-handed  (as 
regards  the  observer).  After  passing  through  the  medium  the  ray 
is  still  plane-polarized,  but  the  plane  of  polarization  is  turned,  say, 
to  the  right  (as  regards  the  observer) .  Hence,  of  the  two  circularly- 
polarized  rays,  that  which  is  right-handed  must  have  had  its  phase 
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accelerated  with  respect  to  the  other  daring  its  passage  through  the 
medium. 

In  other  words,  the  right-handed  ray  has  performed  a  greater 
number  of  vibrations,  and  therefore  has  a  smaller  wave-length, 
within  the  medium,  than  the  left-handed  ray  which  has  the  same 
periodic  time. 

This  mode  of  stating  whut  takes  place  is  quite  independent  of 
any  theory  of  light,  for  though  we  use  such  terms  as  wave-length, 
circiilar-polarization,  &c.,  which  may  be  associated  in  our  minds 
with  a  particular  form  of  the  undulatory  theory,  the  reasoning  is 
independent  of  this  association^  and  depends  only  on  facts  proved 
by  experiment. 

813.]  Let  us  next  consider  the  configuration  of  one  of  these  rays 
at  a  g^ven  instant.  Any  undulation^  the  motion  of  which  at  each 
point  is  circular,  may  be  represented  by  a  helix  or  screw.  If  the 
screw  is  made  to  revolve  about  its  axis  without  any  longitudinal 
motion,  each  particle  will  describe  a  circle,  and  at  the  same  time  the 
propagation  of  the  undulation  will  be  represented  by  the  apparent 
longitudinal  motion  of  the  similarly  situated  parts  of  the  thread  of 
the  screw.  It  is  easy  to  see  that  if  the  screw  is  right-handed,  and 
the  observer  is  placed  at  that  end  towards  which  the  imdulation 
travels,  the  motion  of  the  screw  will  appear  to  him  lefb-handcd, 
that  is  to  say,  in  the  opposite  di- 
rection to  that  of  the  hands  of  a 
watch.  Hence  such  a  ray  has 
been  called,  originally  by  French 
writers,  but  now  by  the  whole 
scientific  world,  a  left-handed  cir- 
cularly-polarized ray. 

A  righir-handed  circularly-polar- 
ized ray  is  represented  in  like 
manner  by  a  left-handed  helix. 
In  Fig.  67  the  right-handed  helix 
A^  on  the  right-hand  of  the  figure, 
represents  a  left-handed  ray,  and 
the  lefb-handed  helix  5,  on  the  left- 
hand,  represents  a  right-handed 
ray. 

814.]  Let  us  now  consider  two 
such  rays  which  have  the  same 
wave-length  within  the  medium. 


Fig.  67. 
They  are  geometrically  alike  in 
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all  respects,  except  that  one  is  the  perversion  of  the  other,  like  its 
image  in  a  looking-glass.  One  of  them,  however,  say  A,  has  a 
shorter  period  of  rotation  than  the  other.  If  the  motion  is  entirely 
due  to  the  forces  called  into  play  by  the  displacement,  this  shews 
that  greater  forces  are  called  into  play  by  the  same  displacement 
when  the  configuration  is  like  A  than  when  it  is  like  B.  Hence  in 
this  case  the  left-handed  ray  will  be  accelerated  with  respect  to  the 
right-handed  ray,  and  this  will  be  the  case  whether  the  rays  are 
travelling  from  JV"  to  5  or  from  S  to  N. 

This  therefore  is  the  explanation  of  the  phenomenon  as  it  is  pro- 
duced by  turpentine,  &c.  In  these  media  the  displacement  caused 
by  a  circularly-polarized  ray  calls  into  play  greater  forces  of  resti- 
tution when  the  configuration  is  like  A  than  when  it  is  like  £, 
The  forces  thus  depend  on  the  configuration  alone,  not  on  the  direc- 
tion of  the  motion. 

But  in  a  diamagnetic  medium  acted  on  by  magnetism  in  the 
direction  SNj  of  the  two  screws  A  and  B,  that  one  always  rotates 
with  the  greatest  velocity  whose  motion,  as  seen  by  an  eye  looking 
from  S  to  Ny  appears  like  that  of  a  watch.  Hence  for  rays  from  S 
to  N  the  right-handed  ray  B  will  travel  quickest,  but  for  rays 
from  K  to  S  the  left-handed  ray  A  will  travel  quickest. 

81 5. J  Confining  our  attention  to  one  ray  only,  the  helix  B  has 
exactly  the  same  configuration,  whether  it  represents  a  ray  from  6' 
to  N  or  one  from  N  to  S.  But  in  the  first  instance  the  ray  travels 
faster,  and  therefore  the  helix  rotates  more  rapidly.  Hence  greater 
forces  are  called  into  play  when  the  helix  is  going  round  one  way 
than  when  it  is  going  round  the  other  way.  The  forces,  therefore, 
do  not  depend  solely  on  the  configuration  of  the  ray,  but  also  on 
the  direction  of  the  motion  of  its  individual  parts. 

816.]  The  disturbance  which  constitutes  light,  whatever  its 
physical  nature  may  be,  is  of  the  nature  of  a  vector,  perpendicular 
to  the  direction  of  the  ray.  Tliis  is  proved  from  the  fact  of  the 
interference  of  two  rays  of  light,  which  under  certain  conditions 
produces  darkness,  combined  with  tlie  fact  of  the  non-interference 
of  two  rays  polarized  in  planes  perpendicular  to  each  other.  For 
since  the  interference  depends  on  the  angular  position  of  the  planes 
of  polarization,  the  disturbance  must  be  a  directed  quantity  or 
vector,  and  since  the  interference  ceases  when  the  planes  of  polar- 
ization are  at  right  angles,  the  vector  representing  the  disturbance 
must  be  perpendicular  to  the  line  of  intersection  of  these  planes, 
that  is,  to  the  direction  of  the  ray. 
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817.]  The  disturbance,  being  a  vector,  can  be  resolved  into  com- 
ponents parallel  to  x  and  y,  the  axis  of  z  being  parallel  to  the 
direction  of  the  ray.  Let  ^  and  ?y  be  these  components,  then,  in  the 
case  of  a  ray  of  homogeneous  circularly-polarized  light, 

^  =  r  cos  ^,         ?y  =  r  sin  ^,  ( 1 ) 

where  6  =  nt  —  qz-^-a.  (2) 

In  these  expressions,  r  denotes  the  magnitude  of  the  vector,  and 
B  the  angle  which  it  makes  with  the  direction  of  the  axis  of  x. 
The  periodic  time,  r,  of  the  disturbance  is  such  that 

UT  =  27r.  (3) 

The  wave-length,  A,  of  the  disturbance  is  such  that 

q\  =  2tt.  (4) 

The  velocity  of  propagation  is  -  • 

The  phase  of  the  disturbance  when  I  and  z  are  both  zero  is  a. 

The  circularly-polarized  light  is  right-handed  or  lefb-handed 
according  as  q  is  negative  or  positive. 

Its  vibrations  are  in  the  positive  or  the  negative  direction  of 
rotation  in  the  plane  of  (a?,  y),  according  as  u  is  positive  or  negative. 

The  light  is  propagated  in  the  positive  or  the  negative  direction 
of  the  axis  of  z,  according  as  n  and  q  are  of  the  same  or  of  opposite 
signs. 

In  all  media  n  varies  when  q  varies,  and  -y-  ^^  a^vv'^ys  of  the  same 
sign  with  -  • 

ft 
Hence,  if  for  a  given  numerical  value  of  71  the  value  of  -  is 

greater  when  n  is  positive  than  when  n  is  negative,  it  follows  that 
for  a  value  of  q,  given  both  in  magnitude  and  sign,  the  positive 
value  of  n  will  be  greater  than  the  negative  value. 

Now  this  is  what  is  observed  in  a  diamagnetic  medium,  acted  on 
by  a  magnetic  force,  y,  in  the  direction  of  z.  Of  the  two  circularly- 
polarized  rays  of  a  given  period,  that  is  accelerated  of  which  the 
direction  of  rotation  in  the  plane  of  (a?,  y)  is  positive.  Hence,  of 
two  circularly-polarized  rays,  both  left-handed,  whose  wave-length 
within  the  medium  is  the  same,  that  has  the  shortest  period  whose 
direction  of  rotation  in  the  plane  of  xy  is  positive,  that  is,  the  ray 
which  is  propagated  in  the  positive  direction  of  z  from  south  to 
north.  We  have  therefore  to  account  for  the  fact,  that  when  in  the 
equations  of  the  system  q  and  r  are  given,  two  values  of  n  will 
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satisfy  the  equations,  one  positive  and  the  other  negative,  the 
positive  value  being  numerically  greater  than  the  negative. 

818.]  We  may  obtain  the  equations  of  motion  from  a  considera- 
tion of  the  potential  and  kinetic  energies  of  the  medium.  The 
potential  energy,  T,  of  the  system  depends  on  its  configuration, 
that  is,  on  the  relative  position  of  its  parts.  In  so  far  as  it  depends 
on  the  disturbance  due  to  circularly-polarized  lights  it  most  be  a 
function  of  r,  the  amplitude,  and  q,  the  coefficient  of  torsion,  only. 
It  may  be  difierent  for  positive  and  negative  values  of  q  of  equal 
numerical  value,  and  it  probably  is  so  in  the  case  of  media  which 
of  themselves  rotate  the  plane  of  polarization. 

The  kinetic  energy,  7,  of  the  system  is  a  homogeneous  functiou 
of  the  second  degree  of  the  velocities  of  the  system,  the  coefficients 
of  the  different  terms  being  functions  of  the  coordinates. 

819.]  Let  us  consider  the  dynamical  condition  that  the  ray  may 
be  of  constant  intensity,  that  is,  that  r  may  be  constant. 

Lagrange's  equation  for  the  force  in  r  becomes 

d  dT      dT      dV  _ 

dld^''df^^dF''^'  ^^^ 

Since  r  is  constant,  the  first  term  vanishes.  We  have  therefore  the 
equation  dT      dV       ^  ,   ^ 

in  which  q  is  supposed  to  be  given,  and  we  are  to  determine  the 
value  of  the  angular  velocity  Q^  which  we  may  denote  by  its  actual 
value,  n. 

The  kinetic  energy,  T,  contains  one  term  involving  n^  ;  other 
terms  may  contain  products  of  w  with  other  velocities,  and  the 
rest  of  the  terms  are  independent  of  n.  The  potential  energy,  F,  is 
entirely  independent  of  n.     The  equation  is  therefore  of  the  form 

An^-\-Bn-{-C  =  0.  (7) 

This  being  a  quadratic  equation,  gives  two  values  of  n.  It  appears 
from  experiment  that  both  values  are  real,  that  one  is  positive  and 
the  other  negative,  and  that  the  positive  value  is  numerically  the 
greater.  Hence,  if  A  is  positive,  both  B  and  C  are  negative,  for, 
if  rti  and  n.^  are  the  roots  of  the  equation, 

^(wi  +  W2)  +  J^=  0.  (8) 

The  coefficient,  B,  therefore,  is  not  zero,  at  least  when  magnetic 
force  acts  on  the  medium.  We  have  therefore  to  consider  the  ex- 
pression B71,  which  is  the  part  of  the  kinetic  energy  involving  the 
lirbt  power  of  w,  the  angular  velocity  of  the  disturbance. 
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820.]  Every  term  of  T  is  of  two  dimensions  as  regards  velocity. 
Hence  the  terms  involving  n  must  involve  some  other  velocity. 
This  velocity  cannot  be  r  or  ^,  because,  in  the  case  we  consider^ 
r  and  q  are  constant.  Hence  it  is  a  velocity  which  exists  in  the 
medium  independently  of  that  motion  which  constitutes  light.  It 
must  also  be  a  velocity  related  to  n  in  such  a  way  that  wheiit  it  is 
multiplied  by  n  the  result  is  a  scalar  quantity,  for  only  scalar  quan- 
tities can  occur  as  terms  in  the  value  of  7,  which  is  itself  scalar. 
Hence  this  velocity  must  be  in  the  same  direction  as  n^  or  in  the 
opposite  direction,  that  is^  it  must  be  an  angular  velocity  about  the 
axis  of  z. 

Again,  this  velocity  cannot  be  independent  of  the  magnetic  force^ 
for  if  it  were  related  to  a  direction  fixed  in  the  medium^  the  phe- 
nomenon would  be  different  if  we  turned  the  medium  end  for  end^ 
which  is  not  the  case. 

We  are  therefore  led  to  the  conclusion  that  this  velocity  is  an 
invariable  accompaniment  of  the  magnetic  force  in  those  media 
which  exhibit  the  magnetic  rotation  of  the  plane  of  polarization. 

821.]  We  have  been  hitherto  obliged  to  use  language  which  is 
perhaps  too  suggestive  of  the  ordinary  hypothesis  of  motion  in  the 
undulatory  theory.  It  is  easy,  however^  to  state  our  result  in  a 
form  free  from  this  hypothesis. 

Whatever  light  is,  at  each  point  of  space  there  is  something 
going  on,  whether  displacement,  or  rotation,  or  something  not  yet 
imagined^  but  which  is  certainly  of  the  nature  of  a  vector  or  di- 
rected quantity,  the  direction  of  which  is  nonnal  to  the  direction 
of  the  ray.  This  is  completely  proved  by  the  phenomena  of  inter- 
ference. 

In  the  case  of  circularly-polarized  light,  the  magnitude  of  this 
vector  remains  always  the  same,  but  its  direction  rotates  round  the 
direction  of  the  ray  so  as  to  complete  a  revolution  in  the  periodic 
time  of  the  wave.  The  uncertainty  which  exists  as  to  whether  this 
vector  is  in  the  plane  of  polarization  or  perpendicular  to  it,  does  not 
extend  to  our  knowledge  of  the  direction  in  which  it  rotates  in  right- 
handed  and  in  left-handed  circularly-polarized  light  respectively. 
The  direction  and  the  angular  velocity  of  this  vector  are  perfectly 
known,  though  the  physical  nature  of  the  vector  and  its  absolute 
direction  at  a  given  instant  are  uncertain. 

When  a  ray  of  circularly-polarized  light  falls  on  a  medium  under 
the  action  of  magnetic  force,  its  propagation  within  the  medium 
is  affects  by  the  relation  of  the  direction  of  rotation  of  the  light  to 
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the  direction  of  the  magnetic  force.  From  this  we  conclude,  by  the 
reasoning  of  Art.  821,  that  in  the  medium,  when  under  the  action 
of  magnetic  force,  some  rotatory  motion  is  going  on^  the  axis  of  ro- 
tation being  in  the  direction  of  the  magnetic  forces;  and  that  the 
rate  of  propagation  of  circularly-polarized  light,  when  the  direction 
of  its  vibratory  rotation  and  the  direction  of  the  magnetic  rotation 
of  the  medium  are  the  same,  is  different  from  the  rate  of  propaga- 
tion when  these  directions  are  opposite. 

The  only  resemblance  which  we  can  trace  between  a  mediom 
through  which  circularly-polarized  light  is  propagated,  and  a  me- 
dium through  which  lines  of  magnetic  force  pass^  is  that  in  both 
there  is  a  motion  of  rotation  about  an  axis.  But  here  the  resem- 
blance stops^  for  the  rotation  in  the  optical  phenomenon  is  that  of 
the  vector  which  represents  the  disturbance.  This  vector  is  always 
perpendicular  to  the  direction  of  the  ray,  and  rotates  about  it  a 
known  number  of  times  in  a  second.  In  the  magnetic  phenomenon, 
that  which  rotates  has  no  properties  by  which  its  sides  can  be  dis- 
tinguished, so  that  we  cannot  determine  how  many  times  it  rotates 
in  a  second. 

There  is  nothings  therefore,  in  the  magnetic  phenomenon  which 
corresponds  to  the  wave-length  and  the  wave-propagation  in  the  op- 
tical phenomenon.  A  medium  in  which  a  constant  magnetic  force 
is  acting  is  not,  in  consequence  of  that  force^  filled  with  waves 
travelling  in  one  direction,  as  when  light  is  propagated  through  it. 
The  only  resemblance  between  the  optical  and  the  magnetic  pheno- 
menon is,  that  at  each  point  of  the  medium  something  exists  of 
the  nature  of  an  angular  velocity  about  an  axis  in  the  direction  of 
the  magnetic  force. 

On  the  Hypothesis  of  Molecular  Vortices. 

822.]  The  consideration  of  the  action  of  magnetism  on  polarized 
light  leads,  as  we  have  seen,  to  the  conclusion  that  in  a  medium 
under  the  action  of  magnetic  force  something  belonging  to  the 
same  mathematical  class  as  an  angular  velocity,  whose  axis  is  in  the 
direction  of  the  magnetic  force,  forms  a  part  of  the  phenomenon. 

This  angular  velocity  cannot  be  that  of  any  portion  of  the  me- 
dium of  sensible  dimensions  rotating  as  a  whole.  We  must  there- 
fore conceive  the  rotation  to  be  that  of  very  small  portions  of  the 
medium,  each  rotating  on  its  own  axis.  This  is  the  h}7>othesis  of 
molecular  vortices. 

The  motion  of  these  vortices,  though,  as  we  have  shewn  (Art.  575), 
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it  does  not  sensibly  affect  the  visible  motions  of  large  bodies,  may 
be  such  as  to  affect  that  vibratory  motion  on  which  the  propagation 
of  light,  according  to  the  undulatory  theory,  depends.  The  dis- 
placements of  the  medium^  during  the  propagation  of  light,  will 
produce  a  disturbance  of  the  vortices,  and  the  vortices  when  so  dis- 
turbed may  react  on  the  medium  so  as  to  affect  the  mode  of  propa- 
gation of  the  ray. 

823.]  It  is  impossible,  in  our  present  state  of  ignorance  as  to  the 
nature  of  the  vortices,  to  assign  the  form  of  the  law  which  connects 
the  displacement  of  the  medium  with  the  variation  of  the  vortices. 
We  shall  therefore  assume  that  the  variation  of  the  vortices  caused 
by  the  displacement  of  the  medium  is  subject  to  the  same  conditions 
which  Helmholtz,  in  his  great  memoir  on  Vortex-motion  *,  has 
shewn  to  regulate  the  variation  of  the  vortices  of  a  perfect  liquid. 

Helmholtz's  law  may  be  stated  as  follows : — Let  P  and  Q  be  two 
neighbouring  particles  in  the  axis  of  a  vortex,  then,  if  in  conse- 
quence of  the  motion  of  the  fluid  these  particles  arrive  at  the 
points  P'Q,\  the  line  P'Q'  will  represent  the  new  direction  of  the 
axis  of  the  vortex,  and  its  strength  will  be  altered  in  the  ratio  of 

P'Q'  to  pq. 

Hence  if  a,  j3,  y  denote  the  components  of  the  strength  of  a  vor- 
tex, and  if  f,  77,  ^  denote  the  displacements  of  the  medium,  the  value 
of  a  will  become 


d^        d^       d£ 
dC     „dC        dC 


> 


(1) 


dx  ^  ^  dy   '  ^  dz 

We  now  assume  that  the  same  condition  is  satisfied  during  the 
small  displacements  of  a  medium  in  which  a,  j3,  y  represent,  not 
the  components  of  the  strength  of  an  ordinary  vortex,  but  the 
components  of  magnetic  force. 

824.]  The  components  of  the  angular  velocity  of  an  element  of 

themediumare     «,  =  1-lf^-.  ^),  1 

1      ^di\dv      d^)' 


dt  ^dy       dz 

"^^"^diyTz-dir 

""'^^diyd^'d^)'  j 
•  Crelles  Journal,  vol.  Iv.  (1858).     Trwwlated  by  Tait,  Phil,  Mag,,  July,  1867. 
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The  next  step  in  our  hypothesis  is  the  assumption  that  the 
kinetic  energy  of  the  medium  contains  a  term  of  the  form 

2C(a«i  +  /3«3j-|-y»5).  (3) 

This  is  equivalent  to  supposing  that  the  angular  velocity  acquired 
by  the  element  of  the  medium  during  the  propagation  of  liglit  is  ^ 
quantity  which  may  enter  into  combination  with  that  motion  by 
which  magnetic  phenomena  are  explained. 

In  order  to  form  the  equations  of  motion  of  the  medium,  we  must 
express  its  kinetic  energy  in  terms  of  the  velocity  of  its  parts, 
the  components  of  which  are  f,  ry,  (.  We  therefore  integrate  by 
parts^  and  find 

2  (7  /  /  /  (ocoi  -f  /3(i»3  -f  ywg)  do!  dy  dz 

=  cjj{yi]--POd!fdz-^cjj{aC^ytjdzd^^-CJji,fi'^-^aii)dxdy 

The  double  integrals  refer  to  the  bounding  surface,  which  may  be 
supposed  at  an  infinite  distance.  We  may^  therefore,  while  in- 
vestigating what  takes  place  in  the  interior  of  the  medium,  confine 
our  attention  to  the  triple  integral. 

825.]  The  part  of  the  kinetic  energy  in  unit  of  volume,  expressed 
by  this  triple  integral,  may  be  written 

4  7:C{^7i  +  i}V-\-Cio),  (5) 

where  u,  v,  w  are  the  components  of  the  electric  current  as  given  in 
equations  (E),  Art.  GO 7. 

It  appears  from  this  that  our  hypothesis  is  equivalent  to    the 

assumption  that  the  velocity  of  a  particle  of  the  medium  whose 

»    .     . 

components  are  f,  ?],  f,  is  a  quantity  which  may  enter  into  com- 
bination with  the  electric  current  whose  components  are  «,  r,  tr. 

826.]  Returning  to  the  expression  under  the  sign  of  triple  inte- 
gration in  (4),  substituting  for  the  values  of  a,  /3,  y,  those  of 
a\  /3',  /,  as  given  by  equations  (1),  and  writing 

d     ^  d       ^  d  d 

the  expression  under  the  sign  of  integration  becomes 

^\^Tkyry-d:z)^'^ dh  yjz  -  rfj  +  ^  dA  U  ~  dy)l  ^^^ 

In  the  case  of  waves  in  planes  normal  to  the  axis  of  z  the  displace- 
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ments  are  functions  of  z  and  t  only,  so  that  -77  =  y  ^-  >  and  this 

,      J  ,  ^  dh      '  dz 

expression  is  reduced  to 

The  kinetic  energy  per  unit  of  volume,  so  far  as  it  depends  on 
the  velocities  of  displacement,  may  now  be  written 

where  p  is  the  density  of  the  medium. 

827.]  The  components^  X  and  Y^  of  the  impressed  force,  referred 
to  unit  of  volume,  may  be  deduced  from  this  by  Lagrange's  equa- 
tions, Art.  564. 

These  forces  arise  from  the  action  of  the  remainder  of  the  medium 
on  the  element  under  consideration,  and  must  in  the  case  of  an 
isotropic  medium  be  of  the  form  indicated  by  Cauchy, 

^=^.0  +  ^i0+&«v  (12) 

828.]  If  we  now  take  the  case  of  a  circularly-polarized  ray  for 
which  ^  -«  rQOs{nt—qz\         ri  =  rBin{nt—qz\  (14) 

we  find  for  the  kinetic  energy  in  unit  of  volume 

T=  kpr^n^-Cyr^q^n;  (15) 

and  for  the  potential  energy  in  unit  of  volume 

r=r2(Jo?^-^i?*  +  &c.) 

=  r^Q,  (16) 

where  Q  is  a  function  of  j*. 

The  condition  of  free  propagation  of  the  ray  given  in  Art.  820, 
equation  (6),  is  dT      dV 

Tr^-df'  (^^^ 

which  gives  pn^^2Cyq^n  =  Q,  (18) 

whence  the  value  of  n  may  be  found  in  terms  of  q. 

But  in  the  case  of  a  ray  of  given  wave-period,  acted  on  by 
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majrnetic  force,  what  we  want  to  determine  is  the  value  of  ^,  when  « 

d  ^ 

is  constant,  in  terms  of  -j- ,  when  y  is  constant.    Differentiating  (18) 

dn  ^ 

{2pu-2Cyq^)dn'-  {-^ ^\Cyqn)dq-^2Cq^ndy  =  0.         (19) 

We  thus  find  ^i  =  -  -^t;~,  J .  (20) 

dy  pn—Cyq^  dn 

829.]  If  A  is  the  wave-length  in  air,  and  *  the  corresponding 
index  of  refraction  in  the  medium, 

q\  =  271/,         nk  =  2vv,  (21) 

The  change  in  the  value  of  q^  due  to  magnetic  action,  is  in  every 
case  an  exceedingly  small  fraction  of  its  own  value,  so  that  we  may 

write  da 

^  =  ?o+5^y,  (22) 

where  q^  is  the  value  of  q  when  the  magnetic  force  is  zero.  The 
angle,  0,  through  which  the  plane  of  polarization  is  turned  in 
passing  through  a  thickness  c  of  the  medium,  is  half  the  sum  of 
the  positive  and  negative  values  oi  qc^  the  sign  of  the  result  being 
changed,  Wause  the  sign  of  j'  is  negative  in  equations  (14).  We 
thus  obtain 

e=W^^  (23) 

=  -i^'n^^'-''T>)—-—ir'  (24) 

'  1  — 27rCy 

^  vp\ 

The  second  term  of  the  denominator  of  this  fraction  is  approx- 
imately equal  to  the  angle  of  rotation  of  the  plane  of  polarization 
during  its  passage  through  a  thickness  of  the  medium  equal  to  half 
a  wave-length.  It  is  therefore  in  all  actual  cases  a  quantity  which 
we  may  neglect  in  comparison  with  unity. 

Writing  =  ;//,  (25) 

V  p 

we  may  call  m  the  coefficient  of  magnetic  rotation  for  the  medium, 
a  quantity  whose  value  must  be  determined  by  observation.  It  is 
found  to  be  positive  for  most  diamagnetic,  and  negative  for  some 
paramagnetic  media.  We  have  therefore  as  the  final  result  of  our 
theory  i^  r-     .  ^^\ 

where  6  is  the  angular  rotation  of  the  plane  of  polarization,  m  a 
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constant  determined  by  observation  of  the  medium,  y  the  intensity 
of  the  magnetic  force  resolved  in  the  direction  of  the  ray,  c  the 
length  of  the  ray  within  the  medium,  A  the  wave-length  of  the 
light  in  air^  and  i  its  index  of  refraction  in  the  medium. 

830.]  The  only  test  to  which  this  theory  has  hitherto  been  sub- 
jected, is  that  of  comparing  the  values  of  6  for  different  kinds  of 
light  passing  through  the  same  medium  and  acted  on  by  the  same 
magnetic  force. 

This  has  been  done  for  a  considerable  number  of  media  by  M.   * 
Verdet  *,  who  has  arrived  at  the  following  results : — 

(1)  The  magnetic  rotations  of  the  planes  of  polarization  of  the 
rays  of  different  colours  follow  approximately  the  law  of  the  inverse 
square  of  the  wave-length. 

(2)  The  exact  law  of  the  phenomena  is  always  such  that  the  pro- 
duct of  the  rotation  by  the  square  of  the  wave-length  increases  from 
the  least  refrangible  to  the  most  refrangible  end  of  the  spectrum. 

(3)  The  substances  for  which  this  increase  is  most  sensible  are 
also  those  which  have  the  greatest  dispersive  power. 

He  also  found  that  in  the  solution  of  tartaric  acid,  which  of  itself 
produces  a  rotation  of  the  plane  of  polarization,  the  magnetic  rotation 
is  by  no  means  proportional  to  the  natural  rotation. 

In  an  addition  to  the  same  memoir f  Verdet  has  given  the  results 
of  very  careful  experiments  on  bisulphide  of  carbon  and  on  creosote, 
two  substances  in  which  the  departure  from  the  law  of  the  inverse 
square  of  the  wave-length  was  very  apparent.  He  has  also  com- 
pared these  results  with  the  numbers  given  by  three  different  for- 
mulae, ^2  ^11 

(I)  e=mcy^^{i-\j-^; 

(II)  6  =  n,cy^^{i-K^^; 

(III)  d  =  mey      (i-X^)- 

The  first  of  these  formulae,  (I),  is  that  which  we  have  already  ob- 
tained in  Art.  829,  equation  (26).  The  second,  (II),  is  that  which 
results  from  substituting  in  the  equations  of  motion.  Art.  826,  equa- 

tions  (10),  (11),  terms  of  the  form  -7;^  and  — 77^,  instead  of  -~^, 

dP  dP  dz^dt 

*  Recherches  sur  les  propri^tds  optiques  d^velopp^eR  dans  les  corps  transparents 
par  raction  du  magn^tisme,  4°^  partie.  Comptes  Rendua,  t.  Ivi.  p.  630  (6  April,  1863). 
t  Comptes  Rendus,  Ivii.  p.  670  (19  Oct.,  1863). 
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and  — 7-^  •      I  am  not  aware  that  this  form  of  the  equations  has 

been  suggested  by  any  physical  theory.     The  third  formula^  (m)f 

results  from  the  physical  theory  of  M.  C.  Neumann  "^^  in  which  the 

dx\  d^ 

equations  of  motion  contain  terms  of  the  form  -^  and  —  ;^  t- 

It  is  evident  that  the  values  of  0  given  by  the  formula  (III)  are 
not  even  approximately  proportional  to  the  inverse  square  of  the 
wave-length.  Those  given  by  the  formulse  (I)  and  (II)  satisfy  this 
condition^  and  give  values  of  0  which  agree  tolerably  well  with  the 
observed  vdues  for  media  of  moderate  dispersive  power.  For  bisul- 
phide of  carbon  and  creosote,  however,  the  values  given  by  (II)  differ 
very  much  from  those  observed.  Those  given  by  (I)  agree  better 
with  observation,  but,  though  the  agreement  is  somewhat  close  for 
bisulphide  of  carbon,  the  numbers  for  creosote  still  differ  by  quan- 
tities much  greater  than  can  be  accounted  for  by  any  errors  of 
observation. 

Magnetic  Rotation  of  the  Plane  of  Polarization  {from  FerdeC). 

Bisulphide  of  Carbon  at  24^90. 


LinoR  of  the  spectrum 
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Observed  rotation 

592 

768 
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1234 

1704 

Calculated  by  I. 

589 

760 
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1234 

1713 

II. 

606 

772 

1000 

1216 

1640 

III. 

943 

967 

1000 

1034 

1091 

Rotation 

of  the  ray  J5 

-  26°.  28'. 

Creosote  at  24°. 

8C. 

Lines  of  the  spectrum 
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D 
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Observed  rotation 
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768 
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1241 

1723 

Calculated  by  I. 

617 

780 

1000 

1210 

1608 

11. 

623 

789 

1000 

1200 

1665 

III. 

976 

993 

1000 

1017 

1041 

Rotation  of  the  taj  E  =  21°.68'. 

We  are  so  little  acquainted  with  the  details  of  the  molecular 

*  *  Explicare  tentatnr  quomodo  fiat  ut  lucis  planum  polarizationis  per  vires  elec- 
tricas  vel  magneticas  declinetur.'     IlaUs  Saxon  umt  1858. 

f  These  three  forms  of  the  equations  of  motion  were  first  suggested  by  Sir  G.  B. 
Airy  {Phil.  Mag.^  June  1846)  as  a  means  of  analysing  the  phenomenon  then  recently 
discovered  by  Faraday.     Mac  Cullagh  had  previously  suggested  equations  containing 

terms  of  the  form  3—  in  order  to  represent  mathematically  the  phenomena  of  quartz. 

These  equations  were  offered  by  Mac  Cullagh  and  Airy,  *  not  as  giving  a  mechanical 
explanation  of  the  phenomena,  but  as  shewing  that  the  phenomena  may  be  explained 
by  equations,  which  equations  appear  to  be  such  as  might  possibly  be  deduced  from 
some  plausible  mechanical  assumption,  although  no  such  assumption  has  yet  been 
made.* 
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constitution  of  bodies,  that  it  is  not  probable  that  any  satisfactory 
theory  can  be  formed  relating  to  a  particular  phenomenon,  such  as 
that  of  the  magnetic  action  on  light,  until,  by  an  induction  founded 
on  a  number  of  different  cases  in  which  visible  phenomena  are  found 
to  depend  upon  actions  in  which  the  molecules  are  concerned,  we 
learn  something  more  definite  about  the  properties  which  must  be 
attributed  to  a  molecule  in  order  to  satisfy  the  conditions  of  ob- 
served facts. 

The  theory  proposed  in  the  preceding  pages  is  evidently  of  a 
provisional  kind,  resting  as  it  does  on  unproved  hypotheses  relating 
to  the  nature  of  molecular  vortices,  and  the  mode  in  which  they  are 
affected  by  the  displacement  of  the  medium.  We  must  therefore 
regard  any  coincidence  with  observed  facts  as  of  much  less  scientific 
value  in  the  theory  of  the  magnetic  rotation  of  the  plane  of  polari- 
zation than  in  the  electromagnetic  theory  of  light,  which,  though  it 
involves  hypotheses  about  the  electric  properties  of  media,  does  not 
speculate  as  to  the  constitution  of  their  molecules. 

831,]  NoTB. — ^The  whole  of  this  chapter  may  be  regarded  as  an 
expansion  of  the  exceedingly  important  remark  of  Sir  William 
Thomson  in  the  Proceedings  of  the  Royal  Society ^  June  1856  : — *  The 
magnetic  influence  on  light  discovered  by  Faraday  depends  on  the 
direction  of  motion  of  moving  particles.  For  instance,  in  a  medium 
possessing  it,  particles  in  a  straight  line  parallel  to  the  lines  of 
magnetic  force,  displaced  to  a  helix  round  this  line  as  axis,  and  then 
projected  tangential ly  with  such  velocities  as  to  describe  circles, 
will  have  different  velocities  according  as  their  motions  are  round 
in  one  direction  (the  same  as  the  nominal  direction  of  the  galvanic 
current  in  the  magnetizing  coil),  or  in  the  contrary  direction.  But 
the  elastic  reaction  of  the  medium  must  be  the  same  for  the  same 
displacements,  whatever  be  the  velocities  and  directions  of  the  par- 
ticles ;  that  is  to  say,  the  forces  which  are  balanced  by  centrifugal 
force  of  the  circular  motions  are  equal,  while  the  luminiferous 
motions  are  unequal.  The  absolute  circular  motions  being  there- 
fore either  equal  or  such  as  to  transmit  equal  centrifugal  forces  to 
the  particles  initially  considered,  it  follows  that  the  luminiferous 
motions  are  only  components  of  the  whole  motion ;  and  that  a  less 
luminiferous  component  in  one  direction,  compounded  with  a  mo- 
tion existing  in  the  medium  when  transmitting  no  light,  gives  an 
equal  resultant  to  that  of  a  greater  luminiferous  motion  in  the  con- 
trary direction  compounded  with  the  same  non-luminous  motion. 
I  think  it  is  not  only  impossible  to  conceive  any  other  than  this 
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dynamical  explanation  of  tlie  fact  that  circularly-polarized  light 
transmitted  through  magnetized  glass  parallel  to  the  lines  of  maf^- 
netizing  force,  with  the  same  quality,  right-handed  always,  or  left- 
handed  always,  is  propagated  at  different  rates  according  as  its 
course  is  in  the  direction  or  is  contrary  to  the  direction  in  which  a 
north  magnetic  pole  is  drawn  ;  but  I  believe  it  can  be  demonstrated 
that  no  other  explanation  of  that  fact  is  possible.  Hence  it  appears 
that  Faraday's  optical  discovery  affords  a  demonstration  of  the  re- 
ality of  Ampere's  explanation  of  the  ultimate  nature  of  magnetism ; 
and  gives  a  definition  of  magnetization  in  the  dynamical  theory  of 
heat.  The  introduction  of  the  principle  of  moments  of  momenta 
("  the  conservation  of  areas'')  into  the  mechanical  treatment  of 
Mr.  Rankine's  hypothesis  of  "  molecular  vortices,"  appears  to  \ndi- 
cate  a  line  perpendicular  to  the  plane  of  resultant  rotatory  mo- 
mentum ("the  invariable  plane")  of  the  thermal  motions  as  the 
magnetic  axis  of  a  magnetized  body,  and  suggests  the  resultant 
moment  of  momenta  of  these  motions  as  the  definite  measure  of 
the  "magnetic  moment."  The  explanation  of  all  phenomena  of 
electromagnetic  attraction  or  repulsion,  and  of  electromagnetic  in- 
duction, is  to  be  looked  for  simply  in  the  inertia  and  pressure  of 
the  matter  of  which  the  motions  constitute  heat.  Whether  this 
matter  is  or  is  not  electricity,  whether  it  is  a  continuous  fluid  inter- 
permeating  the  spaces  between  molecular  nuclei,  or  is  itself  mole- 
cularly  grouped ;  or  whether  all  matter  is  continuous,  and  molecular 
heterogeneousness  consists  in  finite  vortical  or  other  relative  mo- 
tions of  contiguous  parts  of  a  body ;  it  is  impossible  to  decide,  and 
perhaps  in  vain  to  speculate,  in  the  present  state  of  science.' 

A  theory  of  molecular  vortices,  which  I  worked  out  at  consider- 
able length,  was  published  in  the  Ph'iL  Mag.  for  March,  April,  and 
May,  1861,  Jan.  and  Feb.  1862. 

I  think  we  have  good  evidence  for  the  opinion  that  some  pheno- 
menon of  rotation  is  going  on  in  the  magnetic  field,  that  this  rota- 
tion is  performed  by  a  great  number  of  very  small  portions  of 
matter,  each  rotating  on  its  own  axis,  this  axis  being  parallel  to  the 
<liroction  of  the  magnetic  force,  and  that  the  rotations  of  these  dif- 
ferent vortices  are  made  to  depend  on  one  another  by  means  of  some 
kind  of  mechanism  connectinjr  them. 

The  attempt  which  I  then  made  to  imagine  a  working  model  of 
this  mechanism  must  be  taken  for  no  more  than  it  really  is,  a  de- 
monstration that  mechanism  may  be  imagined  capable  of  producing 
a  connexion  mechanically  equivalent  to  the  actual  connexion  of  the 
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parts  of  the  electromagnetic  field.  The  problem  of  determining  the 
mechanism  required  to  establish  a  given  species  of  connexion  be- 
tween the  motions  of  the  parts  of  a  system  always  admits  of  an 
infinite  number  of  solutions.  Of  these,  some  may  be  more  clumsy 
or  more  complex  than  others^  but  all  must  satisfy  the  conditions  of 
mechanism  in  general. 

The  following  results  of  the  theory,  however,  are  of  higher 
value : — 

(1)  Magnetic  force  is  the  eflFect  of  the  centrifugal  force  of  the 
vortices. 

(2)  Electromagnetic  induction  of  currents  is  the  effect  of  the 
forces  called  into  play  when  the  velocity  of  the  vortices  is  changing. 

(3)  Electromotive  force  arises  from  the  stress  on  the  connecting 
mechanism. 

(4)  Electric  displacement  arises  from  the  elastic  yielding  of  the 
connecting  mechanism. 
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On  Electromagnetic  Theories  of  Magnetism. 

832.]  We  have  seen  (Art.  380)  that  the  action  of  magnets  on 
one  another  can  be  accurately  represented  by  the  attractions  and 
repulsions  of  an  imaginary  substance  called  'magnetic  matter.' 
We  have  shewn  the  reasons  why  we  must  not  suppose  this  magnetic 
matter  to  move  firom  one  part  of  a  magnet  to  another  through  a 
sensible  distance,  as  at  first  sight  it  appears  to  do  when  we 
magnetize  a  bar,  and  we  were  led  to  Poisson's  hypothesis  that  the 
magnetic  matter  is  strictly  confined  to  single  molecules  of  the  mag- 
netic substance,  so  that  a  magnetized  molecule  is  one  in  which  the 
opposite  kinds  of  magnetic  matter  are  more  or  less  separated  to- 
wards opposite  poles  of  the  molecule,  but  so  that  no  part  of  either 
can  ever  be  actually  separated  from  the  molecule  (Art.  430). 

These  arguments  completely  establish  the  fact,  that  magnetiza- 
tion is  a  phenomenon,  not  of  large  masses  of  iron,  but  of  molecules, 
that  is  to  say,  of  portions  of  the  substance  so  small  that  we  cannot 
by  any  mechanical  method  cut  one  of  them  in  two,  so  as  to  obtain  a 
north  pole  separate  from  a  south  pole.  But  the  nature  of  a  mag- 
netic molecule  is  by  no  means  determined  without  further  investi- 
gation. We  have  seen  (Art.  442)  that  there  are  strong  reasons  for 
believing  that  the  act  of  magnetizing  iron  or  steel  does  not  consist 
in  imparting  magnetization  to  the  molecules  of  which  it  is  com- 
posed, but  that  these  molecules  are  already  magnetic,  even  in  un- 
magnetized  iron,  but  with  their  axes  placed  indifferently  in  all 
directions,  and  that  the  act  of  magnetization  consists  in  turning 
the  molecules  so  that  their  axes  are  either  rendered  all  parallel  to 
one  direction,  or  at  least  are  deflected  towards  that  direction. 
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833.]  Still,  however,  we  have  arrived  at  no  explanation  of  the 
nature  of  a  magnetic  molecule,  that  is,  we  have  not  recognized  its 
likeness  to  any  other  thing  of  which  we  know  more.  We  have 
therefore  to  consider  the  hypothesis  of  Ampere,  that  the  magnetism 
of  the  molecule  is  due  to  an  electric  current  constantly  circulating 
in  some  closed  path  within  it. 

It  is  possible  to  produce  an  exact  imitation  of  the  action  of  any 
magnet  on  points  external  to  it,  by  means  of  a  sheet  of  electric 
currents  properly  distributed  on  its  outer  surface.  But  the  action 
of  the  magnet  on  points  in  the  interior  is  quite  different  from  the 
action  of  the  electric  currents  on  corresponding  points.  Hence  Am- 
pere concluded  that  if  magnetism  is  to  be  explained  by  means  of 
electric  currents,  these  currents  must  circulate  within  the  molecules 
of  the  magnet,  and  must  not  flow  from  one  molecule  to  another. 
As  we  cannot  experimentally  measure  the  magnetic  action  at  a 
point  in  the  interior  of  a  molecule,  this  hypothesis  cannot  be  dis- 
proved in  the  same  way  that  we  can  disprove  the  hypothesis  of 
currents  of  sensible  extent  within  the  magnet. 

Besides  this,  we  know  that  an  electric  current,  in  passing  from 
one  part  of  a  conductor  to  another,  meets  with  resistance  and  gene- 
rates heat ;  so  that  if  there  were  currents  of  the  ordinary  kind  round 
portions  of  the  magnet  of  sensible  size,  there  would  be  a  constant 
expenditure  of  energy  required  to  maintain  them,  and  a  magnet 
would  be  a  perpetual  source  of  heat.  By  confining  the  circuits  to 
the  molecules,  within  which  nothing  is  known  about  resistance,  we 
may  assert,  without  fear  of  contradiction,  that  the  current,  in  cir- 
culating within  the  molecule,  meets  with  no  resistance. 

According  to  Ampere's  theory,  therefore,  all  the  phenomena  of 
magnetism  are  due  to  electric  currents,  and  if  we  could  make  ob- 
servations of  the  magnetic  force  in  the  interior  of  a  magnetic  mole- 
cule, we  should  find  that  it  obeyed  exactly  the  same  laws  as  the 
force  in  a  region  surrounded  by  any  other  electric  circuit. 

834.]  In  treating  of  the  force  in  the  interior  of  magnets,  we  have 
supposed  the  measurements  to  be  made  in  a  small  crevasse  hollowed 
out  of  the  substance  of  the  magnet.  Art.  395.  We  were  thus  led 
to  consider  two  different  quantities,  the  magnetic  force  and  the 
magnetic  induction,  both  of  which  are  supposed  to  be  observed  in 
a  space  from  which  the  magnetic  matter  is  removed.  We  were 
not  supposed  to  be  able  to  penetrate  into  the  interior  of  a  mag- 
netic molecule  and  to  observe  the  force  within  it. 

If  we  adopt  Ampere's  theory,  we  consider  a  magnet,  not  as  a 
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continuous  substance,  the  magnetization  of  which  varies  from  point 
to  point  according  to  some  easily  conceived  law^  but  as  a  multitude 
of  molecules,  within  each  of  which  circulates  a  system  of  electric 
currents,  giving  rise  to  a  distribution  of  magnetic  force  of  extreme 
complexity,  the  direction  of  the  force  in  the  interior  of  a  molecule 
being  generally  the  reverse  of  that  of  the  average  force  in  its  neigh- 
bourhood, and  the  magnetic  potential,  where  it  exists  at  all^  being 
a  function  of  as  many  degrees  of  multiplicity  as  there  are  molecules 
in  the  magnet. 

835.]  But  we  shall  find,  that,  in  spite  of  this  apparent  complexity, 
which,  however,  arises  merely  from  the  coei^istence  of  a  multitude 
of  simpler  parts,  the  mathematical  theory  of  magnetism  is  greatly 
simplified  by  the  adoption  of  Ampere's  theory,  and  by  extending 
our  mathematical  vision  into  the  interior  of  the  molecules. 

In  the  first  place,  the  two  definitions  of  magnetic  force  are  re- 
duced to  one,  both  becoming  the  same  as  that  for  the  space  outside 
the  magnet.  In  the  next  place,  the  components  of  the  magnetic 
force  everywhere  satisfy  the  condition  to  which  those  of  induction 
are  subject,  namely,     ^^      ^^      ^^ 

dx       dy       dz"    '  ^  ' 

In  other  wprds,  the  distribution  of  magnetic  force  is  of  the 
same  nature  as  that  of  the  velocity  of  an  incompressible  fluid, 
or,  as  we  have  expressed  it  in  Art.  25,  the  magnetic  force  has  no 
convergence. 

Finally,  the  three  vector  functions — the  electromagnetic  momen- 
tum, the  magnetic  force,  and  the  electric  current — become  more 
simply  related  to  each  other.  They  are  all  vector  functions  of  no 
convergence,  and  they  are  derived  one  from  the  other  in  order,  by 
the  same  process  of  taking  the  space-variation,  which  is  denoted 
by  Hamilton  by  the  symbol  V. 

836.]  But  we  are  now  considering  magnetism  from  a  physical 
point  of  view,  and  we  must  enquire  into  the  physical  properties  of 
the  molecular  currents.  We  assume  that  a  current  is  circulating 
in  a  molecule,  and  that  it  meets  with  no  resistance.  If  L  is  the 
coefficient  of  self-induction  of  the  molecular  circuit,  and  M  the  co- 
efficient of  mutual  induction  between  this  circuit  and  some  other 
circuit,  then  if  y  is  the  current  in  the  molecule,  and  y  that  in  the 
other  circuit,  the  equation  of  the  current  y  is 

^^{Ly  +  My')=-Ry;  (2) 
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and  since  by  the  hypothesis  there  is  no  resistance^  R  =:  0,  and  we 
get  by  integration 

Ly  +  My^:  constant,  =  iyo,  say.  (3) 

Let  us  suppose  that  the  area  of  the  projection  of  the  molecular 
circuit  on  a  plane  perpendicular  to  the  axis  of  the  molecule  is  A^ 
this  axis  being  defined  as  1bhe  normal  to  the  plane  on  which  the 
projection  is  greatest.  If  the  action  of  other  currents  produces  a 
magnetic  force,  X,  in  a  direction  whose  inclination  to  the  axis  of 
the  molecule  is  0,  the  quantity  My^  becomes  XA  cobOj  and  we  have 
as  the  equation  of  the  current 

Ly  +  XAcoBO^  LyQ,  (4) 

where  yo  is  the  value  of  y  when  X  =  0. 

It  appears,  therefore,  that  the  strength  of  the  molecular  current 
depends  entirely  on  its  primitive  value  y^,,  and  on  the  intensity  of 
the  magnetic  force  due  to  other  currents. 

837.]  If  we  suppose  that  there  is  no  primitive  current,  but  that 
the  current  is  entirely  due  to  induction,  then 

y  = =^C08^.  (5) 

The  negative  sign  shews  that  the  direction  of  the  induced  cur- 
rent is  opposite  to  that  of  the  inducing  current,  and  its  magnetic 
action  is  such  that  in  the  interior  of  the  circuit  it  acts  in  the  op- 
posite direction  to  the  magnetic  force.  In  other  words,  the  mole- 
cular current  acts  like  a  sniall  magnet  whose  poles  are  turned 
towards  the  poles  of  the  same  name  of  the  inducing  magnet. 

Now  this  is  an  action  the  reverse  of  that  of  the  molecules  of  iron 
under  magnetic  action.  The  molecular  currents  in  iron,  therefore, 
are  not  excited  by  induction.  But  in  diamagnetic  substances  an 
action  of  this  kind  is  observed,  and  in  fact  this  is  the  explanation  of 
diamagnetic  polarity  which  was  first  given  by  Weber* 

Weber's  Theory  of  Biamagnetism^ 

838.]  According  to  Weber's  theory,  there  exist  in  the  molecules 
of  diamagnetic  substances  certain  channels  round  which  an  electric 
current  can  circulate  without  resistance.  It  is  manifest  that  if  we 
suppose  these  channels  to  traverse  the  molecule  in  every  direction, 
this  amounts  to  making  the  molecule  a  perfect  conductor. 

Beginning  with  the  assumption  of  a  linear  circuit  within  the  mo- 
lecule, we  have  the  strength  of  the  current  given  by  equation  (5). 
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The  magnetic  moment  of  the  current  is  the  product  of  its  strength 
by  the  area  of  the  circuit,  or  yAy  and  the  resolved  part  of  this  in  the 
direction  of  the  magnetizing  force  is  y^cos^,  or,  by  (5), 

_^C08«fl.  (6) 

If  there  are  n  such  molecules  in  unit  of  volume,  and  if  their  axes  are 
distributed  indifferently  in  all  directions^  then  the  average  value  of 
cos^  0  will  be  ^,  and  the  intensity  of  magnetization  of  the  substance 
will  be  nXA^  .^. 

Neumann's  coefficient  of  magnetization  is  therefore 


ic=-t-x--  W 


L 

The  magnetization  of  the  substance  is  therefore  in  the  opposite 
direction  to  the  magnetizing  force^  or^  in  other  words,  the  substance 
is  diamagnetic.  It  is  also  exactly  proportional  to  the  magnetizing 
force,  and  does  not  tend  to  a  finite  limit,  as  in  the  case  of  ordinary 
magnetic  induction.     See  Arts.  442,  &c. 

839.]  If  the  directions  of  the  axes  of  the  molecular  channels  are 
arranged,  not  indifferently  in  all  directions,  but  with  a  preponder- 
ating number  in  certain  directions,  then  the  sum 

A^ 
2  -jr  cos2  Q 
jj 

extended  to  all  the  molecules  will  have  different  values  according 
to  the  direction  of  the  line  from  which  Q  is  measured,  and  the  dis- 
tribution of  these  values  in  different  directions  will  be  similar  to  the 
distribution  of  the  values  of  moments  of  inertia  about  axes  in  dif- 
ferent directions  through  the  same  point. 

Such  a  distribution  will  explain  the  magnetic  phenomena  related 
to  axes  in  the  body,  described  by  Pliicker,  which  Faraday  has  called 
Magne-crystallic  phenomena.     See  Art.  435. 

840.]  Let  us  now  consider  what  would  be  the  effect,  if,  instead 
of  the  electric  current  being  confined  to  a  certain  channel  within 
the  molecule,  the  whole  molecule  were  supposed  a  perfect  conductor. 

Let  us  begin  with  the  case  of  a  body  the  form  of  which  is  acyclic, 
that  is  to  say,  which  is  not  in  the  form  of  a  ring  or  perforatesd 
body,  and  let  us  suppose  that  this  body  is  everywhere  surrounded 
by  a  thin  shell  of  perfectly  conducting  matter. 

We  have  proved  in  Art.  G54,  that  a  closed  sheet  of  perfectly 
conducting  matter  of  any  form,  originally  free  from  currents,  be- 
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comes,  when  exposed  to  external  magnetic  force,  a  current-sheet,  the 
action  of  which  on  every  point  of  the  interior  is  such  as  to  make 
the  magnetic  force  zero. 

It  may  assist  us  in  understanding  this  case  if  we  observe  that 
the  distribution  of  magnetic  force  in  the  neighbourhood  of  such  a 
body  is  similar  to  the  distribution  of  velocity  in  an  incompressible 
fluid  in  the  neighbourhood  of  an  impervious  body  of  the  same  form. 

It  is  obvious  that  if  other  conducting  shells  are  placed  within 
the  first,  since  they  are  not  exposed  to  magnetic  force,  no  currents 
will  be  excited  in  them.  Hence,  in  a  solid  of  perfectly  conducting 
material,  the  efilect  of  magnetic  force  is  to  generate  a  system  of 
currents  which  are  entirely  confined  to  the  sur&ce  of  the  body. 

841.]  If  the  conducting  body  is  in  the  form  of  a  sphere  of  radius 
r,  its  magnetic  moment  is 

and  if  a  number  of  such  spheres  are  distributed  in  a  medium,  so 
that  in  unit  of  volume  the  volume  of  the  conducting  nmtter  is  ^, 
then,  by  putting  fAi=  1,  and  /u^^ssO  in  equation  (17),  Art*  314,  we  find 
the  coefficient  of  magnetic  permeability, 

2  —  2^ 


M  = 


(9) 


2  +  *^ 
whence  we  obtain  for  Poisson's  magnetic  coefficient 

>t=-i>f,  (10) 

and  for  Neumann's  coefficient  of  magnetization  by  induction 

it  =  -  — -^.  (11) 

Since  the  mathematical  conception  of  perfectly  conducting  bodies 
leads  to  results  exceedingly  diflerent  from  any  phenomena  which 
we  can  observe  in  ordinary  conductors,  let  tis  pursue  the  subject 
somewhat  further. 

842.]  Returning  to  the  case  of  the  conducting  channel  in  the 
form  of  a  closed  curve  of  area  A,  as  in  Art.  836,  we  have,  for  the 
moment  of  the  electromagnetic  force  tending  to  increase  the  angle  0, 

YV'^^-yXAeme  (12) 

=  — =^-sin^cosd.  (13) 

This  force  is  positive  or  negative  according  as  0  is  less  or  greater 
than  a  right  angle.  Hence  the  eflect  of  magnetic  force  on  a  per- 
fectly conducting  channel  tends  to  turn  it  with  its  axis  at  right 
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angles  to  the  line  of  magnetic  force^  that  is,  so  that  the  plane  of  the 
channel  becomes  parallel  to  the  lines  of  force. 

An  effect  of  a  similar  kind  may  be  observed  by  placing  a  penny 
or  a  copper  ring  between  the  poles  of  an  electromagnet.  At  the 
instant  that  the  magnet  is  excited  the  ring  tnms  its  plane  towards 
the  axial  direction,  but  this  force  vanishes  as  soon  as  the  currents 
are  deadened  by  the  resistance  of  the  copper  *. 

843.]  We  have  hitherto  considered  only  the  case  in  which  the 
molecular  currents  are  entirely  excited  by  the  external  magnetic 
force.  Let  us  next  examine  the  bearing  of  Weber's  theory  of  the 
magneto-electric  induction  of  molecular  currents  on  Ampere's  theory 
of  ordinary  magnetism.  According  to  Ampere  and  Weber,  the 
molecular  currents  in  magnetic  substances  are  not  excited  by  the 
external  magnetic  force,  but  are  already  there,  and  the  molecule 
itself  is  acted  on  and  deflected  by  the  electromagnetic  action  of  the 
magnetic  force  on  the  conducting  circuit  in  which  the  current  flows. 
When  Ampere  devised  this  hypothesis,  the  induction  of  electric  cur- 
rents was  not  known,  and  he  made  no  hypothesis  to  account  for  the 
existence,  or  to  determine  the  strength,  of  the  molecular  currents. 

We  are  now,  however,  bound  to  apply  to  these  currents  the  same 
laws  that  Weber  applied  to  his  currents  in  diamagnetic  molecules. 
We  have  only  to  suppose  that  the  primitive  value  of  the  current  y, 
when  no  magnetic  force  acts,  is  not  zero  but  y^.  The  strength  of 
the  current  when  a  magnetic  force,  X,  acts  on  a  molecular  current 
of  area  A,  whose  axis  is  inclined  0  to  the  line  of  magnetic  force,  is 

y  =  yo--^cos^,  (14) 

and  the  moment  of  the  couple  tending  to  turn  the  molecule  so  as 

to  increase  ^  is  X^A^ 

—  -/QXAsinO  +  -—  -8in2^.  (15) 

Hence,  putting  ^ 

^Yq  =  ^>       y— =^J5,  (16) 

in  the  investigation  in  Art.  443,  the  equation  of  equilibrium  becomes 

Xsin^  — JJX^sin^cos^  =  Dsm{a  —  e).  (17) 

The  resolved  part  of  the  magnetic  moment  of  the  current  in  the 

direction  of  X  is 

XA^ 
yAcosO  =  -/qAcosO ^cos^^,  (18) 

=  w^cos^(l~^Xcos^).  (19) 

•  Se«  Faraday,  E.vp.  i?ea.,  2310,  &c. 
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844.]  These  conditions  differ  from  those  in  Weber's  theory  of 
magnetic  induction  by  the  terms  involving  the  coefficient  B.  If 
BX  is  small  compared  with  unity,  the  results  will  approximate  to 
those  of  Weber's  theory  of  magnetism.  If  BX  is  large  compared 
with  unity,  the  results  will  approximate  to  those  of  Weber's  theory 
of  diamagnetism. 

Now  the  greater  yp,  the  primitive  value  of  the  molecular  current, 
the  smaller  will  B  become,  and  if  Z  is  also  large,  this  will  also 
diminish  B,     Now  if  the  current  flows  in  a  ring  channel,  the  value 

of  L  depends  on  log  — ,  where  R  is  the  radius  of  the  mean  line  of 

T 

the  channel,  and  r  that  of  its  section.  The  smaller  therefore  the 
section  of  the  channel  compared  with  it^  area,  the  greater  will  be  Z, 
the  coefficient  of  self-induction,  and  the  more  nearly  will  the  phe- 
nomena agree  with  Weber's  original  theory.  There  will  be  this 
difference,  however,  that  as  X,  the  magnetizing  force,  increases,  the 
temporary  magnetic  moment  will  not  only  reach  a  maximum,  but 
will  afterwards  diminish  as  X  increases. 

If  it  should  ever  be  experimentally  proved  that  the  temporary 
magnetization  of  any  substance  first  increases,  and  then  diminishes 
as  the  magnetizing  force  is  continually  increased,  the  evidence  of 
the  existence  of  these  molecular  currents  would,  I  think,  be  raised 
almost  to  the  rank  of  a  demonstration. 

845.]  If  the  molecular  currents  in  diamagnetic  substances  are 
confined  to  definite  channels,  and  if  the  molecules  are  capable  of 
being  deflected  like  those  of  magnetic  substances,  then,  as  the  mag- 
netizing force  increases,  the  diamagnetic  polarity  will  always  increase, 
but,  when  the  force  is  great,  not  quite  so  fast  as  the  magnetizing 
force.  The  small  absolute  value  of  the  diamagnetic  coefficient  shews, 
however,  that  the  deflecting  force  on  each  molecule  must  be  small 
compared  with  that  exerted  on  a  magnetic  molecule,  so  that  any 
result  due  to  this  deflexion  is  not  likely  to  be  perceptible. 

If,  on  the  other  hand,  the  molecular  currents  in  diamagnetic 
bodies  are  free  to  flow  through  the  whole  substance  of  the  molecules, 
the  diamagnetic  polarity  will  be  strictly  proportional  to  the  mag- 
netizing force,  and  its  amount  will  lead  to  a  determination  of  the 
whole  space  occupied  by  the  perfectly  conducting  masses,  and,  if  we 
know  the  number  of  the  molecules,  to  the  determination  of  the  size 
of  each. 
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On  the  Explanation  of  Amphre^i  Formula  given  by  Oauss  and  Weber. 

846.]  The  attraction  between  the  elements  ds  and  d/  of  two 
circuits,  carrying  electric  currents  of  intensity  i  and  V^  is,  by 

Ampere's  formula, 

ii'd^dfi  f^  ^dr  dr\  ,,. 
^-(2coe«  +  3^^);                             (1) 

the  currents  being  estimated  in  electromagnetic  units.  See  Art.  526. 
The  quantities,  whose  meaning  as  they  appear  in  these  expres- 
sions we  have  now  to  interpret,  are 

dr  dr  ,       d'^r 

^'''       dsd^''      ^"'^     did»'' 
and  the  most  obvious  phenomenon  in  which  to  seek  for  an  inter- 
pretation founded  on  a  direct  relation  between  the  currents  is  the 
relative  velocity  of  the  electricity  in  the  two  elements. 

847.]  Let  us  therefore  consider  the  relative  motion  of  two  par- 
ticles, moving  with  constant  velocities  v  and  t?'  along  the  elements 
ds  and  ds'  respectively.  The  square  of  the  relative  velocity  of  these 
particles  is  u^=v'^-2 vt/cos  €  +  v'^;  (3) 

and  if  we  denote  by  r  the  distance  between  the  particles, 

^r  dr        ,dr  ,  . 

x^r>.2       „///r\2      ^     ,dr  dr         ,^rdr\^  ,^. 

ci^r         ^d'^r      ^     ,  d'^r         ,^d^r  .. 
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where  the  symbol  d  indicates  that^  in  the  quantity  differentiated, 
the  coordinates  of  the  particles  are  to  be  expressed  in  terms  of  the 
time. 

It  appears,  therefore,  that  the  terms  involving  the  product  vv'  in 
the  equations  (3),  (5),  and  (6)  contain  the  quantities  occurring  in 
(1)  and  (2)  which  we  have  to  interpret.     We  therefore  endeavour  to 


and  —5  •     But  in  order  to 


express  (1)  and  (2)  in  terms  of  v^y 

do  so  we  must  get  rid  of  the  first  and  third  terms  of  each  of  these 
expressions,  for  they  involve  quantities  which  do  not  appear  in  the 
formula  of  Ampere.  Hence  we  cannot  explain  the  electric  current 
as  a  transfer  of  electricity  in  one  direction  only,  but  we  must  com- 
bine two  opposite  streams  in  each  current^  so  that  the  combined 
effect  of  the  terms  involving  t^  and  v"^  may  be  zero. 

848.]  Let  us  therefore  suppose  that  in  the  first  element,  ds^  we 
have  one  electric  particle,  e^  moving  with  velocity  r,  and  another,  ^j, 
moving  with  velocity  t?i,  and  in  the  same  way  two  particles,  (f  and 
^1,  in  ds\  moving  with  velocities  v'  and  v\  respectively. 

The  term  involving  v^  for  the  combined  action  of  these  particles 

is  2 (f;2(?(?')  =  (t72(?  +   v^e^{^    -f    <^i).  (7) 

Similarly         2  (t?'2tf(/)  =  (©' V  +  t?'i  Vi)  (i?    +      O;  (8) 

and  2  {vt/e^)  =  {ve    -f    Vi^i)  (t?V  +  t^^j/j).  (9) 

In  order  that  2  {v^e^)  may  be  zero,  we  must  have  either 

/4-(/i  =  0,     or     v^e-^-v^^ey^  =  0.  (10) 

According  to  Fechner's  hypothesis,  the  electric  current  consists 
of  a  current  of  positive  electricity  in  the  positive  direction,  com- 
bined with  a  current  of  negative  electricity  in  the  negative  direc- 
tion, the  two  currents  being  exactly  equal  in  numerical  magnitude, 
both  as  respects  the  quantity  of  electricity  in  motion  and  the  velo- 
city with  which  it  is  moving.  Hence  both  the  conditions  of  (10) 
are  satisfied  by  Fechner's  hypothesis. 

But  it  is  sufficient  for  our  purpose  to  assume,  either — 

That  the  quantity  of  positive  electricity  in  each  element  is  nu- 
merically equal  to  the  quantity  of  negative  electricity ;  or — 

That  the  quantities  of  the  two  kinds  of  electricity  are  inversely 
as  the  squares  of  their  velocities. 

Now  we  know  that  by  charging  the  second  conducting  wire  as  a 
whole,  we  can  make  ^  +  ^i  either  positive  or  negative.  Such  a 
charged  wire,  even  without  a  current,  according  to  this  formula, 
would  act  on  the  first  wire  carrying  a  current  in  which  v^e  -f  r^€^ 
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has  a  value  differing  from  zero.     Such  an  action  has  never  been 
observed. 

Therefore,  since  the  quantity  Z  +  ^i  may  be  shewn  experimentally 
not  to  be  always  zero,  and  since  the  quantity  v^e  -f  t^^i^i  is  not 
capable  of  being  experimentally  tested,  it  is  better  for  these  specu- 
lations to  assume  that  it  is  the  latter  quantity  which  invariably 
vanishes. 

849.]  Whatever  hypothesis  we  adopt,  there  can  be  no  doubt  that 
the  total  transfer  of  electricity,  reckoned  algebraically^  along  the 
first  circuit,  is  represented  by 

ve-^-v^e^  =  cids; 
where  c  is  the  number  of  units  of  statical  electricity  which  are 
transmitted  by  the  unit  electric  current  in  the  unit  of  time,  so  that 
we  may  write  equation  (9) 

2  (v^e^)  =  cHi'ds  (h\  (11) 

Hence  the  sums  of  the  four  values  of  (3),  (5),  and  (6)  become 

2  (eeTu^)  =  —  2  cHi'ds  rfo'  cos  € ;  (12) 

'^{e<fr^^)  =  2cHVdsd.'r^,  (14) 

and  we  may  write  the  two  expressions  (1)  and  (2)  for  the  attraction 
between  d^  and  ds' 

and    .  _-2[^-^(r-,_i(-))J.  (16) 

850.]  The  ordinary  expression,  in  the  theory  of  statical  electri- 

€6 

city,  for  the  repulsion  of  two  electrical  particles  e  and  /is  ^-  ,  and 

^"^)  =  'i±^^.  "      (17) 

which  gives  the  electrostatic  repulsion  between  the  two  elements  if 
thoy  are  charged  as  wholes. 

Hence,  if  we  assume  for  the  repulsion  of  the  two  particles  either 
of  the  modified  expressions 

?['n=(--*(s))]'         (-) 

we  may  deduce  from  them  both  the  ordinary  electrostatic  forces,  and 
the  forces  acting  between  currents  as  determined  by  Ampere. 


ee 
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851.]  The  first  of  these  expressions,  (18),  was  discovered  by 
Gauss*  in  July  1835,  and  interpreted  by  him  as  a  fundamental  law 
of  electrical  action,  that '  Two  elements  of  electricity  in  a  state  of 
relative  motion  attract  or  repel  one  another^  but  not  in  the  same 
way  as  if  they  are  in  a  state  of  relative  rest.'  This  discovery  was 
not,  so  far  as  I  know^  published  in  the  lifetime  of  Gauss,  so  that  the 
second  expression,  which  was  discovered  independently  by  W.Weber, 
and  published  in  the  first  part  of  his  celebrated  EUktrodynamUche 
Maasbeslimmunffenf,  was  the  first  result  of  the  kind  made  known 
to  the  scientific  world. 

852.]  The  two  expressions  lead  to  precisely  the  same  result  when 
they  are  applied  to  the  determination  of  the  mechanical  force  be- 
tween two  electric  currents,  and  this  result  is  identical  with  that 
of  Ampere.  But  when  they  are  considered  as  expressions  of  the 
physical  law  of  the  action  between  two  electrical  particles,  we  are 
led  to  enquire  whether  they  are  consistent  with  other  known  facts 
of  nature. 

Both  of  these  expressions  involve  the  relative  velocity  of  the 
particles.  Now,  in  establishing  by  mathematical  reasoning  the 
well-known  principle  of  the  conservation  of  energy,  it  is  generally 
assumed  that  the  force  acting  between  two  particles  is  a  function  of 
the  distance  only,  and  it  is  commonly  stated  that  if  it  is  a  function 
of  anything  else,  such  as  the  time,  or  the  velocity  of  the  particles, 
the  proof  would  not  hold. 

Hence  a  law  of  electrical  action,  involving  the  velocity  of  the 
particles,  has  sometimes  been  supposed  to  be  inconsistent  with  the 
principle  of  the  conservation  of  energy. 

853.]  The  formula  of  Gauss  is  inconsistent  with  this  principle, 
and  must  therefore  be  abandoned,  as  it  leads  to  the  conclusion  that 
energy  might  be  indefinitely  generated  in  a  finite  system  by  physical 
means.  This  objection  does  not  apply  to  the  formula  of  Weber,  for 
he  has  shewn]:  that  if  we  assume  as  the  potential  energy  of  a  system 
consisting  of  two  electric  particles, 

*=t[':^.(s)']'  w 

the  repulsion  between  them,  which  is  found  by  differentiating  this 
quantity  with  respect  to  r,  and  changing  the  sign,  is  that  given  by 
the  formula  (19). 

•   Werke  (Gottingen  edition,  1867),  vol.  v.  p.  616. 
t  Ahh.  Leibnizent  Oea.,  Leipsig  (1846). 
X  Pogg.  Ann.,  Ixxiii.  p.  229  (1848). 
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Hence  the  work  done  on  a  moTingp  particle  by  the  repnlsiQii  of  a 
fixed  particle  is  V^o~~'V^i)  where  yff^  and  ^^  are  the  values  of  ^  at  the 
b^finniiig  and  at  the  end  of  its  path.  Now  ^  depends  only  on  the 
distance,  r,  and  on  the  velocity  resolved  in  the  direction  of  r.  If, 
therefore,  the  particle  describes  any  closed  path,  so  that  its  position, 
velocity,  and  direction  of  motion  are  the  same  at  the  end  as  at  the 
beginnings,  ^1  will  be  equal  to  ^q,  and  no  work  will  be  done  on  the 
whole  daring  the  cycle  of  operations. 

Hence  an  indefinite  amount  of  work  cannot  be  generated  by  a 
particle  moving  in  a  periodic  manner  under  the  action  of  the  force 
assumed  by  Weber. 

854.]  But  Helmholtz,  in  his  very  powerful  memoir  on  the  'Equa- 
tions of  Motion  of  Electricity  in  Conductors  at  Best  ^*^  while  he 
shews  that  Weber's  formula  is  not  inconsistent  with  the  principle 
of  the  conservation  of  energy,  as  regards  only  the  work  done  during 
a  complete  cyclical  operation,  points  out  that  it  leads  to  the  conclu- 
sion, that  two  electrified  particles,  which  move  according  to  Weber's 
law,  may  have  at  first  finite  velocities,  and  yet,  while  still  at  a  finite 
distance  from  each  other,  they  may  acquire  an  infinite  kinetic  energy, 
and  may  perform  an  infinite  amount  of  work. 

To  this  Weber  t  replies,  that  the  initial  relative  velocity  of  the 
particles  in  Helmholtz's  example,  though  finite,  is  greater  than  the 
velocity  of  light ;  and  that  the  distance  at  which  the  kinetic  energy 
becomes  infinite,  though  finite,  is  smaller  than  any  magnitude  which 
we  can  perceive,  so  that  it  may  be  physically  impossible  to  bring  two 
molecules  so  near  together.  The  example,  therefore,  cannot  be  tested 
by  any  experimental  method. 

Helmholtz  J  has  therefore  stated  a  case  in  which  the  distances  are 
not  too  small,  nor  the  velocities  too  great,  for  experimental  verifica- 
tion. A  fixed  non-conducting  spherical  surface,  of  radius  a,  is  uni- 
formly charged  with  electricity  to  the  surface-density  cr.  A  particle, 
of  mass  7n  and  carrying  a  charge  e  of  electricity,  moves  within  the 
sphere  with  velocity  v.  The  electrodynamic  potential  calculated 
from  the  formula  (20)  is 

477^(7^(1-— 2),  (21) 

and  is  independent  of  the  position  of  the  particle  within  the  sphere. 
Adding  to  this  F,  the  remainder  of  the  potential  energy  arising 

•  Crcllc'8  Journal,  7'2  {-[870). 

t  Klcktr.  Maojfh.  inlmondere  iiher  das  Princip  dcr  Erhaltung  der  Enerr/ie. 

X  Ikilin  Momit^hericlit,  April  1872;  PhU.  Mufj ,  Dec.  1872,  Sttpp. 


856.]  POTENTIAL   OP   TWO   CLOSED   CURRENTS.  431 

from  the  action  of  other  forces,  and  i  mv^,  the  kinetic  energy  of  the 
particle,  we  find  as  the  equation  of  energy 

J(«*— ^ — ^"^v^-k-^iraae-^-  F=  const.  (22) 

Since  the  second  t«rm  of  the  coefficient  of  v^  may  he  increased  in- 
definitely by  increasing  a,  the  radios  of  the  sphere,  while  the  surface- 
density  <r  remains  constant,  the  coefficient  otv^  may  be  made  negative. 
Acceleration  of  the  motion  of  the  particle  would  then  correspond  to 
diminution  of  its  vis  viva,  and  a  body  moving  in  a  closed  path  and 
acted  on  by  a  force  like  friction,  always  opposite  in  direction  to  its 
motion^  would  continually  increase  in  velocity,  and  that  without 
limit.  This  impossible  result  is  a  necessary  consequence  of  assuming 
any  formula  for  the  potential  which  introduces  negative  terms  into 
the  coefficient  of  v^. 

855.]  But  we  have  now  to  consider  the  application  of  Weber's 
theory  to  phenomena  which  can  be  realized.  We  have  seen  how  it 
gives  Ampere's  expression  for  the  force  of  attraction  between  two 
elements  of  electric  currents.  The  potential  of  one  of  these  ele- 
ments on  the  other  is  found  by  taking  the  sumr  of  the  values  of  the 
potential  xj/  for  the  four  combinations  of  the  positive  and  negative 
currents  in  the  two  elements.    The  result  is^  by  equation  (20),  taking 

dr 
the  sum  of  the  four  values  of  -=7 

at 

-ii'dads'-^^.  (23) 

r  da  as 

and  the  potential  of  one  closed  current  on  another  is 

^dsdif  =  ii'M,  (24) 

C  r  cos  € 

where  M  =  1 1 dsd/,  as  in  Arts.  423,  524. 

In  the  case  of  closed  currents,  this  expression  agrees  with  that 
which  we  have  already  (Art.  524)  obtained*. 

Weber  s  Theory  of  the  Induction  of  Electric  Currents, 

856.]  Aflber  deducing  from  Ampere's  formula  for  the  action 
between  the  elements  of  currents,  his  own  formula  for  the  action 
between  moving  electric  particles,  Weber  proceeded  to  apply  his 
formula  to  the  explanation  of  the  production  of  electric  currents  by 

*  In  the  whole  of  this  investigation  Weber  adopts  the  electrodynamic  system  of 
units.  In  this  treatise  we  always  use  the  electromagnetic  system.  The  electro-mag- 
netic unit  of  current  is  to  the  electrodynamic  unit  in  the  ratio  of  V' 2  to  1.    Art.  526. 


-^li\%. 
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magneto-electric  induction.  In  this  he  was  eminently  sucoessful, 
and  we  shall  indicate  the  method  by  which  the  laws  of  induoed 
currents  may  be  deduced  from  Weber's  formula.  But  we  must 
observe^  that  the  circumstance  that  a  law  deduced  from  the  pheno- 
mena discovered  by  Ampere  is  able  also  to  account  for  the  pheno- 
mena afterwards  discovered  by  Faraday  does  not  give  so  much 
additional  weight  to  the  evidence  for  the  physical  truth  of  the  law 
as  we  might  at  first  suppose. 

For  it  has  been  shewn  by  Helmholtz  and  Thomson  (see  Art.  543), 
that  if  the  phenomena  of  Ampere  are  true,  and  if  the  principle  of 
the  conservation  of  energy  is  admitted^  then  the  phenomena  of  in* 
duction  discovered  by  Faraday  follow  of  necessity.  Now  Weber's 
law^  with  the  various  assumptions  about  the  nature  of  electric 
currents  which  it  involves,  leads  by  mathematical  transformations 
to  the  formula  of  Ampere.  Weber's  law  is  also  consistent  with  the 
principle  of  the  conservation  of  energy  in  so  &r  that  a  potential 
exists,  and  this  is  all  that  is  required  for  the  application  of  the 
principle  by  Helmholtz  and  Thomson.  Hence  we  may  assert,  even 
before  making  any  calculations  on  the  subject,  that  Weber^s  law 
will  explain  the  induction  of  electric  currents.  The  fact,  therefore, 
that  it  is  found  by  calculation  to  explain  the  induction  of  currents, 
leaves  the  evidence  for  the  physical  truth  of  the  law  exactly  where 
it  was. 

On  the  other  hand,  the  formula  of  Gauss,  though  it  explains  the 
phenomena  of  the  attraction  of  currents,  is  inconsistent  with  the 
principle  of  the  conservation  of  energy,  and  therefore  we  cannot 
assert  that  it  will  explain  all  the  phenomena  of  induction.  In  fact, 
it  fails  to  do  so,  as  we  shall  see  in  Art.  859. 

857.]  We  must  now  consider  the  electromotive  force  tending  to 
produce  a  current  in  the  element  (Uf^  due  to  the  current  in  <fo,  when 
da  is  in  motion,  and  when  the  current  in  it  is  variable. 

According  to  Weber,  the  action  on  the  material  of  the  conductor 
of  which  ds  is  an  element,  is  the  sum  of  all  the  actions  on  the 
electricity  which  it  carries.  The  electromotive  force,  on  the  other 
hand,  on  the  electricity  in  c?/,  is  the  difference  of  the  electric  forces 
acting  on  the  positive  and  the  negative  electricity  within  it.  Since 
all  these  forces  act  in  the  line  joining  the  elements,  the  electro- 
motive force  on  rf/  is  also  in  this  line,  and  in  order  to  obtain  the 
electromotive  force  in  the  direction  of  ds'  we  must  resolve  the  force 
in  that  direction.  To  apply  Weber's  formula,  we  must  calculate 
the  various  terms  which  occur  in  it,  on  the  supposition  that  the 
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element  ^  is  in  motion  relatively  to  dtf^  and  that  the  currents  in 
hoth  elements  vary  with  the  time.  The  expressions  thus  found 
will  contain  terms  involving  «^,  w\  t/^,  t?,  tf^  and  terms  not  involv- 
ing V  or  r^,  all  of  which  are  multiplied  hy  ee^.  Examining,  as  we 
did  before,  the  four  values  of  each  term^  and  considering  first  the 
mechanical  force  which  arises  from  the  sum  of  the  four  values,  we 
find  that  the  only  term  which  we  must  take  into  account  is  that 
involving  the  product  vxfetf. 

If  we  then  consider  the  force  tending  to  produce  a  current  in  the 
second  element,  arising  from  the  difference  of  the  action  of  the  first 
element  on  the  positive  and  the  negative  electricity  of  the  second 
element,  we  find  that  the  only  term  which  we  have  to  examine  is 
that  which  involves  'foe^.    We  may  write  the  four  terms  included  in 

2  (r^^),  thus 

/  [ve  -h  Vj  ^1)    and    ^^  (rtf  +  v^  e^. 

Since  ^+^1  =  0,  the  mechanical  force  arising  from  these  terms  is 
zero,  but  the  electromotive  force  acting  on  the  positive  electricity  e^ 
is  {ye  +  v^  e^^  and  that  acting  on  the  negative  electricity  (f^  is  equal 
and  opposite  to  this. 

858.]  Let  us  now  suppose  that  the  first  element  da  is  moving 

relatively  to  dff  with  velocity  F  in  a  certain  direction,  and  let  us 

A  A 

denote  by  Vds  and  VdB\  the  angle  between  the  direction  of  V  and 

that  of  dn  and  of  dff  respectively,  then  the  square  of  the  relative 

velocity,  «,  of  two  electric  particles  is 

1^2  =  t;2+r'2  4.^2_2tn7'cos€4-2ri?co8/^«— 2r^oosJW.    (25) 

The  term  in  wf  is  the  same  as  in  equation  (3).     That  in  v^  on  which 

the  electromotive  force  depends,  is 

A 
2  Vv  cos  Fife. 

We  have  also  for  the  value  of  the  time- variation  of  r  in  this  case 

^r        d/r       ,dr      dr  ,^^. 

where   r-^  refers  to  the  motion  of  the  electric  particles,  and  -^  to 

that  of  the  material  conductor.  If  we  form  the  square  of  this  quan- 
tity, the  term  involving  tw',  on  which  the  mechanical  force  depends, 
is  the  same  as  before,  in  equation  (5)^  and  that  involving  9,  on  which 
the  electromotive  force  depends,  is 

^   dr  dr 

VOL.  II.  F  f 
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Differentiating  (26)  with  respect  to  I,  we  find 

h^r        ^d^r     ^    ,  d^r        ,^d^r       dv  dr      dff  dr       ,^  , 
_^^_^2vt/__^rf^^^^^^-^^      (27) 

dv  dr      ,d^  dr       d^r 
'^^didi'^dsd/'^dfi' 

We  find  that  the  term  involving  w^  is  the  same  as  before  in  (6). 

The  term  whose  siffn  alters  with  that  of  v  is  -^  ^i-  • 

^  dt  ds 

859.]  If  we  now  calculate  by  the  formula  of  Gauss  (equation  (18)), 

the  resultant  electrical  force  in  the  direction  of  the  second  element 

d/,  arising  from  the  action  of  the  first  element  da^  we  obtain 

1  A  A         A  A 

-y  <fo<fo'tr(2cosrrf^— 3cosrrcosrflff)oosrd/.  (28) 

As  in  this  expression  there  is  no  term  involving  the  rate  of  va- 
riation of  the  current  i,  and  since  we  know  that  the  variation  of 
the  primary  current  produces  an  inductive  action  on  the  seoondaiy 
circuity  we  cannot  accept  the  formula  of  Gauss  as  a  true  expression 
of  the  action  between  electric  particles. 

860.]   If,  however,  we  employ  the  formula  of  Weber,  (19),  we 

^  J  j^r  ^^^^     ,drdr^dr  .. 

dr  dr   d   /i\  ^   ^  , 

d»d^'Tt  (7)  ^"'^  ■  (^«) 

If  we  integrate  this  expression  with  respect  to  s  and  /,  we  obtain 
for  the  electromotive  force  on  the  second  circuit 

d  .  rr\  dr  dr  .  ^,  ^     ^ 

Now,  when  the  first  circuit  is  closed, 

-,  dt  =  0. 


o^t"°  '  drdi     .drdr.dr 


I 


dsd^t 


f\  dr  dr  [A  dr  dr        d^r  y.  .  /"cose  , 

"''"^^    Jrdyd7'^=J(-rd-,d.'  +  d^d-/)^'  =  -J~'^^-(^^) 

C  C  cos  € 
But  j  I d^ds'=  M,  by  Arts.  423,  524.  (33) 

Hence  we  may  write  the  electromotive  force  on  the  second  circuit 

-  1;  {iM),  (34) 

which  agrees  with  what  we  have  already  established  by  experiment  • 
Art.  539. 
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On  Weber^s  Formula^  considered  as  resulting  from  an  Action  transmitted 
from  one  Electric  ^article  to  the  other  with  a  Constant  Velocity, 

861.]  In  a  very  interestdng  letter  of  Gauss  to  W.  Weber*  he 
refers  to  the  electrodynamic  speculations  with  which  he  had  been 
occupied  loug  before^  and  which  he  would  have  published  if  he  could 
then  have  established  that  which  he  considered  the  real  keystone 
of  electrodynamics,  namely,  the  deduction  of  the  force  acting  be- 
tween electric  particles  in  motion  from  the  consideration  of  an  action 
between  them,  not  instantaneous,  but  propagated  in  time,  in  a 
similar  manner  to  that  of  light.  He  had  not  succeeded  in  making 
this  deduction  when  he  gave  up  his  electrodynamic  researches,  and 
he  had  a  subjective  conviction  that  it  would  be  necessaiy  in  the 
first  place  to  form  a  consistent  representation  of  the  manner  in 
which  the  propagation  takes  place. 

Three  eminent  mathematicians  have  endeavoured  to  supply  this 
keystone  of  electrodynamics. 

862.]  In  a  memoir  presented  to  the  Royal  Society  of  Oottingen 
in  1858,  but  afterwards  withdrawn,  and  only  published  in  Poggen- 
dorfi^'s  Annalen  in  1867,  after  the  death  of  the  author,  Bernhard 
Biemann  deduces  the  phenomena  of  the  induction  of  electric  cur^ 
rents  from  a  modified  form  of  Poisson's  equation 

rf^T      ^      ^  _   1  dW 

dx^  "*■  df  "^  dz^  ■*■    ^^  "  a2  dt^  ' 

where  V\&  the  electrostatic  potential,  and  a  a  velocity. 

This  equation  is  of  the  same  form  as  those  which  express  the 
propagation  of  waves  and  other  disturbances  in  elastic  media.  The 
author,  however,  seems  to  avoid  making  explicit  mention  of  any 
medium  through  which  the  propagation  takes  place. 

The  mathematical  investigation  given  by  Biemann  has  been  ex- 
amined by  Clausius  f,  who  does  not  admit  the  soimdness  of  the 
mathematical  processes,  and  shews  that  the  hypothesis  that  potential 
is  propagated  like  light  does  not  lead  either  to  the  formula  of  Weber, 
or  to  the  known  laws  of  electrodynamics. 

863.]  Clausius  has  also  examined  a  far  more  elaborate  investiga- 
tion by  C.  Neumann  on  the '  Principles  of  Electrodynamics'!.  Neu* 
mann,  however,  has  pointed  out§  that  his  theory  of  the  transmission 
of  potential  from  one  electric  particle  to  another  is  quite  difPerent 
from  that  proposed  by  Gauss,  adopted  by  Biemann,  and  criticized. 

•  March  19,  1845,  Werkt,  bd.  ▼.  629.  %  Tttbingen,  1868. 

t  Pogg.,  bd.  cxzxv.  612.  %  MaihemaiiteKe  Annakn,  i.  817. 
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by  Clausius,  in  which  the  propagation  is  like  that  of  light.  There 
is,  on  the  contrary,  the  greatest  possible  difference  between  the 
transmission  of  potential,  according  to  Neumann^  and  the  propaga- 
tion of  light. 

A  luminous  body  sends  forth  light  in  all  direetiona,  the  intensity 
of  which  depends  on  the  luminous  body  alone,  and  not  on  the 
presence  of  the  body  which  is  enlightened  by  it. 

An  electric  particle,  on  the  other  hand,  sends  forth  a  potential, 

the  value  of  which,    - ,  depends  not  only  on  tf,  the  emitting  particle, 

but  on  ^y  the  receiving  particle,  and  on  the  distance  r  between  the 
particles  at  the  inni-ant  of  emission. 

In  the  case  of  light  the  intensity  diminishes  as  the  light  is  pro- 
pagated further  from  the  luminous  body ;  the  emitted  potential 
flows  to  the  body  on  whi(^  it  acts  without  the  slightest  alteration 
of  its  original  value. 

The  light  received  by  the  illuminated  body  is  in  general  only  a 
fraction  of  that  which  falls  on  it ;  the  potential  as  received  by  the 
attracted  body  is  identical  with,  or  equal  to,  the  potential  which 
arrives  at  it. 

Besides  this,  the  velocity  of  transmission  of  the  potential  is  not, 
like  that  of  light,  constant  relative  to  the  aether  or  to  space,  but 
rather  like  that  of  a  projectile,  constant  relative  to  the  velocity  of 
the  emitting  particle  at  the  instant  of  emission. 

It  appears,  therefore,  that  in  order  to  understand  the  theory  of 
Neumann,  we  must  form  a  very  different  representation  of  the  pro- 
cess of  the  transmission  of  potential  from  that  to  which  we  have 
been  accustomed  in  considering  the  propagation  of  light.  Whether 
it  can  ever  be  accepted  as  the  *  construirbar  Vorstellung'  of  the 
process  of  transmission,  which  appeared  necessary  to  G^auss,  I  cannot 
say,  but  I  have  not  myself  been  able  to  construct  a  consistent 
mental  representation  of  Neumann's  theory. 

864.]  Professor  Betti"*^,  of  Pisa,  has  treated  the  subject  in  a 
different  way.  He  supposes  the  closed  circuits  in  which  the  electric 
currents  flow  to  consist  of  elements  each  of  which  is  polarized 
periodically,  that  is,  at  equidistant  intervals  of  time.  These  polar- 
ized elements  act  on  one  another  as  if  they  were  little  magnets 
whose  axes  are  in  the  direction  of  the  tangent  to  the  circuits.  The 
periodic  time  of  this  polarization  is  the  same  in  all  electric  cir- 
cuits.    Betti  supposes  the  action  of  one  polarized  element  on  an- 

•  Nuovo  Cimenio,  xxvii  (1868). 
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other  at  a  distance  to  take  place,  not  instantaneously,  but  after  a 
time  proportional  to  the  distance  between  the  elements.  In  this 
way  he  obtains  expressions  for  the  action  of  one  electric  circuit  on 
another,  which  coincide  with  those  which  are  known  to  be  true. 
Clausius^  however,  has,  in  this  case  also,  criticized  some  parts  of 
the  mathematical  calculations  into  which  we  shall  not  here  enter. 

865.]  There  appears  to  be,  in  the  minds  of  these  eminent  men, 
some  prejudice,  or  k  priori  objection,  against  the  hypothesis  of  a 
medium  in  which  the  phenomena  of  radiation  of  light  and  heat, 
and  the  electric  actions  at  a  distance  take  place.  It  is  true  that  at 
one  time  those  who  speculated  as  to  the  causes  of  physical  pheno« 
mena,  were  in  the  habit  of  accounting  for  each  kind  of  action  at  a 
distance  by  means  of  a  special  sethereal  fluid,  whose  function  and 
property  it  was  to  produce  these  actions.  They  filled  all  space 
three  and  four  times  over  with  eethers  of  different  kinds^  the  pro- 
perties of  which  were  invented  merely  to  '  save  appearances,'  so  that 
more  rational  enquirers  were  willing  rather  to  accept  not  only  New- 
ton's definite  law  of  attraction  at  a  distance,  but  even  the  dogma  of 
Cotes*,  that  action  at  a  distance  is  one  of  the  primary  properties  of 
matter,  and  that  no  explanation  can  be  more  intelligible  than  this 
fact.  Hence  the  undulatory  theory  of  light  has  met  with  much 
opposition,  directed  not  against  its  failure  to  explain  the  pheno- 
mena, but  against  its  assumption  of  the  existence  of  a  medium  in 
which  light  is  propagated. 

866.]  We  have  seen  that  the  mathematical  expressions  for  electro- 
dynamic  action  led,  in  the  mind  of  Gauss,  to  the  conviction  that  a 
theory  of  the  propagation  of  electric  action  in  time  would  be  found 
to  be  the  very  key-stone  of  electrodynamics.  Now  we  are  unable 
to  conceive  of  propagation  in  time,  except  either  as  the  flight  of  a 
material  substance  through  space,  or  as  the  propagation  of  a  con- 
dition of  motion  or  stress  in  a  medium  already  existing  in  space. 
In  the  theory  of  Neumann,  the  mathematical  conception  called 
Potential,  which  we  are  unable  to  conceive  as  a  material  substance^ 
is  supposed  to  be  projected  from  one  particle  to  another,  in  a  manner 
which  is  quite  independent  of  a  medium,  and  which,  as  Neumann 
has  himself  pointed  out,  is  extremely  different  from  that  of  the  pro- 
pagation of  light.  In  the  theories  of  Biemann  and  Betti  it  would 
appear  that  the  action  is  supposed  to  be  propagated  in  a  manner 
somewhat  more  similar  to  that  of  light. 

But  in  all  of  these  theories  the  question  naturally  occurs: — If 

*  Preface  to  Newton's  Prindpia^  2nd  edition. 
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BomethiDg  is  transmitted  from  one  particle  to  another  at  a  distance, 
what  is  its  condition  after  it  has  left  the  one  particle  and  before 
it  has  reached  the  other  ?  If  this  something  is  the  potential  energy 
of  the  two  particles,  as  in  Neumann's  theory,  how  are  we  to  con- 
ceive this  energy  as  existing  in  a  point  of  space^  coinciding  neither 
with  the  one  particle  nor  with  the  other  ?  In  fiict,  whenever  energy 
is  transmitted  from  one  body  to  another  in  time,  there  most  be 
a  medium  or  substance  in  which  the  energy  exists  after  it  leaves 
one  body  and  before  it  reaches  the  other,  for  energy,  as  Torrioelli* 
remarked^ '  is  a  quintessence  of  so  subtile  a  nature  that  it  cannot  be 
contained  in  any  vessel  except  the  inmost  substance  of  material 
things.'  Hence  all  these  theories  lead  to  the  conception  of  a  medium 
in  which  the  propagation  takes  place,  and  if  we  admit  this  medium 
as  an  hypothesis^  I  think  it  ought  to  occupy  a  prominent  place  in 
our  investigations,  and  that  we  ought  to  endeavour  to  construct  a 
mental  representation  of  all  the  details  of  its  action,  and  this  has 
been  my  constant  aim  in  this  treatise. 

*  Lttioni  Accademiehe  (FireDze,  1715),  p.  25. 
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*  Sir  Charles  Wheatstone,  in  his  paper  on  *  New  Instruments  and  Processes,'  PhU. 
Transit  1848,  brought  this  arrangement  into  public  notice,  with  due  acknowledgment 
of  the  original  inventor,  Mr.  S.  Hunter  Christie,  who  had  described  it  in  his  paper  on 
'Induced  Curronts,'  Phil.  Trans.,  1833,  under  the  name  of  a  Differential  Arrange^ 
ment.  See  the  remarks  of  Mr.  Latimer  Clark  in  the  Society  of  Telegraph  Engineers^ 
May  8,  1872. 
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Catnlli Veronenaia  Liber :  recognovit,  apparatum  criticom  prolegomena 

appendices  addidit,  Robmson  Ellis.  A.Bf.    1867.  8vo.  claA»  x6t. 

Oatnlli  Veronenaia    Cannina    Seleotay    secundum   recognitionem 

RoUnscm  Ellis,  AM.    Extra  fci^.  8to.  doA,  3s.  6d. 

Demostfaenea :  ex  recensione  Gull.  Dindorfii.    Tomi  IV.    1846.    8vo. 

doA,    Pru$  rwdmemi/hmi  ai.  at.  to  ll  is. 


Homeroa:  Iliaa,  ex  rec.  Guil.  DindorfiL     1856.  8vo.  ciM^  5^.  6d. 
Homeroa:  Odyaaea,  ex  rec.  Guil.  DindorfiL     1855.  8vo.  cUik,  51.  6dL 
Plato :  The  Apology,  with  a  revised  Text  and  English  Notes,  and  a 

Digest  of  Pbtonic  Idioms,  by  James  Riddell,  MA.    1867.  8vo.  ehA.  8s.  6d. 

Plato :  Fhilebna,  with  a  revised  Text  and  English  Notes,  by  Edward 

Poste,  M.A.    i860.  8vo.  doA,  7s.6dL 

Plato:  Sophiates  and  PoUtioua,  with  a  revised  Text  and  Engfish 

Notes,  by  Lewis  Campbell,  M.A.    1866.  8vo.  doA,  18s. 
Plato :  Theaetetus,  with  a  revised  Text  and  English  Notes,  by  Lewis 

Campbell,  M.A.     1861.  Svo.  elotb,  9s. 

Plato:   The  Dialogues,  translated  into  English,  with  Analyses  and 

Introductions,  by  B.  Jowett,  M.A.,  Master    of  Balliol  Collie,  and    Regins 
Professor  of  Grcdc.   4  vols.   1871.   Svo.  elotbt  3/.  6s. 

Xenophon:    Historia  Graeca,  ex  recensione  et  cum  annotationibus 

L.  Dindorfii.     Second  Edition.  185a.  8vo.  ciotb,ios,6d, 

Xenophon:   Expeditio  Cyri,  ex  rec.  et  cum  annotatt  L.  DindorfiL 

Second  Edition.  1855.  8vo.  elotb,  ios.Cyd. 

Xenophon:  Institutio  Cyri,  ex  rec.  et  cum  annotatt.  L. DindorfiL  1857. 

Svo.  clotb,  lot.  6d. 

Xenophon :  Memorabilia  Socratis,  ex  rec.  et  cum  annotatt  L.  Dindorfii. 
1862.  Svo.  clotb,  7s.  6d. 

Xenophon :  Opuscula  Politica  Equestna  et  Venatica  cum  Arriani  Libello 
de  Venatione,  ex  rec.  et  cum  annotatt.  L.  Dindorfii.     1866.  Svo.  doib  los.  6d,   ' 


THE  HOLT  SCBIFTUBES,  &e. 
The  Holy  Bible  in  the  earliest  English  Versions,  made  from  the  Latin 

Vulgate  by  John  Wycliffe  and  his  followers :  edited  by  the  Rev.  J.  Forshall  and 
Sir  F.  Madden.  4  vols.  1850.  royal  4to.  clotb.  Price  reduetd  from  *f.  i^t,  6d, 
to  il.  3*. 
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The  Holy  Bible :  an  exact  reprint,  page  for  page,  of  the  Authorized 

Version  published  in  the  year  1611.     Demy  4to.  half  bound,  i/.  i«. 

Vetus  Testamentum  Graeoe  secundum  exemplar  Vaticanum  Romae 

editum.     Accedit  potior  varietas  Codicis  Alexandrini.    Tomi  III.    1848.   lamo. 
clotbf  14s. 

Novum  Testamentum  Graece.    Accedunt  parallela  S.  Scripturae  loca, 

necnon  vetus  capitulorum  notatio  et  canones  Eusebii.     Edidit  Carolus  Lloyd, 
S.T.P.R.,  necnon  Episcopus  Oxoniensis.     1869.  i8mo.  elotbt  3s. 

The  same  on  writing  paper,  with  large  margin,  small  4to.  clo/hf  los,  6d. 
Novum   Testamentum  Graece   juxta  exemplar  Millianum.      1868. 

1 2  mo.  clotb,  35.  6d. 

The  same  on  writing  paper,  with  large  margin,  small  4to.  clo/k,  6s,  6d, 
Evangelia  Sacra  Graece.  Tke  Text  of  Mill,  1870.  fcap.  8vo.  limp^  \s.  6d, 
The  New  Testament  in  Greek  and  English,  on  opposite  pages, 

arranged  and  edited  by  E.  Cardwell,  D.D.     2  vok.  1837.  crown  8vo.  cloth,  6s. 

Novum  Testamentum  Graece.     Antiquissimorum  Codicum  Textus 

in  .ordine  parallelo  dispositi.     Accedit  coUatio  Codicis  Sinaitid.     Edidit  £.  H. 
Hansell,  S.T.B.     Tomi  III.     1864.   8vo.  half  morocco,  2/.  12s.  6d. 

Diatessaron ;  sive  Historia  Jesu  Christi  ex  ipsis  Evangelistarum  verbis 
aptc  dispositis  confecta.     Ed.  J.  White.     1856.   i2mo.    cloth,  is.  6d. 

Canon  Muratorianus.     The  eariiest  Catalogue  of  the  Books  of  the 

New  Testament.    Edited  with  Notes  and  a  Facsimile  of  the  MS.  in  the  Ambrosian 
Library  at  Milan,  by  S.  P.  Tregelles,  LL.D.     1868.   4to.     cloth,  105.  6d. 

Horae  Hebraicae  et  Talmudicae,  a  J.  Lightfoot.     A  new  Editiotiy  by 

R.  Gandell,  M.A.     4  vols.  1859.  8vo.  cloth.    Prict  reduced  from  2/.  2$.  to  il.is. 


ECCLESIASTICAL    HISTORY,  A». 
Baedae   Historia  Ecclesiastica.      Edited,  with  English  Notes,  by 

G.  H.  Moberly,  M.A.,  Fellow  of  C.C.C.,  Oxford.   1869.  crown  8vo.  cloth,  io«.  6d. 
Bingham's   Antiquities   of  the   Christian  Church,   and  other  Works. 

10  vols.  1855.  8vo.  cloth.     Price  reduced  from  5/.  5s.  to  3/.  3s. 

Burnet's  History  of  the  Beformation  of  the  Church  of  England. 

A  new  Edition.  Carefully  revised,  and  the  Records  collated  with  the  originals, 
by  N.  Pocock,  MA.  With  a  Preface  by  the  Editor.  7  vols.  1865.  8vo.  cloth 
4/.  45. 

Councils  and  Ecclesiastical  Documents  relating  to  Great  Britain 

and  Ireland.  Edited,  after  Spelman  and  Wilkins,  by  A.  W.  Haddan,  B.D.,  and 
William  Stubbs,  M.A.     Vol.  I.     1869.  medium  8vo.  cloth,  i/.  i«. 

Vol.  II.  Part  I.  medium  8vo.  cloth,  io«.  6d.    Just  Published. 
Vol.  III.  medium  8vo.  cloth,  il.  is. 

Becords  of  the  Beformation.    The  Divorce,  1 527-1 533.    Mostly 

now  for  the  first  time  printed  from  MSS.  in  the  British  Museum,  and  other 
Libraries.  Collected  and  arranged  by  N.  Pocock,  M.A.  2  vols.  8vo.  cloth, 
i/.  \6s. 


4  Books  printed  at  the  Clarendon  Press. 

Baaetaiiis'  Boolesimstioal  Huitery,  accordiiig  to  the  text  of  Burton. 

Wvik  an  Introdnctioa  by  Winiam  Bri^t,  DJ>.     187a.  Cnmn  Siol  dock*  8c.  6dL 


Fuller^  Ghureh  HlBtory  of  Britain.    Edited  bf  J.  S.  Brewer,  BLA. 

6  vols.    1845.  8vo.  doA,  i/.  19^ 

HuMey**  Biae  of  the  Fftpftl  Power  traced  in  three  Lectures.     Second 

Ediikm.    1863.  leap.  8to.  doA^  41. 6al. 

lie  Heve**  Fasti  Ecdesiae  Anglicanae.  Comekd  and  cemHmmed  Jrcrn 
1715  A>  1853  by  T.  Dnffiu  Haidj.  3  Tola.  1854.  8vo.  dbil.  Aw  wwAaemdfnm 
iL  17s.  6J.  A»  il.  IS. 

Hoelli  (A.)  Oatoohinniu  sive  prima  institatio  diadpHnaqiie  Pietatis 
Christiaoae  Latine  capUcata.  Edibo  nofa  con  GniL  JaeofaaoB*  A.M.  1844.  8vo. 
€lotb,  5s.  6dL 

The  QntionB  of  St.  Atfaanuiiu  againat  tlie  Ariawa,     With  an 

AooountofhisLife.    By  Wflliam  Bright,  DJ).,  Rqpi  FnkwKV  of  Krcifmitical 
Hiftory,  Ozibid.    Crown  8to.  dod,  9*. 


Fatrom  Apoatolioomm,  S.  Qementis  Romania  S.  Ignatii,  S.  PolTcarpi, 

onae  sopenont  Edidit  GmL  Jacobson.  S.T.P JL  Tomi  IL  F^aHk  Bditiom.  1863. 

Ftideaax'a  Connection  of  Sacred  and  Profime  Histoiy.    a  vols.    1851. 

8yo.  doA,  lot. 

Shuokfard'a  Sacred  and  Profane  Ifistoiy  connected  (in  continnation  of 

Prideanz).    a  toIs.  1848.  8n>.  docfc,  lot. 


ReHqiiiae  Bacrae  secnndi  tertiique  saecnlL    Recensoit  M.  J.  Roath, 

&T.P.    Tomi  V.   1846-1848.  8iro.  doifr.    Prkt  fwdmc$iJrom  at  lit.  to  xl.  51. 

Scriptomzn  Eoolesiaatieoram  Opnaonla.    Recensoit  M.  J.  Routh, 

S.T.P.     Tomi  II.     Third  Editiom.  1858.  8vo.  dotb.    Prict  rtdmctdjrmn  il.  £0  los. 

Stabbs'B  (W.)  Begiatnun  Sacrum  Anglicanum.    An  attempt  to  exhibit 
the  Course  of  Episcopal  Succession  in  England.    1858.    small  4to.  doib,  St.  6d, 


ENGLISH  THEOLOGY. 
Butler's  Works,  with  an  Index  to  the  Analogy,     a  vols.  1849.   Svo. 

doib,  IIS. 

Greswell's  Harmonia  Erangelioa.    Fi^  Edition,  1856.  8vo.  cloih, 

9s.  6d, 
Hall's  (Bp.)  Works.     A  new  Editim^  by  Philip  Wynter,  D.D.    10  vols. 

1863.  8vo.  doib.     Price  reduced  Jrom  5/.  5s.  to  3/.  3s. 

Hetirtley's  Collection  of  Creeds.     1858.  8vo.  cio/A,  6s.  6d 

Homilies  appointed  to  be  read  in  Churches.     Edited  by  J.  GrifBths, 

M.A.     1859.  8vo.  dotb.    Price  reduced  from  ios.6d.  to  7*.  6d. 

Hooker's  Works,  with  his  Life  by  Walton,  arranged  by  John  Keble, 

M.A.     Fifth  Edition.     1865.  3  vols.  8vo.  cloth,  il.iis.  6d. 

Hooker's  Works ;  the  text  as  arranged  by  John  Keble,  M.A.  2  vols. 

1865.  8vo.  doth,  IIS. 

Jackson's  (Dr.  Thomas)  Works.     12  vols.  1844.    8vo.  ch/h,  3/.  6s. 
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Jewel's  Works.     Edited  by  R.  W.  Jelf,  D.D.   8  vols.    1847.  8vo.  cloth. 

Price  reduced  from  il.  lo*.  to  \l.  los. 

Fataick's   Theological  Works.     9  vols.     1859.     ^vo.   cloth.     Price 

reduced  from  3/.  145.  dd,  to  \l.  is. 

Pearson's  Exposition  of  the  Creed.      Revised   and  corrected  by  E. 

Burton,  D.D.     Fifth  Edition.  1864.  8vo.  clotb,  los.  6d. 

Pearson's   Minor  Theological  Works.      Now   first  collected,  with  a 

Memoir  of  the  Author,  Notes,  and  Index,  by  Edward  Churton,  M.A.     2  vols. 
1844.     8vo.  clotb.     Price  reduced  from  14s.  A>  10s. 

Sanderson's  Works.     Edited  by  W.  Jacobson,  D.D.     6  vols.     1854. 

8vo.  clotb.     Price  reduced  from  i/.  195.  to  il.  los. 

South's  Sermons.  5  vols.  1842.  8vo.  c/oth.  Price  reduced  from 
il.  I05.  6</.  to  il.  105. 

Stanhope's  Paraphrase  and  Comment  upon  the  Epistles  and  Gospels. 

A  new  Edition,     a  vols.    1851.    8vo.  clotb.     Price  reduced  from  iSs.  to  lOs. 

Wall's  History  of  Infant  Baptism,  with  Gale's  Reflections,  and  Wall's 

Defence.  A  new  Edition,  by  Henry  Cotton,  D.C.L.    2  vols.    1863.  8vo.  clotb^  i/.  i». 

Waterland's  Works,  with  Life,  by  Bp.  Van  Mildert.     A  new  Edition, 

with  copious  Indexes.     6  vols.     1857.     8vo.  clotb,  2I.  us. 

Waterland's  Review  of  the  Doctrine  of  the  Eucharist,  with  a  Preface  by 

the  present  Bishop  of  London.     1868.  crown  8vo.  clotb,  65.  6d, 

Wheatly's  Illustration  of  the  Book  of  Common  Prayer.    A  new  Edition, 

1846.     8vo.  clotb,  55. 

Wyclif.  Select  English  Works.  By  T.  Arnold,  M.A.  3  vols.  187 1. 
8vo.  clotb,  a/.  2s. 

ENGLISH  HISTORY. 
Two  of  the  Saxon  Chronicles  parallel,  with  Supplementary  Extracts 

from  the  Others.    Edited,  with  Introduction,  Notes,  and  a  Glossarial  Index,  by 
J.  Earle,  M.A.     1865.   8vo.  clotb,  16s. 

Burnet's  History  of  His  Own  Time,  with  the  suppressed  Passages  and 

Notes.    6  vok.   1833.  8vo.  clotb,  a/.  los. 

Carte's  Life  of  James  Duke  of  Ormond.  A  new  Edition,  carefully  com- 
pared with  the  original  MSS.  6  vols.  1851.  8yo.  clotb.  Price  reduced  from 
2/.  6s.  to  il.  5s. 

Clarendon's  (Edw.  Earl  of)  History  of  the  Rebellion  and  Civil  Wars 

in  England.    To  which  are  subjoined  the  Notes  of  Bishop  Warburton.  7  vols. 
1849.  medium  8vo.  clotb,  2I.  Jos. 

Clarendon's  (Edw.  Earl  of)  History  of  the  Rebellion  and  Civil  Wars  in 

England.     7  vols.  1839.  i8mo.  clotb,  1/.  is. 

Freeman's  (B.  A.)  History  of  the  Norman  Conquest  of  England :  its 

Causes  and  Results.     Vols.  I.  and  II.    A  new  Edition,  with  Index.   8vo.  cloth, 
]/.  165. 

Vol.  ni.  The  Reign  of  Harold  and  the  Interregnum.    1869.  8vo.  cloth,  il.  is. 
Vol.  IV.  The  Reign  of  William.  8vo.  clotb,  il.  is. 


6  Books  printed  at  the  Clarendon  Press. 

May's  History  of  the  Long  Parliament.     1854.    8vo.  cloih^  6s.  6d. 
Bogers'B  History  of  Agriculture  and  Prices  in  England,  a.d.  1259-1400. 

a  vols.  1866.  Sto.  doib,  a/,  as. 

Whitelook'B  Memoriab  of  English  Affairs  from  1625  to  1660.     4  vols. 

1853.  8n>.  ekA,  i/.  lot. 


PHILOSOFHIOAL  WOBE8,  AlTD    QTmriBRAT. 

IiITSBATTJBB. 

A  Conne  of  Leotures  on  Art,  delivered  before  the  University  of 

Oxford  in  HiUry  Term,  1870.  By  John  Ruskin,  MA.,  Slmde  Professor  of  Fine 
Art.    Demy  8to.  eloA,  6». 

A  Critioal  Aooonnt  of  tha  Drawings  by  Miohel  Atigelo  and 

•RftfflMillo  in  the  University  Galleries,  Oxford.  By  J.  C  Robinson,  F.S.A. 
Crown  8vo.  doib,  4*. 

Bacon's  Novum  Organum,  edited,  with  English  notes,  by  G.W.  Kitchin, 
MA.  1855.  8vo.  clodf,  9s.  6d, 

Bacon's  Novum  Organum,  translated  by  G.  W.  Kitchin,  M.A.  1855. 

8vo.  cioA,  gt.  6d. 

The  Works  of  Gtoorge  Berkeley,  D.D.,  formerly  Bishop  of  Qoyne; 

including  many  of  his  writing  hitherto  ummblished.  With  Pxefroes,  Annota- 
tions, and  an  Acconnt  of  his  Life  and  Philosophy,  by  Aloouider  Campbell 
Fraser,  MA.    4  vols.  187 1.  8vo.  dotb,  il.  i8s. 

Also  separately.    The  Works.     3  vols,  cloiht  iL  7s, 

The  Life  and  Letters,  &c.     i  vol.  clodf,  i6s. 

Smith's  Wealth  of  Nations.     A  new  Edition,  with  Notes,  by  J.  E. 

Thorold  Rogers,  MA.     2  vols.  Svo.  clotb,  i/.  i«. 

The  Student's  Handbook  to  the  University  and  Ck>llege8   of 

Oxford.    Second  Edition.     Extra  fcap.  Svo.  cloth,  2s.  6d. 


MATHEMATICS,   PHYSICAL  SCIENCE,   &o. 
Treatise  on  Infinitesimal  Calculus.    By  Bartholomew  Price,  M.A., 

F.R.S.,  Professor  of  Natural  Philosophy,  Oxford. 

Vol.  I.  Differential  Calculus.     Second  Edition.  1858.  Svo.  clotb,  14s.  6d. 

Vol.  II.  Integral  Calculus,  Calculus  of  Variations,  and  Differential  Equations. 
Second  Edition.  1865.  Svo.  clotb,  iSs. 

Vol.  III.  Statics,  including  Attractions ;    D>7ianiics   of  a   Material  Particle. 
Second  Edition.  1868.  8vo.  clotb,  1 6s. 

Vol.  IV.  Dynamics  of  Material  Systems ;   together  with  a  Chapter  on  Theo- 
retical Dynamics,  by  W.  F.  Donkin,  M.A.,  F.R.S.  1862.  Svo.  cloA,  i6s. 

Vesuvius.    By  John   Phillips,  M.A.,  F.R.S.,  Professor  of  Geology, 

Oxford.  1869.  crown  Svo.  cloib,  los.  6d. 

Bigaud's  Correspondence  of  Scientific  Men  of  the  17th  Century, 

with  Index  by  A.  de  Morgan.     2  vols.    1841-62.  Svo.  clotb,  iSs.  6d. 


€hxtvitian  Hress  ^txits. 


The  Delegates  of  the  Clarendon  Press  having  under- 
taken the  publication  of  a  series  of  works,  chiefly  edu- 
cational, and  entitled  the  ^hxtntion  "^ttSB  ^jeries,  have 
published,  or  have  in  preparation,  the  following. 

Those  to  which  prices  are  attached  are  already  published ;  the  others  are 

in  preparation. 

I.    GBEEK  AND  LATIN  CLASSICS,  A». 
A  Greek  Primer  in  English,  for  the  use  of  beginners.     By  the  Right 

Rev.  Charles  Wordsworth,  D.C.L.,  Bishop  of  St.  Andrews.  Stcond  Edition, 
Ext.  fcap.  8vo.  clotby  is.  6d. 

Greek  Verbs,  Irregnilar  and  Defective ;  their  forms,  meaning,  and 

quantity ;  embracing  all  the  Tenses  used  by  Greek  writers,  with  reference  to  the 
passages  in  which  they  are  found.  By  W.  Veitch.  New  Edition.  Crown  8vo. 
clotb,  lot.  6d. 

The  Elements  of  Greek  Acoentuation  (for  Schools) :  abridged  from 

his  larger  work  by  H.  W.  Chandler,  M.A.,  Waynflete  Professor  of  Moral  and 
Metaphysical  Philosophy,  Oxford.     £xt.  fcap.  8vo.  clotb,  2s.  6d, 

The  Orations  of  Demosthenes  and  Aeschines  on  the   Crown. 

With  Introductory  Elssays  and  Notes.  By  G.  A.  Simcox,  M.A.,  and  W.  H.  Simcox, 
M.A.,  Fellows  of  Queen's  College,  Oxford.    8vo.  clotby  j2s. 

Aristotle's  Politics.     By  W.  L.  Newman,  M.A.,  Fellow  and  Lecturer 

of  Balliol  College,  and  Reader  in  Ancient  History,  Oxford. 

The  Golden  Treasury  of  Ancient  Greek  Poetry ;  being  a  Collection  of 

the  finest  passages  in  the  Greek  Classic  Poets,  with  Introductory  Notices  and 
Notes.  By  R.  S.  Wright,  M.A.,  Fellow  of  Oriel  College,  Oxford.  Extra  fcap.  8vo. 
clotby  8s.  6d. 

A  Golden  Treasury  of  Greek  Prose,  being  a  Collection  of  the  finest 

passages  in  the  principal  Greek  Prose  Writers,  with  Introductory  Notices  and 
Notes.  By  R.  S.  Wright,  M. A..  Fellow  of  Oriel  College,  dxfoni ;  and  J.  E.  L. 
Shadwell,  M.A.,  Senior  Student  of  Christ  Church.     Extra  fcap.  8vo.  clotb,  4s.  6d, 

Homer.    Iliad.     By  D.  B.  Monro,  M.A.,  Fellow  and  Tutor  of  Oriel 

College,  Oxford. 

Alto  a  tmall  Edition  for  Schools. 

Homer.     Odyssey,  Books  I-XII  (for  Schools).     By  W.  W.  Merry, 

M.A.,  Fellow  and  Lecturer  of  Lincoln  College,  Oxford.  Third  Edition.  Extra 
fcap.  8vo.  clotby  4s.  6d, 
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Homer.     Odyssey,  Books  I-XII.     By  W.W.  Merry,  M.A.,  Fellow  and 

Lecturer  of  Lincoln  College,  Oxford ;   and  the  late  James  Riddell,  M.A.,  Fellow 
of  Balliol  College,  Oxford. 

Homer.  Odyssey,  Books  XIII-XXIV.  By  Robinson  Ellis,  M.A.,  Fellow 

of  Trinity  College,  Oxford. 

Plato.   Selections  (for  Schools).   With  Notes,  by  B.  Jowett,  M.A.,  Regius 

Professor  of  Greek ;  and  J.  Purves,  M.A.,  Fellow  and  Lecturer  of  Balliol  College, 
Oxford. 

Sophocles.     The  Plays  and   Fragments.     With  English   Notes    and 

Introductions  by  Lewis  Campbell,  M.A.,  Professor  of  Greek,  St.  Andrews. 
Vol.  I.  Oedipus  Tyrannus,  Oedipus  Coloneus,  Antigone.   Syo.  cloth,  14s. 

Sophocles.  In  Single  Plays,  with  English  Notes,  &c.  By  Lewis 
Campbell,  M.A.,  Professor  of  Greek,  St.  Andrews,  and  Evelyn  Abbott,  M.A., 
of  Balliol  College. 

Oedipus  Tyrannus  is  now  ready;   the  others  will  follow  at  interval     of  six 
months. 

Sophocles.      The  Greek  Text  of  the  Seven  Plays.     For  the  use  of 

Students  in  the   University  of  Oxford.     By  Lewis  Campbell,  M.A.,   Professor 
of  Greek,  St.  Andrews.     Extra  fcap.  8vo.  cloik^  4s.  6J.    Just  Published. 

Sophocles.     Oedipus  Rex :    Dindorf's  Text,  with  Notes  by  the  Ven. 

Archdeacon  Basil  Jones,  M.A.,  formerly  Fellow  of  University  Coll^;e,  Oxford. 
Second  Edition.     Ext.  fcap.  8vo.  limp  clotb,  is.  6d. 

Theocritus  (for  Schools).     With  Notes,  by  H.  Snow,  M.A.,  Assistant 

Master  at  Eton  College,  formerly  Fellow   of  St.  John's  College,  Cambridge. 
Extra  fcap.  8vo.  clotbt  4s.  6d. 

Xenophon.     Selections  (for  Schools).     With  Notes  and  Maps,  by  J.  S. 

Phillpotts,  B.C.L.,  Assistant  Master  in  Rugl)y  School,  formerly  Fellow  of  New 
College,  Oxford.     Second  Edition.     Extra  fcap.  8vo.  clotb,  3s.  6d. 

Part  II.     By  the  same  Editor. 
Arrian.     Selections  (for  Schools).     By  the  same  Editor. 
Caesar.     The  Commentaries    (for  Schools).     Part  I.  The  Gallic  War, 

with  Notes  and  Maps,  by  Charles  E.  Moberly,  M.A.,  Assistant  Master  in  Rugby 
School ;  formerly  Scholar  of  IJalliol  College,  Oxford.  Extra  fcap.  8vo.  clotbt  45. 6d. 

Part  II.    The  Civil  War:   Bk.  i.     By  the  same  Editor.     Extra 
fcap.  8vo.  cloth,  2s. 

Cicero's   Philippic    Orations.     With   Notes,   by  J.  R.  King,  M.A., 

formerly  Fellow  and  Tutor  of  Merlon  College,  Oxford.  Demy  8vo.  clotb,  10s.  6d. 

Cicero  pro  Cluentio.    With  Introduction  and  Notes.     By  W.  Ramsay, 

M.A.     Edited  by  G.  G.  Ramsay,  M.A.,  Professor  of  Humanity,  Glasgow.     Extra 
fcap.  8vo.  clotb,  3s.  6d. 

Cicero.     Selection  of  interesting  and  descriptive  passages.     With  Notes. 

By  Henry  Walford,  M.A.,  Wadham  College,  Oxford,  Assistant  Master  at  Hailey- 
bury  College.     In  three  Parts.     Second  Edition.     Extra  fcap.  8vo.  clotb^  4s.  6</. 

Each  Part  separately,  limp,  is.  6d. 

Part      I.     Anecdotes  from  Grecian  and  Roman  History. 
Part    IT.     Omens  and  Dreams  :  Beauties  of  Nature. 
Part  III.     Rome's  Rule  of  her  Province^;. 
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Cioero.     Select  Itetters.     With  English  Introductions,  Notes,  and 

Appendices.  By  Albert  Watson,  MA.,  Fellow  and  Tutor  of  Brasenose  College, 
Oxford.     8vo.  cloth ^  i8«. 

Cicero.     Selected  Letters  (for  Schools).     With   Notes.     By  the  late 

C.  E.  Prichard,  M.A.,  formerly  Fellow  of  Balliol  College,  Oxford,  and  E.  R. 
Bernard,  M.A.,  Fellow  of  Magdalen  College,  Oxford.     Extra  fcap.  8vo.  clotk^  3$. 

Cicero  de  Oratore.     With  Introduction  and  Notes.     By  A.  S.  Wilkins, 

M.A.,  Professor  of  Latin,  Owens  College,  Manchester. 

Cornelius  Nepos.     With  Notes,  by  Oscar  Browning,  M.A.,  Fellow  of 

King's  College,  Cambridge,  and  Assistant  Master  at  Eton  College.  Extra  fcap.  8vo. 

Cltithy    25.    6J. 

Horace.     With  Essays  and  Notes.    By  Edward  C.  Wickham,  M.  A., 

Head  Master  of  Wellington  College.    In  the  Press, 
Also  a  small  edition  for  Schools. 

Iiivy,  Book  I.    By  J.  R.  Seeley,  M.A.,  Fellow  of  Christ's  College, 

and  Regius  Professor  of  Modem  History,  Cambridge.     8yo.  elotb,  6s, 
Also  a  small  edition  for  Schools. 

Idvy.     Selections  (for  Schools).     With  Notes,  by  Henry  Lee- Warner, 

M.A.,  Assistant  Master  at  Rugby  School.    In  Parts. 

Part  II.     HannibaFs  Campaign  in  Italy.     Elxtra  fcap.  8vo.  cloth,  is.  6d. 

In  thi  Press. 
Part  I.    The  Caudine  Forks.  Part  HI.    The  Disaster  of  Pydna. 

Ovid.     Selections  for  the  use  of  Schools.     With  Introductions   and 

Notes,  and  an  Appendix  on  the  Roman  Calendar.  By  W.  Ramsay,  M.A. 
Edited  by  G.  G.  Ramsay,  M.A.,  Professor  of  Humanity,  Glasgow.  Ext.  fcap.  8vo. 
clotb,  4s.  6d. 

Fersius.     The   Satires.    With  a  Translation  and  Commentary.    By 

John  Conington,  M.A.,  late  Corpus  Professor  of  Latin  in  the  University  of 
Oxford.  Edited  by  Henry  Nettleship,  M.A.,  formerly  Fellow  of  Lincoln  College, 
Oxford,     8vo.,  eloth^  Js.  6d. 

Pliny.    Selected  Letters  (for  Schools).   By  the  late  C.  E.  Prichard,  M.A., 

formerly  Fellow  of  Balliol  College,  Oxford,  and  K  R.  Bernard,  MA.,  Fellow  of 
Magdalen  College,  Oxford.     Extra  fcap.  8vo.,  cloth,  35. 

Fragments  and  Specimens  of  Early  Latin.    With  Introduction, 

Notes,  and  Illustrations.  By  John  Wordsworth,  M.A.,  Fellow  of  Brasenose 
College,  Oxford.    In  the  Press. 

Selections  from  the  less  known  Latin  Poets.    By  North  Finder, 

M.A.,  formerly  Fellow  of  Trinity  College,  Oxford.     Demy  8vo.  elotb,  15$. 

Passages  for  Translation  into  Latin.    For  the  use  of  Passmen  and 

others.  Selected  by  J.  Y.  Sargent,  M.A.,  Tutor,  formerly  Fellow,  of  Magdalen 
College,  Oxford.     Third  Edition.     Ext.  fcap.  8vo.  elotb,  2s.  6d. 

II.  MENTAL  AND  MOBAL  PHILOSOPHY. 

The  Elements  of  Deductive  Logic,  designed  mainly  for  the  use  of 

Junior  Students  in  the  Universities.  By  T.  Fowler,  M.A.,  Fellow  and  Tutor 
of  Lincoln  College,  Oxford.  Fijib  Edition,  with  a  Collection  of  Examples. 
Extra  fcap.  8vo.  elotb,  3s.  6d. 

The  Elements  of  Inductive  Logic,  designed  mainly  for  the  use  of 

Students  in  the  Universities.  By  the  same  Author.  Second  Edition.  Extra 
fcap.  8vo.  clotb^  6s. 
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Frinoiples  of  MoralB.    By  J.  M.  Wilson,  BJ).»  President  of  Coipus 

Christi  College,  Oxford,  and  T.  Fowler,  M^^  Fdlow  and  Tutor  of  Lincoln 
College,  Oxford.    Pntparimg. 

A  Manual  of  Folitioiil  Boonomy,  for  the  use  of  Schools.    By  J.  £. 

Thorold  Rogen,  MA.,  formerly  Profenor  of  Political  Economy,  Oifoid.    &eomd 
Extra  fcap.  8vo.  ^oA,  42.  6d, 


The  Iioglo  of  Hegel;  being  Part  I.  of  the  Encyclopaedia  of  the 
Philosophical  Sciences.  Tnmdated  hj  William  Wallace,  lf.A^  Fellow  and 
Tator  of  Merton  CoU^^e.    jMti  ntufy. 

m.  MATHEMATICS,  fto. 

Aoonstioe.  By  W.  F.  Donkin,  M.  A.,  F.R.S.,  Savilian  Profiessor  of  Astro- 
nomy, Oxford.    Crown  8to.  cloifr,  71.  6d, 

An  Blementary  Treatise  on  Quaternions.  By  P.G.  Tait,  MA.,  Pro- 
fessor of  Natiual  Philosophy  in  the  University  of  Edinborg^;  formeriy  Fellow  id 
St  Peter's  Collie,  Cambridge.    Demy  8vo.  doifr,  lu.  6d, 

Book-keeping.     By  R.  G.  C.  Hamilton,  Accountant  to  the  Board 

of  Trade,  and  John  Ball  (oi  the  Firm  of  Messrs.  Qoilter,  Ball,  and  Co.),  Ex- 
aminers in  Book-keeping  tor  the  Society  of  Arts'  Examination.  Third  Editkm, 
Extra  fcap.  8vo.  limp  doA,  if.  6d. 

The  86holar*8  Arithmetia    By  Lewis  Hensley,  MA.,  fonneily  Fellow 

and  Assistant  Tntor  of  Trinity  College,  Cambridge.    Crown  8vo.  doA,  41.  (SdL 

Flgnres  made  Easy :  a  first  Arithmetic  Book.    (Introdnctoiy  to  '  The 

SchoWs  Arithmetic,'  by  the  same  Author.)   Crown  8^.  Ump  doih^  61L 

Answers  to  the  Examples  in  Figares  made  Easy,  together  with  two 

thousand  additional  Examples,  formed  from  the  Tables  in  the  same,  with  Answers. 
By  the  same  Author.    Crown  8vo.  dotbt  is, 

A  Course  of  Iieotures  on  Pure  (Geometry.    By  Henry  J.  Stephen 

Smith,  M.A.,  F.R.S.,  Fellow  of  Balliol  College,  and  Savilian  Professor  of  Geometry 
in  the  University  of  Oxford. 

A  Treatise  on  Electricity  and  MagnetLsm.    By  J.  Clerk  Maxwell, 

M.A.,  F.R.S.,  Professor  of  Experimental  Physics  in  the  University  of  Cambridge. 
In  two  volumes.    Demy  8vo.  c/o/A,  i/.  lis.  6d. 

A  Series  0/ Elementary  Works  is  being  arranged,  and  will  sbordy  be  announced. 


IV.   HISTOBY. 
A  Manual  of  Ancient  History.    By  George  Rawlinson,  M.A.,  Camden 

Professor  of  Ancient  History,  formerly  Fellow  of  Exeter  College,  Oxford.  I>emy 
8vo.  dotbf  145. 

Select  Charters  and  other  Illustrations  of  English  Constitutional 

History ;  from  the  Earliest  Times  to  the  Reign  of  Edward  I.  Arranged  and  edited 
by  W.  Stubbs,  M.A.,  Regius  Professor  of  Modem  History  in  the  University  of 
Oxford.     Crown  8vo.  dotb^  8*.  6d. 

A  Constitutional  History  of  England.    By  the  same  Author.   Nearly 

ready, 

A.  History  of  France,  down  to  the  year  1453.     With  Maps,  Plans, 

and  Tables.      By  G.  W.  Kitchin,  M.A.,  formerly  Censor   of  Christ   Church. 
Crown  Svo.  doth,  los.  6J.    ^ust  Published. 
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A  History  of  (Germany  and  of  the  Empire,  down  to  the  close  of  the 
Middle  Ages.     By  J.  Bryce,  B.C.L.,  Fellow  of  Oriel  College,  Oxford. 

A  History  of  (Germany,  from  the  Reformation.  By  Adolphus  W. 
Ward,  M.A.,  Fellow  of  St.  Peter's  College,  Cambridge,  Professor  of  History, 
Owens  College,  Manchester. 

A  History  of  British  India.     By  S.  J.  Owen,  M.A.,  Lee's  Reader  in 

Law  and  History,  Christ  Church,  and  Teacher  of  Indian  Law  and  History  in  the 
University  of  Oxford. 

A  History  of  Greece.     By  E.  A.  Freeman,  M.A.,  formerly  Fellow  of 

Trinity  College,  Oxford. 


V.  LAW. 
Gkdi  Institutionum    Juris   Civilis    Commentarii    Quatuor ;    or, 

Elements  of  Roman  Law  by  Gains.  With  a  Translation  and  Commentary,  by 
Edward  Poste,  M.A.,  Barrister-at-Law,  and  Fellow  of  Oriel  College,  Oxford. 
8vo.  cloth^  165. 

Elements  of  Law,  considered  with  reference  to  principles  of  General 
Jurisprudence.  By  William  Markby,  M.A.,  Judge  of  the  High  Court  of  Judicature, 
Calcutta.     Crown  8vo.  clotb^  6s.  6</. 

The  Elements  of  Jurisprudence.    By  T.  Erskine  Holland,  B.C. L., 

Barrister-at-Law,  and  formerly  Fellow  of  Ejceter  College,  Oxford. 

The  Institutes  of  Justinian,  edited  as  a  recension  of  the  Institutes  of 

Gains.     By  the  same  Editor.     Extra  fcap.  8vo.  clothe  5s. 

Authorities  Illustrative  of  the  History  of  the  English  Law  of 

Beal  Property.  By  Kcnelm  E.  Digby,  M.A.,  Vinerian  Reader  in  Law,  formerly 
Fellow  of  Corpus  Christi  College,  Oxford. 


VI.    FHYSICAIi  SCIENCE. 

Natural  Philosophy.     In  four  Volumes.     By  Sir  W.  Thomson,  LL.D., 

D.C.L.,  F.R.S.,  Professor  of  Natural  Philosophy,  Glasgow ;  and  P.  G.  Tait,  M.A., 
Professor  of  Natural  Philosophy,  Edinburgh ;  formerly  Fellows  of  St.  Peter's 
College,  Cambridge.     Vol.  I.  8vo.  clothe  il.  5*. 

Elements  of  Natural  Philosophy.     By  the  same  Authors ;  being  a 

smaller  Work  on  the  same  subject,  and  forming  a  complete  Introduction  to  it,  so 
far  as  it  can  be  carried  out  with  Elementary  Geometry  and  Algebra.  Part  I.  8vo. 
cloiht  9s. 

Descriptive  Astronomy.     A  Handbook  for  the  General  Reader,  and 

also  for  Practical  Observatory  work.  With  224  illustrations  and  numerous  tables. 
By  G.  F.  Chambers,  F.R.A.S.,  Barrister-at-Law.    Demy  8vo.  856  pp.,  elotb,  i/.  i«. 

Chemistry  for  Students.     By  A.  W.  Williamson,  Phil.  Doc,  F.R.S., 

Professor  of  Chemistry,  University  College,  London.  A  new  Edition,  witb  Solutions, 
Extra  fcap.  Svo.  clofb,  8s.  6d. 

A  Treatise  on  Heat,  with  numerous  Woodcuts  and  Diagrams.     By 

Balfour  Stewart,  LL.D.,  F.R.S.,  Director  of  the  Observatory  at  Kew.  Second 
Edition.     Ext.  fcap.  Svo.  clotb,  7s.  6d. 
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Vomifl  of  Animal  JA^     By  G.  RoUe8t0ii»  IID^FJLS^  limcre 

Profissor  of  Flqwologj,  Oxford.     Ilhistiilied  fay  BtKrfptioiii  ttnd  Dttmm^gs  of 
Dissectioiis.    Demy  8to.  eloifr,  idf. 

XxereiaM  in  PraotiiMl  eamuiiiirjf.     By  A.  G*  yemon  Ehicoort, 

M.A.,  F.ILS..  Senior  Student  of  Christ  Cfanrdi,  sad  Lecfli  Rente  in  qtwiiiilijp; 
and  H.  G.  Madan,  M^,  Fdlow  of  Qneen'tCoOcs^  Onfiovd. 

Seriei  L    Qnalitative  Ezerdsei.    Crown  8fa  «M.  7a.  M 

Series  IL    QnantitatiTe  Ezerdaes. 

Ctoology  of  Ozfixrd  and  the  YaUejr  of  tito  Tliaiiiea.     By  J<rfm 

Hiillips,  M.A.,  FJLS.,  Professor  of  Geology,  Oxfivd.    8vo.  cM^  *xt. 

Ctoology.    By  J.  PhiUips,  M.A.,  F.R.S.,  ProfiBsaor  of  GecA^gy,  QzforcL 
Meohanioa.     By  Bartholomew  Price,  M.A.,  F.ILS^  Sedlrian  ^roftaaor 

of  Natnral  Fhilosophy,  Oxford. 

Optica.     By  R.  B.  Clifton,  MA.,  F.R.S^  Piofessor  of  Experimental 

Philosophy,  Oxford ;  formerly  Fellow  of  St  John's  CoQcs^ei  CmhtM^ 

Bleotridty.     By  W.  Esson,  MA.,  F.R.S.,  Fdlow  and  Madiennlkal 

Lecturer  of  Merton  College,  O^ord. 

Crystallosraphy.     By  M.  H.  N.  Story-Maskelyne,  MJL,  Xhrofesaor  of 

Mineralogy,  Oidbrd ;  and  Deputy  Keeper  in  tiie  Department  of  Ifincmls,  British 
Museum. 

Kineralogy.    By  the  same  Author. 

Shyaiologioal  Fhyaioa.     By  G.  Griffith,  M.A.,  Jesus  CcA^,  Qzfinrd, 

Assistant  Secretary  to  the  British  Associati<Ai,  and  Natural  Science  Master  at 

Harrow  School. 

Magnetiam. 


VII.     ENGLISH   LANGUAGE   AND   LITEBATUBS. 
A  First  Reading  Book.      By  Marie  Eichens  of  Berlin;    and  edited 

by  Anne  J.  Clough.     Extra  fcap.  8vo.  Uiffeovtrs^  j^, 

Oxford  Reading  Book,  Part  I.     For  Little  Children.    Extra  fcap.  8vo. 

stiff  covers^  6d, 

Oxford  Reading  Book,  Part  II.    For  Junior  Classes.    Extra  fcap.  8vo. 

St ff  covers,  6d, 

On  the  Frinoiples  of  Grammar.    By  E.  Thring,  M.A.,  Head  Master 

of  Uppingham  School.    Extra  fcap.  8vo.  eloib,  4s.  6d. 

Grammatical  Analysis,  designed  to  serve  as  an  Exercise  and  Com- 
position Book  in  the  English  Language.  By  E.  Thring,  M.A.,  Head  Master 
of  Uppingham  School.    Extra  fcap.  8vo.  clotb,  3s.  6rf. 

An  English  Grammar  and  Reading  Book.     For  Lower  Forms  in 

Classical  Schools.     By  O.  W.  Tancock,  M.A.,  Assistant  Master  of  Sherborne 
School.    Extra  fcap.  8vo.  cloth,  3s.  dd. 

The  Philology  of  the  English  Tongue.     By  J.  Earle,  M.A.,  formerly 

Fellow  of  Oriel  College,  and  Professor  of  Anglo-Saxon,  Oxford.    Second  Edition. 
Extra  fcap.  8vo.  clotb,  7s.  6d. 
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Speoimens  of  Early  English.     A  New  and  Revised  Edition.     With 

Introduction,  Notes,  and  Glossarial  Index.  By  R.  Morris,  LL.D.,  and  W.  W. 
Skeat,  M.A. 

Part  I.     In  tbt  Press. 

Part  II.     From  Robert  of  Gloucester  to  Cower  (a.d.  1298  to  a.d.  1393).    Extra 
fcap.  8vo.  eloib^  7s.  6d. 

Speoimens  of  English  laterature,  from  the  '  Ploughmans  Crede '  to 

the  *Shepheardes  Calender'  (a.d.  1394  to  a.d.  1579).  With  Introduction.  Notes, 
and  Glossarial  Index,  by  W.  W.  Skeat,  M.A.,  formerly  Fellow  of  Christ's  College, 
Cambridge.     Extra  fcap.  8vo.  elotb,  75.  6d. 

The  Vision  of  William   conoeming    Piers    the  Plowman,    by 

William  Langland.  Edited,  with  Notes,  by  W.  W.  Skeat,  M.A.,  formerly  Fellow 
of  Christ's  College,  Cambridge.    Extra  fcap.  8vo.  eloibt  4s.  6d. 

Milton.     The  Areopagitica,  with  Notes.     By  J.  W.  Hales,  M.A.,  late 

Fellow  of  Christ's  Collie,  Cambridge.     In  the  Press. 

Typical  Selections  from  the  best  English  Authors  from  the  Sixteenth 

to  the  Nineteenth  Century,  (to  serve  as  a  higher  Reading  Book,)  with  Intro- 
ductory Notices  and  Notes,  being  a  contribution  towards  a  History  of  English 
Literature.    Extra  fcap.  8vo.  clotb,  4s.  6d. 

Specimens  of  the  Scottish  Lang^utge ;  being  a  Series  of  Annotated 

Extracts  illustrative  of  the  Literature  and  Philology  of  the  Lowland  Tongue  from 
the  Fourteenth  to  the  Nineteenth  Century.  With  Introduction  and  Glossary. 
By  A.  H.  Burgess,  M.A. 

See  also  XII ,  below  for  other  English  Classics. 


Vin.     FRENCH   IiANGUAGE   AND   LITERATUBE. 

An    Etymological    Dictionary    of   the    French   Language,   with   a 

Preface  on  the  Principles  of  French  Etymology.  By  A.  Brachet.  Translated 
by  G.  W.  Kitdiin,  M.A.,  formerly  Censor  of  Christ  Church.  Crown  8vo.  c/o/A, 
10s.  6d.    Just  Published. 

Brachet's  Historical  Grammar  of  the  French  Language.  Trans- 
lated into  English  by  G.  W.  Kitchin,  M.A.,  formerly  Censor  of  Christ  Church. 
A  new  Edition f  witb  a  full  Index.     Extra  fcap.  8vo.  elotb,  35.  6d. 

Comeille's  Cinna,  and  Molidre's  Les  Femmes  Savantes.    Edited,  with 

Introduction  and  Notes,  by  Gustave  Masson.    Extra  fcap.  8vo.  elotb^  25.  6d. 

Bacine's  Andromaque,  and  Comeille's  Le  Menteur.     With  Louis' 

Radne's  life  of  his  Father.     By  the  same  Editor.    Extra  fcap.  8vo.  chtb,  25.  6d. 

Moliere's  Les  Fourberies  de  Scapin,  and  Bacine's  Athalie.     With 

Voltaire's  Life  of  Moli^re.     By  the  same  Editor.    Extra  fcap.  Svo.  eloth^  25.  6d. 

Selections  from  the  Correspondence  of  Madame  de  Sdvign^  and 

her  chief  Contemporaries.  Intended  more  especially  for  Girls*  Schools.  By  the 
same  Editor.    Extra  fcap.  Svo.  elotb,  y. 

Voyage  autour  de  ma  Chambre,  by  Xavier  de  Maistre ;  Ourika,  by 

Madame  de  Durao ;  La  Dot  de  Suzette,  by  Fiev6e  ;  Les  lumeaux  de  I'Hdtel 
Comeille,  by  ISdmond  About;  M^saventures  d'un  £coUer,  by  Bodolphe 
TOpffer.    By  the  same  Editor.    Extra  fcap.  Svo.  elotb^  2s.  6d. 
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IX.     GEBMAH   IiANGUAGE  AJSTD  IJTSBATirBS. 

Gk>ethe'8  Egmont.      With  a  Life  of  Goethe,  &c.     By  Dr.  Buchheim, 

Professor  of  the  German  Language  and  Literature  in  Kiiig*s  College,  London ; 
and  Examiner  in  German  to  the  University  of  London.    Extra  fcap.  8to.  clocfr,  3s. 

Schiller's  Wilhelm  Tell.  With  a  Life  of  SchiUer;  an  historical  and 
critical  Introduction,  Arguments,  and  a  complete  Commentary.  By  the  same 
Editor.    Extra  fcap.  8vo.  clotb^  ^.  6d, 

Iiesaiiig'B  Minna  von  Bamhelm.  A  Comedy.  With  a  Life  of  Lessing, 
Critical  Analyses,  &c.    By  the  same  Editor.     Extra  fcap.  8yo.  cloik^  ^  6d, 
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A  Handbook  of  Pictorial  Art.  By  R.  St.  J.  Tyrwhitt,  M.A.,  for- 
merly Student  and  Tutor  of  Christ  Church,  Oxford.  With  coloured  Illnstia- 
tions,  Photographs,  and  a  chapter  on  Perspective  by  A.  Macdonald.  8vo.  half 
morocco^  181. 

A  Music  Primer  for  the  use  of  Schools.     By  J.  Troutbeck,  M.A.,  and 

R.  F.  Dale,  M.A.,  B.  Mus.    Crown  Svoc  r/o/A,  as.  6d. 

A  Treatise  on  Harmony.      By  Sir  F.  A.  Gore  Ouseley,  Bart,  M.A, 

Mus.  Doc.,  Professor  of  Music  in  the  University  of  Oxford.    4to.  d<^^  loc 

A  Treatise  on  Counterpoint,  Canon,  and  Fugue,  based  upon  that 

of  Chcrubini.     By  the  same  Author.     4to.  cloib,  i6s. 

The  Cultivation  of  the  Speaking  Voice.    By  John  Hullah.    Crown 

8vo.  elotbt  3«.  (>d. 

XI.     MISCELLANEOUS. 

Outlines  of  Textual  Criticism  applied  to  the  New  Testament.  By 
C.  E.  Hammond.  M.A.,  Fellow  and  Tutor  of  Exeter  College,  Oxford.  Extra 
fcap.  8vo.  clotb,  3s.  td. 
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A  System  of  Physical  Education:    Theoretical  and  Practical.     By 

Archibald  Maclaren,  The  Gymnasium,  Oxford.     Extra  fcap.  8vo.  clotb^  75.  6</. 

The  Modem   Greek  Language   in   its   relation   to  Ancient  Greek. 

By  li.  M.  Gcldarl,  B.A.,  formerly  Scholar  of  Balliol  College,  Oxford.    Extra  fcap. 

8vo.  clotbf  4s.  ()d. 

XII.     A   SEBIES    OF   ENGLISH    CLASSICS. 

Designed  to  vied  the  wants  of  Students  in  English  Literature :  under 
the  super intendaice  of  the  Rev.  J.  S.  Brewer,  M.A.,  of  Queens  College^ 
Oxford,  and  Professor  of  English  Lite  rature  at  Kings  College,  London^ 

It  is  also  especially  hoped  that  this  Series  may  prove  useful  to  Ladies* 
Schools  and  3fiddle  Class  Schools;  in  which  English  Literature  must 
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A  General  Introduction  to  the  Series.     By  Professor  Brewer,  M.A. 
I.  Chaucer.     The  Prologue  to  the  Canterbury  Tales ;   The  Knightes 

Tale ;    The  Nonne  Prestos  Tale.     Edited  by  R.  Morris,  Editor  of  *  Specimens 
of  Early  English,'  &c.,  <S:c.      Third  Edition.     Extra  fcap.  8vo.  clotb,  2s.  6d. 
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2.  Spenser's  Faery  Queene.     Designed  chiefly  for  the  use  of  Schools. 

With  Introduction,  Notes,  and  Glossary.     By  G.  W.  Kitchin,  M.A.,  formerly 
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Book  I.    Fifth  Edition.     Extra  fcap.  8vo.  cloth,  is.  6d. 

Book  II.    Second  Edition.     Extra  fcap.  8vo.  elotb,  2$.  6d. 
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M.A.,  Dean  of  St.  Paul's,   formerly  Fellow  of  Oriel  College,  Oxford.     Second 
Edition.     Extra  fcap.  8vo.  clotb,  2.<. 

4.  Shakespeare.    Select  Plays.     Edited  by  W.  G.  Clark,  M.A.,  Fellow 

of  Trinity  College,  Cambridge;  and  W.  Aldis  Wright,  M.A.,  Trinity  College, 
Cambridge. 

I.  The  Merchant  of  Venice.     Extra  fcap.  Svo.  stiff  covers^  1$. 

II.  Richard  the  Second.     Extra  fcap.  Svo.  stiff  covers,  is.  6d. 

III.  Macbeth.     Extra  fcap,  Svo.  stiff  covers,  is,  6d. 

IV.  Hamlet.     Extra  fcap.  Svo.  stiff  covers,  2s. 

5.  Bacon.  Advancement  of  Learning.  Edited  by  W.  Aldis  Wright,  M.A. 

Second  Edition.     Extra  fcap.  Svo.  clotb,  49.  6d. 

6.  Milton.     Poems.     Edited  by  R.  C.  Browne,  M.A.  and  Associate  of 

King's  College,  London.     Second  edition.     2  vols,  extra  fcap.  Svo.  clotb,  6s.  6d, 

Also  separately.  Vol.  I.  4s.,  Vol.  II.  3.*. 

7.  Dryden.  Stanzas  on  the  Death  of  Oliver  Cromwell ;  Astraea  Redux ; 
Annus  Mirabilis ;  Absalom  and  Achitophel ;  Religio  Laici ;  The  Hind  and 
the  Panther.    Edited  by  \V.  D.  Chiistie,  M.A.,  Trinity  College,  Cambridge.   Extra 

fcap.  Svo.  clotb,  3$.  6d. 

8.  Bunyan.     Grace  Abounding;   The  Pilgrim's  Progress.    Edited  by 

E.  Venables,  M.A.,  Canon  of  Lincoln. 

9.  Pope.  With  Introduction  and  Notes.  By  Mark  Pattison,  B.D., 
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I.  Essay  on  Man.     Extra  fcap.  Svo.  stiff  covers,  1$.  6d. 
II.  Satires  and  Epistles.     Extra  fcap.  Svo.  stiff  covers,  is. 
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O.  Daniel,  M.  A  ,  Fellow  and  Tutor' of  Worcester  College,  Oxford. 

11.  Burke.  Thoughts  on  the  Present  Discontents;  the  two  Speeches 
on  America;  Reflections  on  the  French  Revolution.  By  Edward  John 
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